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ASTRON 


quality capacitors and RF noise filters 


METALITE® CARDBOARD 
TUBULARS — TYPE.ML 


CERAMIC CASED PAPER 
TUBULAR — TYPE AP 


METALITE® BATHTUB 
CAPACITORS —TYPE MD 


METALITE® METAL-CASED 
TUBULARS — TYPE MRF 
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MINIATURE METAL-CASED 
TUBULARS — TYPE MM 


BATHTUB CASE 
CAPACITORS — TYPE ED 


MOLDED PAPER 
TUBULAR — TYPE AM 


OIL-FILLED METAL 
TUBULARS — TYPE AR MF 


METALITE® GLASS.-TO. 
METAL SEALED 
TUBULARS — TYPE MQC 


METALITE® TERNEPLATE 
**SQUEEZE SEAM"’ 
CASES — TYPE MXJ 


Astron offers you a complete, wide-line of versatile 
Capacitors and RF Noise Suppression Filters for your 


most exacting requirements. 
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SUBMINIATURE 
ELECTROLYTICS — TYPE ET 


METAL SCREW-BASE 
ELECTROLYTIC — TYPE E 


BATHTUB PAPER 
CAPACITOR — TYPE ADM 


MOLDED PLASTIC 
TUBULAR — 
BLUE e POINT® — TYPE BP 


<A 


METALITE® HY-MET* 
CARDBOARD TUBULARS — 
TYPE MLL 


METALITE® HY-MET* 
BATHTUB CAPACITORS — 
TYPE MDL 


Astron capacitor is insured by: 


* Highest quality raw materials 


* Skilled craftmanship 


+ Custom-engineered designs 


CARDBOARD.-CASED 
ELECTROLYTICS — TYPE ES 


METEOR® BATHTUB 
CAPACITOR — TYPE ADZ 


METALITE® HY-MET* 
TERNEPLATE **SQUEEZE 
SEAM"’ CASE —TYPE MXLJ 


METALITE® 
HY-MET* 
SUBMINIATURE 
BATHTUB — TYPE MTL 


Reliability of each 


* Advanced production techniques 


Strict quality controls and inspections 


The types end styles illustrated ore but a few of 
the -many available . . . write today for complete 
technical and engineering data on Astron products. s 


TWIST PRONG 
ELECTROLYTICS — 
TYPE EY 


ELECTROLYTICS FOR 
TRANSISTORIZED, 
PRINTED CIRCUIT 
APPLICATIONS — 
TYPE EZ TYPE EX 


METEOR* METAL-CASED 
POLYESTER PLASTIC 
CAPACITORS — TYPE XQF 


METEOR *SUBMINIATURE 
GLASS-TO-METAL 
SEALED TUBULARS — 
TYPE AQF TOF 


METALITE® 

HY-MET* 

SEAMLESS CASE 
CAPACITOR —TYPE MEL 


METALITE® HY-MET* 
GLASS-TO-METAL 
SEALED TUBULARS — 
TYPE MOL 


ASTRON'S FOUR STEP FILTER SERVICE PLAN HAS SOLVED THOUSANDS OF INDUSTRY'S AND 
GOVERNMENT RF FILTER PROBLEMS. THIS **PACKAGED"* SERVICE INCLUDES: 


i. DEFINITION OF REQUIREMENTS 3. 
2. ENGINEERING ANALYSIS 


PROTOTYPE TESTING 


4. EFFICIENT SOLUTION OF PROBLEM 
ASTRON WILL CUSTOM-ENGINEER AND MASS PRODUCE A FILTER SPECIFICALLY FOR YOUR EQUIPMENT 











The Mullard ENSS Thyratron is an improved 
plug-in replacement for the 2050 thyratron. 
One of a line of Rogers Special Quality* tubes, 
the EN33 has greater p art ratings than 
the 2050 and consequently, when operated 
under similar conditions, offers a longer-life 
performance. It is smaller in size and has a 
higher permissible average and peak cathode 
current. The EN33 has many applications in 
industrial control circuits, motor and lighting 
controls, and AC and DC switching. 


*Rogers Special Quality tubes are finding more and more 
applications in all types of professional equipment. The 
greater reliability and lower maintenance cost of the 
apparatus in which they are used more than compensates 
for the higher initial cost 





ROGERS 


electronic tubes & components 


INDUSTRIES ttTtoD. 


A BANMVISCLOU OF POBELIPS ELseereocwi¢cs 
116 VANDERHOOF AVENUE, TORONTO, ONTARIO / BRANCHES: MONTREAL, WINNIPEG, VANCOUVER 


% Rogers Electronic Tubes are sold through Canada’s independent Electronic Parts Distributors 





VARIAN’S 
VACION® 


OF 03." 8 32 FM BOP A Bn ae ~ OC O3 = Gas -% On 08 08." Ge 1 08.) 8 


VA-1403 PERMANENT MAGNET 


VA-1302 POWER SUPPLY 


THE 


*TRADE MARK" 


Used where clean high vacuums are required... processing vacuum 
tubes ... evacuating accelerator sections and ionization chambers... 
laboratory and industrial applications. s 


SIMPLICITY ITSELF— 
The VaciIon high vacuum pump operates 
entirely electronically — no moving parts. 


NO OIL VAPORS— 
Cold traps or vapor traps are not necessary. 


ULTRA HIGH VACUUM— 

Creates vacuum in excess of 1x10~9 mm of 
Hg; one trillionth of an atmosphere. This 
small compact unit has a pumping speed 
of 10 liters/second at 10-7 mm of Hg. 
LOW POWER CONSUMPTION— 

At 10-6 mm Hg power consumption is only 
0.24 watts. No continuously running fore- 
pump is required. 


MEASURES ITS OWN VACUUM— 
The current indication on the power supply 
meter provides a practical measurement of 
pressure. 


SIMPLE INSTALLATION — 

Complete unit consists of the VacIon Pump 
shown above, a permanent magnet, and a 
power supply. 


ONLY FROM VARIAN— 

The VaciIon high vacuum pump has ro 
equal for simplicity, cleanliness, and com- 
pactness. Get the complete story in the 
Vacion High Vacuum Pump Engineering 
Bulletin — write for your copy today. 


MARK OF 
LEADERSHIP 


VARIAN 2%2°s!2!2%* 


OF CANADA, LTD. «+ GEORGETOWN, ONTARIO 





KLYSTRONS, TRAVELING WAVE TUBES, BACKWARD WAVE OSCILLATORS, LINEAR ACCELERATORS, MICROWAVE SYSTEM COMPONENTS, 
R, F. SPECTROMETERS, MAGNETS, MAGNETOMETERS, STALOS, POWER AMPLIFIERS, GRAPHIC RECORDERS. RESEARCH AND DEVELOPMENT SERVICES 


For further information mark No. 80 on our Readers’ Service Card 
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June 1958 


CANADIAN 
ELECTRONICS 


Departments News highlights 
Reports from the industry 


People in the industry 
News briefs 


HAROLD PRICE, BSC (ENG.), MEM.LR.E., P.ENG., Editor 
IAN R. DUTTON, BASC., P.ENG., Associate Editor 
ANTHONY BRIAN, Montreal Editor 

ARTHUR R. JOY, British Columbia Editor 

ROBERT A. METCALFE, Manitoba Editor 

ROBERT E. SWAN, Advertising Representative 

L. MARTIN, Eastern Advertising Representative 
MURRAY R. MARK, Manager, Vancouver office 

FRANK DAVIES, Editorial Art Director 

JOHN F, FOY, Circulation Manager 

J. W. SARGENT, Sales Promotion Manager 

J. LESLIE, Production Manager 

R. G. SCOTT, Research Manager 

W. A. WEIR, Advertising Service Manager 

Cc. A. KING, Manager 

GEORGE W. GILMOUR, Group Manager, Industrial Publications 
J. L. CRAIG, Director, Business Publications 


, . . Authorized as second class mail, Post Office Department ment and Methods, Painting and Decorating, Le Phar 
a Maclean Hunter publication Ottawa macien, ’hoto Trade, Plant Administration, Le Quin 
eaillier, Style, Trader and Canadian Jeweller. Business 
Printed and published by Maclean-Hunter Publishing newspapers in U. 8S, and U. K Inland Printer, Rock 

Company Limited Editorial and Advertising Offices Products, Concrete Products, British Printer 

212 King Street West, Toronto 2, Canada Address all 

correspondence: I’.O, Box 100, Toronto, Canada Other services: The Financial Post Corporation Service 
Canadian Press Clipping Service; Commercial Printing 


Horace T. Hunter, Chairman of the Board; Floyd 8 D 
ivision 


Chalmers, President; Donald F. Hunter, Vice-lresident 
and Managing Director Offices at 1242 Peel Street, Montreal; Room 1004, The 
Publishers of National Magazines in Canada: Maclean's Burrard Blig., 1030 West Georgia Street, Vancouver 5 
Chatelaine, Canadian Homes and Gardens Business BA Maclean-Hunter Limited, 125 Strand, London, 
newspapers Building Supply Dealer, Bus and Truck England 

Transport, Canadian Advertising, Canadian Automotive 

Trade, Canadian Aviation, Canadian Baker, Canadian Subscription rates: Canada $5.00 per year, two years 
Electronics Engineering, Canadian Grocer, Canadian $9.00, three years $13.00. Single copy price $1.00 
Hotel Review, Canadian Industrial Photography, Cana U. 8S. A., United Kingdom, $10.00 per year: all other 
dian Machinery, Canadian Missiles and Rockets, Cana countries, $20.00 per year 

dian Packaging, Canadian Paint and Varnish, Canadian 

Printer and Publisher, Canadian Shipping, Canadian Indexed in Engineering Index 

Stationer, Civic Administration, Design Engineering 


Drug Merchandising, Electrical Contractor & Mainten Member 

ance Supervisor, L’Epicier, The Financial Post, Food Canadian Circulations Audit Board Inc ( ( AB 
in Canada, Fountains in Canada, Hardware and Metal, 

Heating and Plumbing Engineer, Home Goods Retailing Member ety 


Marketing, Men's Wear, Modern Power, Office Equip Business Newspapers Association 
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PRICE 
without plug-in units 
Type 500/53A 
Scope-Mobile 
Type 53/54K Fast-Rise 
Plug-in Preamplifiers, each. . . 
Type 53/54C Dual-Trace 
Plug-in Preamplifiers, each. . . 

Prices f.0.b. factory. 


Canadian Field Office 
3 Finch Avenue, East 
WILLOWDALE, ONTARIO 
Phone: Toronto, BAldwin 5-1138 
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SIRS : 
Ox Sica stele SOR SOX 
SOO . 4 


When the job requires it, you can double up 
and display four different waveforms at once 
with this dual-beam oscilloscope. Type 53/54C 
Dual-Trace Plug-In Units in both channels 
make possible the four-trace display. 

Less spectacular but more frequent uses of 
this versatile fast-rise oscilloscope include 
waveform comparison measurements on a 
dual-beam display in the dc-to-25 mc range, 
and all the usual and unusual applications of 
a high-performance laboratory oscilloscope. 


TYPE 551 
SPECIAL FEATURES 


WIDE-BAND VERTICAL AMPLIFIERS 
Main-unit risetimes—12 musec. 
Passbands and risetimes with Type 53/54K units—= 
de-to-25 mc, 0.014 ssec. 
SIGNAL-HANDLING VERSATILITY 
All Type 53/54 Plug-In Units can be used in both channels, 


0.2 usec DELAY NETWORKS 
WIDE SWEEP RANGE 
0.02 psec/cm to 12 sec/em. 
SINGLE SWEEPS 
Lockout-reset circuitry. 
COMPLETE TRIGGERING 
Fully-automatic or amplitude-level selection with preset or 
manual stability control. 


10-kv ACCELERATING POTENTIAL 
Brighter display for fast sweeps and low repetition rates. 


Please call your Tektronix Field Engineer or Repre- 
sentative for complete specifications and, if desired, 
to arrange for a demonstration at your convenience. 


Tektronix, Inc. 


P.O. Box 831 + Portland 7, Oregon 


Phone CYpress 2-2611 * TWX-PD 311 + Cable: TEKTRONIX 


For further information mark No. 74 on our Readers’ Service Card 
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News highlights... 


CBC costs climb, tax revenues fall . . . 


Operating deficits of the CBC for radio and television during 1958-59 are 
expected to show a sharp increase. Parliament has been asked to provide 
$39,000,000, more than twice the grant for last year. CBC also wants 
$8,414,000 for capital expenditures. Revenues from excise tax are forecast 
at $12,000,000 this year. 


Arrow gets tenth of defence budget . . . 


Ten percent of Canada's 1958-59 defense budget of $1,686,000,000 will go 
to the Avro Arrow. The budget was tabled in Parliament last month. Authori- 
ties said this brings the total CF-105 expenditure to nearly $400,000,000 for 
all phases of the project including design, development and production of 37 
completed aircraft. 


U. of T. dental school gets CCTV... 


Construction has started on the $6 million dental building at the University of 
Toronto. Complete facilities for closed circuit television are being installed 
so that operating procedures can be shown to large groups. At present, an 
operation can be viewed with clarity by very few students at one time. 


U. K. electronics exports increase . . . 


Last year United Kingdom electronics firms exported products valued at more 
than sixty million pounds sterling. Of this, over three million pounds was sold 
to the United States. This is more than twice the figure of two years ago. 


Sputnik, cause DEW line dilemma .. . 


USSR rocket developments have reduced value of DEW line. U.S. government 
has been given permission by Canada to start extensive survey of North to 
determine what, if anything, can be done to update the line. 


RETMA: Study military components. . . 


The Prime Contractors Electronic Components and Materials Committee has 
been formed. Its area of interest will be high quality components for military 
equipment. Members for this committee are selected from CAMESA and the 
Components Engineering Committee of RETMA. 


The Sound Equipment Committee under chairman R. H. Tanner is working on a 
set of non-compulsory standards to aid Architects and Consulting Engineers in 
the selection of sound equipment for installation in public buildings. 


Last month's meeting of the Transformer Sub-Committee at the Collins Hotel, 
Dundas, Ontario, was well attended. The committee meeting was followed by 
engineering sessions and dinner under the auspices of El-Met-Parts Limited. 


The Executive Committee of CRTPB held two meetings last month to discuss DOT 
specifications 116, 126, 127 and others affecting dates and amortization of 
fixed, land and maritime mobile equipment. 


R. Hackbusch, Director of Engineering, deserves credit for helping the American 
Television Allocations Study Organization. He arranged clearance for entry 
of vehicle and equipment into Canada to make field strength measurements. 
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your NUMBER ONE source 
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+». the name you can depend on 
for quality products that give 
you trouble-free performance 


TRANSISTOR-AMPLIFIERS (Transpecs*) 


Complete high-gain, low ou wer 
audio-amplifiers for pocket-si 
radios and recorders, hearing 3 aids, 
microphones, test equipment 
computers, and other equipment. 

Centralab’s new, revolutionary 
4-stage TA-11 transistor amp lifier 
is the —_ unit of its kind. It 
include al transistors 
capacitors, 

Up to 75 db. gain : 
Input impedance 1000 ohms 
nominal, Operates from 1.3 v 
mercury cell or flashlight batters 
Frequency characteristics, 250 t 
20,000 c.p.s. + 5 db., adjustable 
to special requirements, Capacity 
up to 1 mf 

Also choice of TA-6 and TA-7 
single-stage Transpecs* ton ‘ er 
sub-miniature design requi 
* Trac f 


4 npesetgetatn RESISTORS 


2-w. standard — For radio, TV. 
Siagle twin, or dual-concentri 
—_ 15/16” n. 250 ohms to 10 megs. 


16” diar 


PD. ‘> 


1/10-w. sub-miniature — For hearing 
aids, c¢ unications, computers 
5/8” diam, 500 ohms to 10 megs. 


1/4-w. sub-miniature—For instruments 
and military. 43/64” diam 
10,000 ohms to meg. linear taper. 


“a ‘me iG 
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Miniature Radio and TV Wire-Wound 























Single-stage 
transistor-amplifier 
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CERAMIC CAPACITORS 
TC-BC — Discs, tubulars, 150 v to 


6,000 v.d.c.w. 1 mmf 0.1 mf, 

TC available + 100 to — 5250 

High voltage — high accuracy 
High-voltage types, up to 30,000 v.d.c.w. 
High-accuracy types, + 1% tolerance, 
500 v.d.c.w., up to 2,500 mmf 


ELECTRONIC SWITCHES 


Rotary — 15/16” to 1-5/8” diam, 
Phenolic or Steatite insulation. 
Single or multiple sections 
Medium-duty power - 

mitter, industrial contr« 

tory testing, military 

2-13/16”" diam, 7-1 


: Trimmer Tubular or flat. Meet 
at 110 v. 25,000 ] 


AN-C-81 spe ations. 1 mmf, to 
Specialized — Lever, 100 mmf., 500 v.d 
tuner sections t 
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Miniature otary-Acti 
Rotary Switches FA at Swit nes Power r oeitch es 


ae 


Lever-Action 
t 


pees eed-thru, stand-off 


button -shape potted, othe capacitors, 





ulietins 


Tubular Disc High-Voltage 
<r aw 


Trimmer Specialties 














Switches 


Centralab Canada Ltd. ° *. Pa ena» ll CIRCUITS 


Complete radio-TV circuits, amplifiers, 
oscillators, detector networks, resistor 
networks—including capacitors, resis- 
tors, wiring, and inductance manufactured 
to your specific performance limits. 

w. resistors meet applicable 
Mil R-11 specifications. 50 ohms to 
50 megs. Capacitors up to .01 mmf, 


Write for Group D bulletins, 


| m/ 


Complete Radio and 
Amplifiers TV Circuits 


804 MT. PLEASANT ROAD 
Ltd. TORONTO 12, ONTARIO 
Affiliated: CENTRALAB « MILWAUKEE 1, WISCONSIN 


REPRESENTATIVES: 

Eastern Canada: Peter J. Heenan, Industrial Sales 
804 Mtr. Pleasant Rd., Toronto 12, Ont 
Hudson 1-2291 
Roland C. Kahnert, Distributor Sales 
73 Crockford Blvd., Scarboro P.O., Ont 
Plymouth 7-5171 

Western Canada: D. Eldon McLennan 
1624 West Third Ave., Vancouver 9, B.C 
Bayview 2898 
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COMPUTER 


The only desk-side electronic computer with direct programming 


and automatic positioning of decimal point 


Two exclusive features of the new IBM 610 Auto-Point 
Computer help make your engineering time more completely 
creative. First, direct programming: computation takes place 
as the program is being written, eliminating the need for 
separate program test runs. Second, automatic positioning of 
decimal) point: the engineer is relieved of the burden of 
planning movement of the decimal point, greatly reducing 
problem-solution time. 


The new Auto-Point Computer also gives you, among other 
ag valuable features, single-instruction square root, simultane- 
A few applications ous division and multiplication, and highly flexible tape 
of the 610 units. The IBM 610 was designed with reliability as a prime 
Auto-Point Computer consideration; built-in self-checking provides assurance of 
Analysis of accuracy. In addition, this low-cost electronic desk-side com- 

Mass Spectrometric Data puter does not require air conditioning. 


Formulae Evaluations Discover today how the mobile IBM 610 can solve a wide 
range of scientific and engineering problems for your busi- 


Calculation ness. For details, simply call the local IBM representative. 


of Aeroelasticity 


Data Reduction TIME 
EQUIPMENT 


TIME EQUIPMENT + DATA PROCESSING - ELECTRIC TYPEWRITERS 
For further information mark No. 49 on our Readers’ Service Card 
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Forethought 
costs less than 


Afterthought 


\ 
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Design 
These in 
When you 
Begin! 


If you need mechanical 

or electrical counters in 

any of your new products, 

here’s a word to the cost- ‘ 
wise designer: Design them aia. 
in, when you begin . . . don’t tack them on later. 


For if you’ll give us a chance to work with you, right 
from the beginning, chances are we can save you time 
and money by adapting or modifying a standard 
Veeder-Root Counter to your needs . . where you might 
get into a costly special job if you went about it alone. 
What’s more, you save time in your engineering, 
purchasing and assembly departments. 


Count on Veeder-Root to help you in every 
way ... from design to delivery. Write: 


Series 
1205 Reset 
Magnetic Counter with panel 


mount and lock and key. Series 1122 Small Reset Ratchet Counter. 








Series 1370 High Speed Counter (1500 to 2500. © 
rpm) built into o wide variety of equipment. =—_ 


Con CountTorw 
VEEDER-ROOT of 
CANADA, Ltd. 


955 St. James St., Montreal 3 


Main Office & Factory: Hartford 2, Conn., U.S.A. 
Offices & Agents in Principal Cities 


Special Longitude Counter, one 
of many made for aircraft navi- 
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INDIANA HYFLUX ALNICO 
PERMANENT MAGNETS 


(for the Canadian electronics, instrument, and communications industries) 


Hyflux Alnico permanent magnets . . . used widely by the electronics, 
instrument, and communications industries in hundreds of products . . . are 
now being produced in Kitchener by The Indiana Steel Products Company 
of Canada, Ltd. 


Whether you require loud-speaker magnets weighing only a few ounces 
or giant, Y2-ton assemblies used in nuclear resonance research, we are 
equipped to meet your every need. Metallurgists, trained technicians, and 
skilled craftsmen work as a team to produce quality permanent 
magnets that supply a constant, uniform magnetic field, indefinitely. 


And, the complete production and research facilities of the world's largest 
manufacturer of permanent magnets, The Indiana Steel Products Company 
of Valparaiso, Indiana, U.S.A., have been combined with the facilities 

at Kitchener to insure that you receive the finest quality magnets available. 


Take advantage of Indiana's 48 years of experience, research leadership, 
and specialized engineering ‘‘know-how" for help in your design problems. 


The Indiana Steel Products Company of Canada, Ltd. 


KITCHENER, ONTARIO 
PERMANENT MAGNETS... CORROSION AND HEAT-RESISTANT ALLOY CASTINGS 
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when rf power must be absorbed 
or accurately measured... 


You will find dependable coaxial line instruments and accessories 
at Bird Electronic. Specialization in this field, backed by a constantly 
growing engineering staff and enlarged physical facilities, has resulted 
in the continuous development of new designs to meet 
specific requirements. If you are searching for more than 


NOM 


4 
| a 


a standard product for field or laboratory use, turn to 
Bird Electronic. Our years of experience in this field may 
assist you in the solution of your problem. 


*Thruline" 


DIRECTIONAL RF WATTMETERS 


Direct reading ...“thru” type... for measuring 
forward or reflected power in complete systems 
under operating conditions . . . inserted between 
transmitter and antenna or load . . . full scale 
power and frequency range determined by plug- 
in elements. 





Model | Line 


43 | RG-8/U} 50 ohms} 25-60; 50-125 | 10; 25; 50; 
etc. 100-250; 250-500; 100; 250; 
400-1000 mc 500 W 

1% 50 ohms | 200-500 -5; 1.0; 1.5; | Rtma 
400-1000 mc 2.5; 5.0 KW | Std. 
50 ohms | 200-500 mc 1; 2.5; 5; 10 | Flange 
51.5 ohms | 400-1000 mc 25; 50 KW 


25; 50 
51.5 ohms | 200-500 mc and 100 KW 


COAXIAL RF FILTERS 


Designs utilize both 
distributed and lumped 
constant . . . insertion 
loss and VSWR are 
very low in pass band 
... high attenuation in 
stop band... new 
miniature filters as 
light as 5 ounces. Will 
produce in quantity to 
your specs. 


Frequency ELEMENTS Power | .Con- 


Impedance 7 
inector 











460 | 3% 
480 | 3% 


490 | 6% 





Sleeve 
Bullet 
































Low Low Low High Band 
Pass Pass Pass Poss Pass 


5311 $22__|819-1200| 530 5131 
160 me | 400 me | 1200 me | 420 me | 45 me & 
105 me 
Stop 180- 500- 1900- 100- 33.7- 
Bond ‘ 320 me |1260 mc} 4000 me | 375 me | 39.7 me 
120- ' 
f j 1000 mc 
Max. ‘| 100W | 100W 150W | 3.5KW | SOW 25W 
Power 
Min. Stop 25db 
Bond Atten. 55db 55db |} 55db} 40db 60db 40db 
VSWR inp.b. 1.5 1.5 1.35 | 2101 2.5 1.6 


Connec- | Fencie 0 Female 
tors ; BNC 


Chart shows characteristics of typical Filters 





Models 
Cut Off 
































Male-Female N 

















“Termaline” RF ABSORPTION WATTMETERS 


Portable . . . direct reading . . . non-radiating “load” type wattmeter ... 
used in field or laboratory to measure and absorb power . . . accuracy + 5% 
of full scale ... VSWR 1.1 to 1 maximum over operating -range. 








Power 

Range 

Scales 
0-15; 0-60 
0-20; 0-80 
0-25; 0-100; | Coplanar with 
0-500 Adapter to UG-21/U 
0-100; 0-500; | (optional) RG-17 
0-2500 & RG-19 cable 
assemblies: 
adapters to 
rigid lines 


Freq. Max. 
Range Power 


Input 


Model Connector 


611 30-500 mc 60W 
612 | 30-500 mc sow 
67 30-500 me 500W 





Female N 











67€* | 30-500 mc | 2500W 





824* | 30-220 mc | 5000W 0-5000 























*Water cooled (other available models described in specification sheets) 


COAXIAL SWITCHES 


Small compact design permits the “Coaxwitch” selector to be incorporated 
into many electronic units where repeated channel switching is required. 
Finger-tip operation: pull knob, rotate and push in to make contact. 





Model 718 72R 
Positions i Eight Reversing Two 
Switch 
Coaxial One Two Two 
Circuits 
Connector 




















Type N female connectors are standard on all 
models to receive UG-21/U series plug. Use 
adapters with other cables and connectors. 


“Termaline” RF LOAD RES/STORS 


.. low VSWR... 
air cooled 














Reflection-free terminations for 50 ohm coaxial lines . 
non-radiating . . . water cooled ratings 2500 W to 50 KW... 
rating to 1500 W. 


Max. Freq. Max.* 
Power VSWR 


5W 1 


Mode! Connector 


N Female 


Coplanar with 


1.5KW 0-1KMC 1.1 


*Other VSWR requirements can usually be met by special selection. 


ELECTRONIC CORP. 
EXpress 1-3535 
1800 E. 38 St., Cleveland 14, Ohio 


Western Representative: 
VAN GROOS COMPANY, Woodland Hills, Calif. 


turn to... 
Mee)" 


, 
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THE WORLD’S 
MOST RELIABLE 
RECORD CHANGER 


*Now available for either 
STEREOPHONIC 
or STANDARD 


reproduction 


FOUR-SPEED 


PRODUCTS OF BIRMINGHAM SOUND REPRODUCERS MADE IN ENGLAND 


THE NEW 
DEPENDABLE 
FOUR-SPEED 
Twuttable, 


Uuit aud 
Pick-up 


JOBBER AND MANUFACTURER ENQUIRIES INVITED 
Write for prices and complete descriptive literature 


SOLE 


CANADIAN 
AGENTS ELECTRONICS DIVISION 


or further information mark No. 57 on our Readers’ Service Card 
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ALL UNDER 
ONE ROOF 
IN CANADA 











Panel Measuring /Instruments 
Portable Measuying Instruments 
Electronic Insfrumentation 


A complete, Canadian facility for instruments 





or instrumentation is at your disposal — complete, 
from the creative to the production stage, all 








under one roof. 


If you’d prefer Canadian manufacture of the 
instrument side of your equipment, or if all you 
have is the idea, let us demonstrate the unique 
combination of skills we can offer. 


°o 


A CANADIAN COMPANY Simpson 


LIMITED 


1255 Brydges St. 
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Srondard Telephones and Cables 
Limited 











another product for modern industry.... 


COLO Gidiagram system 


A comprehensive — yet simple visual control 
system within the complex control-room, has 
become an integral need in all branches of our 
rapidly expanding industry, which to-day must be 
better equipped than ever before . . . 

Aware of all current industrial needs, S.T.C. has 
designed and developed the Mosaic Diagram — a 
supervisory display which can be revised at any 
time to meet any expansion or change . . . thereby 
offering the only complete solution to all network 
problems . . . outstanding features of this system are: 
e At-a-glance colour differentiated control. 

¢ Simplicity, Adaptability and Flexibility. 

¢ Finest mechanical and technical quality. 

“Standard”’ Mosaic Diagrams are now being used in 
many industrial concerns throughout the world. 
These installations have already proven how 
greatly the scope of equipment control and super- 
vision may be increased . . . and of how marked 
economical improvement can be realized through 
the adaptability of the Mosaic and the more efficient 
employment of personnel. 


We invite you to consult us for analysis of your 
present operational problems, and an explanation 
of the S.T.C. Mosaic Diagram System. 


9600 ST. LAWRENCE BLVD., MONTREAL 12, 


PRODUCTS FOR INDUSTRY -—- THE WORLD OVER 
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Canadian Telephone Companies accept 
Collins Microwave Systems 


The Island Telephone Company installs Collins system on Prince Edward Island to 
replace wire lines, with over-water link to Nova Scotia main land . . . 
connecting with Collins system owned by Maritime Telegraph & Telephone 
Limited . . . Systems now in commercial service 


On January 6th 1956, a severe storm and icing 
condition destroyed virtually all wire-line com- 
munications on Prince Edward Island. Replace- 
ment costs ran into hundreds of thousands of 
dollars, with service badly disrupted. 


Determined that this should not occur again, 
Engineers at Maritime Telegraph & Telephone 
Company Ltd. and The Island Telephone Com- 
pany Ltd., began to lay plans for a modern 
microwave installation. Having had extensive 
previous experience with radio systems of many 
types, the Engineering personnel were in an 
excellent position to thoroughly analyze the 
available systems, and a contract was awarded 
to Collins Radio of Canada. 


Two separate systems are involved, one origi- 


ar lin 











Scale 20 Miles fo 1 theh 


nating at Fraser’s Mountain, Nova Scotia, and 
terminating at Charlottetown, Prince Edward 
Island, via two repeaters, the other linking 
Egmont with Charlottetown via two repeaters. 


Unique features include a dual space-diversity 
overwater path, the transmission of high fidel- 
ity multiplex channels for C.B.C. network use 
and assured circuit continuity through the use 
of battery-powering and instantaneous hot 
standby equipment. 


These Engineers chose Collins for excellent 
reasons. Collins Sales Engineers will be 
pleased to discuss these reasons with you, and 
to demonstrate the benefits to be derived through 
the use of these or other Collins quality 
communications products. 


ne site 


xs 


FRASER M] 














Dual space-diversity overwater path 


ait 
CREATIVE LEADER IN COMMUNICATION SSCOLLINSE 


COLLINS RADIO COMPANY OF CANADA, LTD., 11 BERMONDSEY ROAD, TORONTO 16, ONTARIO 
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f hieldec put “plus” quality in your 


e] are | one-f oad 
appliance and equipment 
cable connection...in a single crimp! } 


Tire FINGRIP 


quick-disconnect 
e Overhanging nylon 


sleeve protects both terminals 

ends of the UNIRING. # : - e Finger-like construction for 

e Single or multiple ” more evenly distributed gripping 
taps can be made i pressure. 

from front or back re © Locking-action provides 

of the UNIRING. . es — uniformly strong pull-out values 

* Color-coded for : 

conductor size 

identification and i : l 

fully insulated. : e Wave-type indents assure stronger, 
¢ Maximum q better-conductivity joints 
protection of cable ‘ : © High production rates achieved 
insured. ws i : with Termatic installation machine 


eres igo] mm ia-\-Mmilale ial °) 


SAMPLE ff SAMPLE 


installed on wire —write... |) installed On Wire —Write... 


BURNDY, CANADA LTD., TORONTO ,, y 
| | 


—- see Pra a8  <o re 


BURNDY, CANADA LTD., TORONTO 


Be Et aol & i Ga 


need a stronger, lighter cable hanger? 
for connections safe and sealed 


SE ALINK NYLOCLIP 


© Molded of e Unaffected by oils, 
, : durable nylon gasoline, alcohol, 
¢ Installed with simple Burndy HYTOOL. &% ligh hydraulic fluids 
¢ One crimp connects and seals each end. * 70% lighter 
e Easily inspected through clear than metal ; Supplied in 17 
nylon insulating sleeve. hangers “P standard sizes 
e Holds pre- 


> , - 
Ps : formed shape 
Zw ~*~ . . 
indefinitely 


¢ Color-coded for conductor 

size identification. 

e Used as a two-wire splice or for 
multi-wire applications. 


for free 
for free 


File : SAMPLE 


i installed on wire —write... 
write... 


4 


a 


$710 


A BURNDY, CANADA LTD., TORONTO . 
i Go Oe Oe ee es 
BURNDY CANADA LTD. 1530 Birchmount Road, Scarboro, Ontario 
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TEFLOR* 


IN SULATE D 


FEDER Z.USA ea ec ee RATURE 2 fete) Sti dy WIRE 


CONSTRUCTION — 
Federal’s Teflon insulated 
hook-up wire has a silver 
coated copper conductor, insulated 
with an extruded wall of Teflon tetra- 
fluoroethylene resin having an extreme- 
ly uniform diameter. Where necessary, 
an overall-Teflon enamelled glass braid 

and/or shield may be supplied. 


Teflon insulated hook-up wire meets 
the requirements of military specifica- 
tions MIL-W-16878 for types E and 
EE, rated at 600 and 1000 volts respec- 
tively, and MIL-W-7139 for type 
RM, rated at 600 volts. Supplied in 10 
standard solid colours and up to 3 
spiral stripes for circuit identification. 


HEAT RESISTANCE—Teflon is suitable for continuous 
service at temperatures from 90° to 250°C. A hot soldering iron 
in contact with Teflon insulation will not damage it—particu- 
larly important where space is limited. As well as withstanding 
high ambient temperatures, Teflon also permits higher operat- 
ing temperatures, making possible reduced conductor size with 
a saving in space and weight. 


ELECTRICAL PROPERTIES—Tefion’s low power factor, 
low’ dielectric constant, high volume and surface resistivity 
and good dielectric strength are all constant over a wide range 
of frequencies and temperatures. 


CHEMICAL INERTNESS—Wherever there is danger of 
exposure to solvents or chemicals Teflon in many instances 
affords the only complete protection. Of all the chemicals 
encountered in commercial practice, only molten alkali metals 
and fluorine at elevated temperatures and pressures show any 
sign of attack on Teflon. 


LOW COEFFICIENT OF FRICTION — Teflon has an 
exceptionally slippery surface—ideal when passing leads 
through sleeves or similar confined spaces. 

Federal’s Teflon insulated wire opens the door to new and 
improved design. Let us know your requirements now. 


* DuPont registered Trade -Mark 5897 


GUELPH, ONTARIO e St. John’s Nfld. © Truro © Montreal © Toronto © Winnipeg @. Regina ¢ Saskatoon e Calgary © Edmonton e Vancouver 


H.K. Por TER Company (Canapna) Lrp. 


FEDERAL WIRE AND CABLE DIVISION 


Divisions of H. K. Porter Company, Inc.: Connors Steel, Delta-Star Electric, Disston, Forge and Fittings, Leschen Wire Rope, Quaker Rubber, 
Refractories, Riverside-Alloy Metal; Vulcan-Kidd: Steel. In Canada: H. K. Porter Company (Canada) Ltd., Disston, Federal Wire and Cable, 


For further information mark No. 40 on our Readers’ Service Card 
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ou . 7 
“are cordially invited 


TO Visit THE NEw 
_* ASSOCIATES BU 
ON MILLS, TORONTO 


ILDING 
ONTARIO 


IN 




















ie AND OPERATE the wide range of working instrument 


displays in our showroom. 


Visit our modern service department — fully equipped with all 
necessary standards for instrument calibration and overhaul. 


See mobile laboratories for field demonstration of complete 


measurement systems. 


Meet competent application engineers who will be glad to assist 


in solving your technical problems. 


Browse through our technical data centre where comprehensive 
application, catalogue and servicing data on all R-O-R products 


are kept on file. 


Find out why you can rely on R-O-R for quality product lines 
technical knowledge, practical measurement assistance and 


efficient maintenance service. 


Ask to have your name put on our mailing list to receive 
monthly issues of latest product information and current 


editions of technical journals. 


R-O-R ASSOCIATES LIMITED 


1470 DON MILLS RD.; DON MILLS, ONT 





A complete range of A.C. regulators ST } D i VO LT 


For test facilities Communications equipment 





SEVEN STANDARD MODELS 
Every model can be connected in four dif- 
Unattended repeater links Workshops ferent ways. Choice of 115 or 230 volts, plus 
choice of series ‘‘S’’ or parallel ‘‘P’’ connec- 
tion of regulating transformer (P 36 is single 
purpose machine). 


Instrument departments Laboratories 


and all applications where constant, 
uninterrupted voltage is important 





Output Output Input V Correction Dimensions 
Regul Accuracy Correction Rate Inches Options 
Model KVA Volts Percent Range Volts/Sec 





P59 , 115 
Wall , 115 
Mount ; 230 
WS5 Variac 230 


93-137 40 21% 
104-126 20 ‘ 
207-253 80 

219-241 40 


wuwy 


93-137 40 
104-126 20 
207-253 80 
219-241 40 


P60 z 115 
Rack y 115 
Mount : 230 
W5 Variac 230 


wnwn 


93-137 30 Volt- 
104-126 15 Meter 
207-253 60 $22 
219-241 30 


PI7A ‘ 115 
Wall 115 
Mount 230 
V10 Variac 230 


wuUuwn 


93-137 30 Portable 
104-126 15 Case 
207-253 60 $45 
219-241 30 


P39 : 115 
Rack 115 
Mount 230 
V10 Variac 230 


Www 


93-137 15 Volt- 
104-126 7 Meter 
207-253 30 $22 
219-241 15 


P49 115 
Wall 115 
Mount 230 
¥20 Variac 230 


wun 


93-137 15 - 732 
104-126 7 Meter 
207-253 30 Incl 

219-241 15 


Pél 115 
Wall 115 
Mount 230 
V20 Variac 230 


wuwun 


P36 230 199-261 6.5 18% 950 
Universal Meter 
Mount Incl 


wn 


Prices f.0.b. Toronto, sales tax not included 











Regulation accuracy constant from zero to full load rating. 
Zero waveform distortion — no impulses generated. 
Fastest-acting electro-mechanical regulator available. 
Regulated output voltage adjustable over 10% range. 
Insensitive to power factor or waveform changes. 

True R.M.S. regulation — no relays or thyrations. 


C.S.A. Approved. 


Range of 3 phase regulators and 400 cycle units also available. 


Designed and manufactured in Canada by GEORGE KELK LIMITED. 


R-O-R ASSOCIATES LIMITED 


1470 DON MILLS. RD., DON MILLS, ONT. 
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BALLANTINE 





ELECTRONIC 
VOLTMETERS 


Famous for 


ACCURACY - STABILITY 
SENSITIVITY 











Each Ballantine Voltmeter has only one voltage scale, 
with decade range switching, which provides the same 
accuracy of reading at all points on the logarithmic 
voltage scale. A linear decibel scale is also provided 
for use by acoustical engineers. Each Voltmeter also 
may be used as a high gain wide band amplifier. 


MODEL 320 


100 wv — 320 v 

5 cps — 500 kc 

. 3% 15 cps — 150 ke 

5% elsewhere 

Stability of Internal Calibrator 0.5% 
Input Impedance . . . 

10 megs shunted by 18 uyf below 10 mv 

10 megs shunted by 8 wyf above 10 mv 


TRUE RMS INDICATION 


Voltage Range 
Frequency Range 
Accuracy 








MODEL 300D 


1 mv — 1000 v 
Frequency Range 10 cps — 250 ke 
Accuracy .......... . 2% ENTIRE RANGE 
oncinae 2 meg shunted by 15 uuf 


AUDIO to 250 kc 


Voltage Range 


Input Impedance 


DC & AC PRECISION CALIBRATOR MODEL 420 


Voltage Range 0-10 v RMS; Pk-to-Pk; or DC 
Frequency (Std. Model) 1 ke 


(other valves on special order) 

Accuracy (long term) Better than 0.5% above 1 mv 

Distortion and Hum Less than 0.25% 

Setting Resolution Approaches 0.01% above 10 mv 

Output Impedance (AC) 2-20 ohms depending 
on range setting 





SUB-AUDIO to 150 kc MODEL 302C 
Battery Operated 

Voltage Range 100 pv — 1000 v 

Frequency Range 2 cps — 150 kc 


Accuracy . eonianstsinenpaionaaied 3% 5 cps— 100 Kc 


5% elsewhere 
Input Impedance ........ 2 meg shunted by 10 wuf* 


*Shunt capacitance, 25 wwf on two most sensitive ranges 


SENSITIVE INVERTER MODEL 700 


For Measuring DC Voltages when 
combined with any AC Voltmeter 
Voltage Range lyv— 100 v DC 
Ratios DC Input to RMS Output 1:100 & 10:1 
Accuracy 1% 100 uv— 100 v 
Input Resistance > 10 meg for 1:100 
50 meg for 10:1 





MODEL 305 


1 mv — 1000 v pk-to-pk 

10 cps — 100 ke (sine wave) 
3 wsec — 250 usec 

20 pulses per sec 

Accuracy 5% for pulses 
Input Impedance 2 meg shunted by 8 uwwf* 
*Shunt capacitance, 15 yyf on two most sensitive ranges 


PEAK-to-PEAK 


Voltage Range 
Frequency Range 
Pulse Width 
Min Rep Rate 


DECADE AMPLIFIER MODEL 220B 
For Increasing the Sensitivity of any 
AC Voltmeter by 10 or 100 times 
20 wv — 50 mv 
10 cps — 150 ke 
2% ENTIRE RANGE 
5 meg shunted by 15 wwf 


Voltage Range 
Frequency Range 
Accuracy 

Input Impedance 





MODEL 310A 


ins 100 wv — 100 v 
Down to 40 wv at reduced accuracy 
- 10 cps — 2 me 
As null detector 5 cps. — 4 mc 
3% 15 cps— 1 mc 
5% elsewhere 
Input Impedance 2 meg shunted by 9 uyf* 
*Shunt copaocitonce, 19 wwf on two most sensitive ranges 


AUDIO to 2 mc 


Voltage Range ...... 
Frequency Range 


PII sicctsnsintttontensiianioy 


MODEL 520 


Capacitance Range 0.01 uwuf to 12 wf 
in 9 decode ranges covering over o billion to | 

2% above 0.1 uyf 

5% below 0.1 wwf 


Capacitor Power Factor 0.15 


Accuracy 


Test Frequency — 





MODEL 314 


1 mv — 1000 v 
(100 pv — 1 mv without probe) 
15 cps — 6 mc 
3% 15 ¢ps—3 mc 

5% elsewhere 
Input Impedance ............ 11 meg shunted by 8 uyf 
(1 meg shunted by 25 wyf without probe) 


AUDIO to 6 mc 


Voltage Range 


Frequency Range . 
Accuracy 


ACCESSORIES are available for all voltmeters to ex- 
tend voltage measurements down to 20 wv and up to 
10 kv, and to measure currents from 0.1 wamp to 10 
amp, and to provide DC from the Model 300 Voltmeter 
to drive external recorders or remotely located meters. 





INFRASONIC to 30 kc MODEL 316 


20 mv — 200 v pk-to-pk 


- 0.05 cps — 30 ke 
(Down to 0.01 cps with correction) 


3% ENTIRE RANGE 
10 meg shunted by 17 uuf 
er 40 uuf depending on setting 


Voltage Range 
Frequency Range .. 


Input Impedance ......... 





Write for more detailed information to— 


R-0-R ASSOCIATES LIMITED 


1470 DON MILLS RD., DON MILLS, ONT. 
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1ERC Military “B” Type Miniature Shields 
Meets MIL-S-242A (SHIPS) 


Meets MIL-S-9372B (USAF) 


IERC. Miniature Hardmount Shields 


IERC Heat-Dissipating 
=a =Yos (ge) eM Be) ol- me) al (-) (el Melia Mahdi 


vorele) iiale Mm a-1<-Jalt(e)aMe-jalelel.@ olge)<-leidlola) 


Vale Mm (olale|-s-jandelel-mihi-g 


IERC Subminiature Shields 


JERC. “TR” Shields Meets MIL-S-19786A (NAVY) 


IERC Octal / Power Shields 


EXCLUSIVE [ERC TUBE COOLING EFFECTIVENESS PROVIDES 
GREATLY EXTENDED TUBE LIFE AND RELIABILITY! 


Make it a point to investigate IERC Heat- 
dissipating Tube Shields—immediately avail- 
able in a wide selection to meet every electronic 
equipment requirement. IERC shields are the 
only commercially available shields which 
actually meet or exceed specifications for 
military applications by providing greatest 
reduction of electron tube bulb operating tem- 
peratures, maximum vibration and shock pro- 
tection plus compatibility with all tube 
diameter tolerances. All IERC Heat-dissipating 


Write, using company letterhead, 
for complete IERC Technical 
Bulletins and 20-page Heat-dissi- 
pating Tube Shield Guide. 


Tube Shields are of an exclusive, patented, 
time-proven design and are the most widely 
preferred make for new electronic equipments 
as well as for extensive equipment retrofit- 
ting programs. Design, development and engi- 
neering facilities offered by IERC are the 
most experienced, complete group available. 
For improving your equipment reliability — 
eliminate electron tube failures caused by 
heat, vibration and shock! Contact IERC’s 
Engineering department today! 


R-0-R ASSOCIATES LIMITED 


1470 DON MILLS RD., DON MILLS, ONT. 
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X-Y RECORDER 

















Model 1 AUTOGRAF 


A portable drum type 
X-Y Recorder; accepts 
8¥4"x1l" paper; in- 
dependent servo-actu- 
ated drives for each 
axis; input ranges 5 
MV to 100 volts; 200,- 
000 ohms/volt input resistance; less than 1 
second plotting speed for full scale travel; 
-+-0.25% accuracy and resolution; available 
for use as curve follower. 





trade 











Model 2A AUTOGRAF 


Flat-bed bench type 

X-Y Recorder; ac 

cepts up to 11x17” 

paper; input ranges 

5 MV to 150 volts; 
input filters; zero offset; built-in vacuum pa- 
per hold-down; 200,000 ohms/volt input re 
sistance; less than 1 second plotting speed 
for full scale travel; inputs for curve follower, 
point plotter, card or tape translator; 
-+-0.25% accuracy and resolution. 


mark 


& ACCESSORIES 





Model 3 AUTOGRAF 


Flat-bed table-top X 

Y Recorder; accepts 

ben 81%""x1l” paper; in 

put ranges 5 MV to 

500 volts, calibrated 

or continuous; input filters; zero offset; pos 

itive clamp-type paper hold-down; 200,000 

ohms/volt input resistance; ¥/% second plot 

ting speed for full scale travel; -+-0.25% 
accuracy and resolution 





Model 3S AUTOGRAF 


Identical to Model 3 

except has added 

feature of a built-in 

TIME BASE or 

SWEEP CIRCUIT. Five 
calibrated time intervals of 5, 10, 50, 100, 
and 500 seconds for full scale X-axis pen 
travel (2 inches/sec. to 0.2 inches/sec.). 
Combination X-axis range control permits 
standard two-variable plotting or one variable 
plotted against time. 


Model 4 AUTOGRAF 


Rack mounting X-Y 
Recorder; vertical flat 
recording surface; ac- 
cepts up to 11"x17” 
paper; built-in vacuum 
paper hold-dcwn; input ranges 5 MV to 150 
volts, calibrated or continuous; input filters; 
zero offset; 200,000 ohms/volt input resist- 
ance; less than 1 second plotting speed for 
full scale travel; +-0.25% accuracy and reso- 
lution; inputs for curve follower, point plotter, 


Model 5 AUTOGRAF 


Rack mounting X-Y 

Recorder; vertical flat 

recording surface; ac 

cepts 844"xll"” pa 

per; positive clamp- 

type paper hold-down; 
input ranges 5 MV to 500 volts; input filters; 
zero offset; 200,000 ohms/volt input resist 
ance; 1% second plotting speed for full scale 
travel; 0.25% accuracy and resolution; 1214” 
panel. 





Model 6 AUTOGRAF 


An AUTOMATIC 
FRAME ADVANCE X- 
Y Recorder identical 
electrically to Mod- 
els 2A or 4. Fea- 
tures continuous 
chart roll (approx. 100 charts per roll), auto- 
matic, manual, or remote control of chart 
advance, vacuum paper hold-down, 10” x 10” 
plotting area completely visible, single chart 


MW 


card or tape translator; 1914" panel. 
Model F-1 
Curve Follower Adaptor 
An adaptor unit designed 
for use directly with Model 
2A or 4 AUTOGRAF; con- 
verts graphic information to 
voltage or point form from 
conducting curves; may also be used with 
Models 1, 3, and 5 with suitable modification 
of recorders; 10 inches per second reproduc- 
ing rate; furnished with all necessary installa- 
tion accessories. 


Type D-1 
Character Printer 


~’ 
A solenoid-plunger 
os type die replacing pen 
assembly on a Model 
2A AUTOGRAF to per- 
mit identification of 


curves obtained from 
plotting digital information. Consists of com- 
plete kit with instructions for installation and 





Model 40A Keyboard 


Full keyboard type; 30 
keys for each axis; also 
available in 10 key; con- 
nects directly to Model 


tear-off or rolled chart storage. 
2A and 4 AUTOGRAF; 
built-in regulated power 


| supply; plots from zero 


to --1999 on each axis; 0.10% digital to 
analog conversion accuracy; special circuits 
for calibration, error detection, and selection 


Model 30A 
Card Translator 
For use with Model 
2A or 4 AUTOGRAF to 
convert output pulses 

IBM Summary 


from 
Punch to analog voltages for automatic plot- 
ting; speed of 50 cards per minute, maximum; 
10, 20, 50, 100, or 200 counts per inch; cali- 
bration by switch or calibrator card; auto- 
matic or manual feed; 0.10% accuracy; 
mounted on 1214" standard panel, 1144” 


Model 50 
Tape Translator 


For use with Model 2A 


minor recorder wiring changes. 
or 4 AUTOGRAF to plot 
digital information from 


perforated paper tape in 


conjunction with standard tape reader; stand 
ard model accepts 1-2-4-8 binary code; other 
codes available on special order; maximum 
speed, 60 points per minute; zero offset of 
100 to 900 points; plotting scale steps of 
10, 20, 50, 100, and 200 points/inch. 





Mode! 60 
Logarithmic 


of ‘hold” or “automatic clear” on each axis. 
Converter 
Converts DC or AC 


input voltages to 


DC voltages proportional to the logarithm of 
the amplitude of the input voltage; self con- 
tained power supply; better than 60 db dy- 
namic range; 20 to 20,000 cps; accuracy 
-+-¥4db; output ranges, 5, 10, 20 db per 
inch; speed 20 db per second. 


F. L. MOSELEY CO. 
PASADENA, CALIFORNIA 


CANADIAN ELECTRONICS 





ENGINEERING 


Model 20 
DC Voltmeter 


deep. 
Kener A high accuracy ser- 

vo-actuated, multi- 

range DC Voltmeter 
with large, easy to read scale; eleven ranges 
from 3 MV to 300 volts, full scale; internal 
calibration cell; input resistance, 200,000 
ohms/volt up to 30 volt scale, 20,000 
ohms/volt on 300 volt scale; zero left and 
zero center adjustment feature; 0.25% ac- 
curacy on all ranges. 





eG, 
—™ , 
Clary Printer and Model C-1 (2, 3) 
Accessory Panel 

A Clary Printer, Model 1900, is specially 
wired for use with a Coleman Digitizer and 
Moseley Accessory Panel to provide “on de- 
mand” printed readout of DC signals from the 
Model 20 DC Voltmeter. Also may be used for 
readout from shaft rotation. Available for 3, 4, 
and 5 decade Digitizers. 


R-0-R ASSOCIATES LIMITED 


1470 DON MILLS RD., DON MILLS, ONT. 
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SYSTEMS 





UNIT 
INSTRUMENTS 


All Sanborn Preamplifiers and 
Recorders, as well as various other 
units, are available separately for 
specialized applications or use as 
“original equipment” in other appa- 
ratus. Instruments include the Model 
150-300/700 Wide Band Driver 
Amplifier and Power Supply, for use 
with low power galvanometer ele- 
ments, a ‘scope and/or panel meter. 
When equipped with suitable “150” 
preamplifier, this amplifier provides a 
portable indicator for strain, force, 
pressure, temperature, AC watts, 
audio level, etc. Other units include 
the Model 150-1900 Master Oscillator 
Power Amplifier: Model 150-3100 
Triplexer; Model 601 and 602 galva- 
nometers; Model 150-2900 Dual- 
Channel DC Amplifier. 


ASIC “150” assemblies housed in either vertical 

mobile cabinets or separate portable cases are 
available in I-, 2-, 4-, 6- and 8-channel models... Each 
is equipped with driver amplifiers of current feedback 
design and regulated power supplies for each channel, 
and a recorder featuring nine extremely accurate paper 
speeds on 2- to 8-channel models, five on single channel 
units. Appropriate plug-in preamplifiers quickly and 
efficiently equip a basic assembly for recording virtually 
any 0-100 cps phenomena. 


new 6- and 8-channel analog readout systems 


In addition, complete Sanborn systems from 2- to 8-channels 
are available for recording analog computer outputs. These are 
equipped with dual-channel DC amplifiers, for single-ended or push- 
pull signals — input impedance 5 megohms each input lead to ground 
— drift less than 0.5 mm/hr. — frequency response down 2 db at 
60 cycles for all amplitudes to 4 cm peak to peak. Newest of the 
computer readout recorders are the 6- and 8-channel console systems 
(8-channel illustrated — “A” at left). The Model 183 Programmer 
in a Model 184 case (“B” at left) is optional for use with the 6- and 
8-channel consoles. The Programmer automatically turns on chart 
drive, feeds calibrated signals to all channels, reads computer DC 
levels, determines the length of record, and shuts off the paper drive. 


oscillographic 
recording 


equipment 


a 


(Ett 


PREAMPLIFIERS 


A choice of twelve ‘150 Series” plug-in preamplifiers is now available, to equip 
systems for any of numerous recording problems. Improved control of input signals 
results from attenuator ratios of |, 2, 5, etc., and calibrated zero suppression on AC-DC, 
Carrier, and Low Level DC Coupling, Frequency Meter, and Chopper Stabilized DC 
models. Other “150” preamplifiers include: Servo Monitor, Log-Audio, AC Wattmeter, 
RMS Volt/Ammeter, 400 cycle Frequency Deviation, and Triplexer. 


Added to these three aspects of Sanborn Oscillographic Recording Equipment are the basic 
advantages of inkless recording in true rectangular coordinates, to provide accurate, easily 
interpreted records; high torque galvanometer (10 ma develops 200,000 dyne cm.); one percent 
linearity resulting from current feedback driver amplifiers and high torque galvanometers 
(meoximum error is “4 mm in middle 4 cm of chart, 2 mm across entire chart); controls for 
timing, manual and remote coding. 


Take advantage of the scope and flexibility of Sanborn equipment to answer your recording 
requirements. Sanborn engineers will be glad to provide further information and application 
assistance whenever you wish. Contact your local representative or write to the main office 
below. 


R-O-R ASSOCIATES LIMITED 


1470 DON MILLS RD., DON MILLS, ONT. 
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ccvipment for und, vihaiae AIR 


and electrical wave analysis. AUTOMATIC FREQUENCY ANALYSIS 


2105 WAVE ANALYZER — 47 to 12,500 cycles. Constant percentage bandwidth. 
100 microvolts to 1000 volts full scale. Variable selectivity. Sound weighting 


networks included. Drives level recorder. 


Use as wave analyzer — V. T. Voltmeter — sound level meter, with 4111 micro- 


phone — vibration analyzer. 





2109 AUDIO SPECTROMETER — Consists of amplifier, a series of fixed 1/3 octave 
filters and meter. Switch filters manually, or automatically with 2304 recorder, 
giving automatic frequency — amplitude chart. Filters every 1/3 octave from 
16 cycles to 32,000 cycles. Use as automatic spectrum recorder — sound level 


meter — noise analyzer — vibration analyzer. 


2304 LEVEL RECORDER — High 
speed strip chart instrument 
5 cm wide 200’ chart, speeds 
.003 to 100 mm/sec. Records 
A.C. voltage inputs on linear or logarithmic scale from 10 
millivolts to 500 volts. Interchangeable slidewires for linear 
or various log ranges. Variable damping and writing speed 
to .1000 DB/sec. Use to record noise and sound level, 
frequency response and any A.C. signal level. Two rotating 
axles, with 9 adjustable speeds for connection to 2109, 


1014 or other instruments. 


4707 FREQUENCY RESPONSE TRACER — Built-in log scale oscillator 20-20,000 
cycles ganged to X sweep of long-persistence C.R.T. The Y amplifier has 50 DB 
log response. Use to display frequency-amplitude characteristics of amplifiers, 


filters, speakers, microphones and networks. 


Other: Beat frequency oscillator 20-20,000 cycles, ganged to recorder 
— Model 1014 


key 
instruments Precision Microphone flat 0.5 DB, 25 to 10,000 cycles 
— Model 4111 


include: 
Polar diagram recorder, ganged to level recorder —- Model 2370 


Accelerometers for vibration analysis 20 millivolts/G 

— Model 4308 

Ask to receive the B & K Quarterly Review — free : , oe ; : 
" h = ia publication deals with new instru- Vibration Preamplifier measures acceleration, velocity displacement 

of charge. is pu a 
ane — Model 1606 
mentation systems, techniques and applications. 
Subjects cover the fields of acoustics, vibration, 


electrical measurements and stress analysis. All equipment listed is stocked in Toronto 


R-O-R ASSOCIATES LIMITED 


1470 DON MILLS RD., DON MILLS, ONT. 





Circle No. 94 on Readers’ Service Card 
CANADIAN ELECTRONICS ENGINEERING JUNE 1958 





BRITISH PHYSICAL LABORATORIES 





COMPONENT TESTING EQUIPMENT 


B P L makes a wide range of electronic test apparatus. Shown here are five 
of the most popular instruments for testing materials and components. 








ELECTROLYTIC CONDENSER BRIDGE 


A unique instrument for testing all rat- 
ings of electrolytics. 
Range — 0.1 to 11,000 m.f.d. 
Power factor — 0.4% to 30% 
Voltage — 0-8 to 0-800 V. D.C. 
Leakage — 0-50 vA to 0-50 mA 
Bridge Voltage — 0.6 V R.M.S. 


FULSCALE (270° arc) METERS Model CB 154D — $610.00 
Lowest priced 270° meters on the market: 
Sizs — 5%", 7” and 9” dia. 


Scale lengths — 9”, 13” and 18”. UNIVERSAL IMPEDANCE BRIDGE 
Moving coil A.C. and D.C. movements. 





A 3-in-1 instrument for all L-C-R meas- 
urements. 





Resistanc2 — 0.5 ohm to 1 meg. 
accuracy 1% 
Capacitance — 5 uuF to 1000 uF 
Accuracy 1.5% 
Power factor range — 0-50% 
Inductance — 5 vH to 1000 H 
Accuracy 2% 
Bridge frequency 1000 cycles 
Loss angle 0.1 to 1000 tan 1 x 100 


Model U B 202 — $430.00 








WIDE RANGE, HIGH ACCURACY 

MEGOHMMETER 

Resistance — 0.9 to 107 

Wide AC and DC voltage range megohms 

Output Voltage — 0-10,000 V. D.C. Indicator — 5” scale meter 
0-5000 V. A.C. Test Voltage — Variable 10 to 

Output Current — 10 mA max. 1000 Y. D.C. 


Leakage Indicator — Magic eye Charging Switch — Delay 0, 
1, 3 or 10 seconds 


BREAKDOWN TESTER 


Breakdown Indicator — Voltmeter 
Model RM125 E Only $265.00 Model RM 175 LZ — $460.00 





Other popular BPL instruments include: 


CBI51E Capacity Comparator — 0 to 3000 uuF 

LC100B Coil Comparator — 0.1 uH to 100 mH 

PG712B = Pulse Generator — 10 milli-microsecond rise, .04 to 1 usec width 
FM406B-_—s Frequency Meter —O to 100 KCin7 ranges. 1% accuracy 
VM348D _ V.T. Voltmeter — 40 cycles to 20 megacycles, 2 millivolts f.s.d. 


Write for detailed data sheets and prices 
A complete range of instruments -tocked in Toronto 


g R-O0-R ASSOCIATES LIMITED 


ws 1470 DON MILLS RD., DON MILLS, ONT. 
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BOMAC ...-iast IN MICROWAVE 


TUBES AND COMPONENTS 


What do you need — a single tube — or 50,000? A modification? A completely new component? 
Bomac is capable of meeting your needs. 


Buyers know Bomac as one of the nation’s largest designers and 
manufacturers in the highly specialized field of microwave tubes and components. 


a vinci BES 


TR... A type for 


every known ap- 
plication — all 
bands — fixed- 
tuned or tunable 
— special types: 
shorted, dual and 
triple. 


Se 
PRE-TR... 


ATR... All stand- 
ard types. Many 
more developed in 
our laboratories. 
Fixed-tuned 
highly specialized 
as required: low 
Q, or high Q, min- 
iaturized, special 
shapes and 
mounts. 


SHUTTERS... 
Bomac was first 
to develop shutter 
tubes and integral 
TR combinations 
for continuous 
crystal protection. 
waveguide 
sizes available. 


REFERENCE 
CAVITIES ... De- 
tent with multiple 
frequencies and 
dual mode with 
fixed frequency 
Temperature com- 
pensated to +0.3 
MC from 0°C to 
100°C. 


SILICON DIODES 
Themostsensitive, 
uniform and stable 
diodes (1N23D) 
Also available in 
matched pairs for 
X-band and S- 
band. Also sup- 
plied as mixer di- 
odes with either 
normal or reverse 
polarity. 


> 


MAGNETRONS... 
High frequency, 
tunable and fixed- 
tuned magnetrons 
are a Bomac spe- 
cialty Frequen- 
cies from X band 
to classified milli- 
meter bands. Spe- 
cial types designed 
to meet your re- 
quirements 


KLYSTRONS... 
Bomac offers a line 
of reflex klystrons. 
They offer maxi- 
mum performance 
at high altitudes 
without pressuri- 
zation. 


DUPLEXERS... 


PRESSURIZING 
WINDOWS... 

for all wave guide 
sizes, broad band 
characteristics 
with low insertion 
loss, temperature 
range —55°C to 
100°C and 30 Ib./ 
Sq. in. gage pres- 
sure in either di- 
rection. 


NOISE SOURCE 
TUBE ... A gas 
discharge tube for 
use as a noise 
generator in noise 
measuring test 
equipment. 


HIGH FREQUENCY 
TRIODE OSCIL- 
LATOR ... This 
triode, for oscilla- 
tor use at high 
frequencies, is ex- 
tremely reliable 
and will withstand 
high shock and vi- 
bration 


PROTECTORS... 
Bomac surge pro- 
tectors are hold- 


Bomac will design, ie ys 
develop, and pro- a 

duce complete du- k 
plexers to cus- ’ off diode tubes. In 
tomer  specifica- a wide range of 
tions breakdown _volt- 
ages: from 100 to 
33000. Cinsult our 
engineering de 
ra partment for your 

applications. 


DUAL TR TUBES... | 
Bomac manu- 

factures a com- 
plete line of dual 


* 
tubes for all dup > 
lexer applications 


Wherever attenua- 
tion is required in 
the duplexer be- 
fore the TR. pre- 
TR's are available. 
Will operate as 
high as 10 mega- 
watts. 


























write for Bomac’s 
free, 6-page file-size 
folder containing de- 
tails and Spec ifica- 
tions on more than 
500 different micro- 


wave tubes and 


R-0-R ASSOCIATES LIMITED 


1470 DON MILLS RD., DON MILLS, ONT. 
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SMALL...SELF-CONTAINED...10 MC CAPACITY! 


e Frequency measurements at O.1 v rms over O cps—10 mec, without 


heterodyning or plug-ins 


® 10 operating functions and three input channels for maximum 


application flexibility 


© 7-place direct digital readout— no meter indicators 
e Priced at only $1975.00 


Beckman /Berkeley Model 7370 Universal EPUT® and Timer 


BRIEF 
SPECIFICATIONS 


Model 7370 

Functions: 
E/UT, E/UT x 
PER, PER x 10, E/B, E/B x 10, 
E/B-A, (TEST) 

Ranges: 


Frequency: O cps to 10 mc 

Period: O cps to 3 mc 

Time Interval: 0.3 “sec to 10’ sec 
Ratio: 1 to 10’ from 10 cps to 10 mc 


Time Bases: 

0.1 Usec to 10 sec in decade steps 
Accuracy: 

+1 count oscillator stability 
Oscillator Stability: 

3 parts in 10’ per week 
Price: 

$1975.00 F.O.B. Richmond, California 


10, SCAN, COUNT, TIM, 


Developed specifically to meet the test instrumentation needs of today 
Model 7370 is a completely self-contained precision instrument capable 
of handling a broad range of frequency, frequency ratio, and time interval 
measurements easily, dependably and with extreme accuracy. The most 
modern counter-timer obtainable, it features three input channels for 
greater application flexibility; field- proved components; advanced cir- 
cuitry; modular chassis construction; binary coded output from all DCU’s 
for driving auxiliary equipment such as a digital recorder. 

Half the size of conventional instruments of its type, Model 7370 weighs 
only 62 pounds. Input impedance is | megohm; available output fre- 
quencies, 1 cps to 1 mc; accuracy, +1 count. Built-in self-test facility 
checks correct operation of all frequency dividers and DCU’s. Optional 
Standard Modifications, including provision for flow meter input, expand 
the laboratory and in-plant utility. Controls are functional, and so simple 
that non-technical personnel can be readily trained in their use. 


Complete technical details on the Beckman/Berkeley Model 7370 Univer- 
sal EPUT and Timer are available on request. 


R-O-R ASSOCIATES LIMITED 
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Attndl Metmetio Mareriak 


... the most complete line in the industry 


PERMANENT MAGNET 
MATERIALS 

Cast Alnico 

Sintered Alnico 

Arnox 

Vicalloy 

Cunife 

HIGH PERMEABILITY 
MATERIALS 


Tape Wound Cores 
of Deltamax, 
Supermalloy, 
Permalloy or 
Supermendur 


“C” and “E” Cores of 
Silectron 


Bobbin Wound Cores 


Molybdenum Permalloy 
Powder Cores 


Iron Powder Cores 
Sendust Powder Cores 


Special Magnetic 
Materials 





PRECISION-TESTED TO YOUR SPECS... 


Arnold can answer all your requirements from the most complete line of magnetic 
materials in the industry. In addition, Arnold maintains complete control over 
every production step from raw materials to final performance testing. 

Typical test facilities for Mo-Permalloy Powder cores are illustrated above. 
Precision equipment and methods such as these accurately measure the properties 
of all Arnold magnetic materials before shipment, insuring ultimate performance 
in accordance with your specifications. 

As your source of magnetic materials, Arnold offers the vital advantages of 
long experience, undivided responsibility, and unequalled facilities for quality 
control throughout production. @ Let us supply your needs! nities 


THE ARNOLD ENGINEERING (SOMPANY 


Main Office & Plant: Marengo, Illinois 
Repath Pacific Division Plant: 641 East 61st Street, Los Angeles, Calif, 
Canadian Representative: 
Bayly Engineering Limited * First Street, Ajox, Ontario 
Telephone: EMpire 8-6866 (Toronto Exchange) 


Write for the 
TECHNICAL DATA YOU NEED 


Bulletin TC-101 A. . . Properties, standard 
sizes, etc. of Arnold Tape Wound Cores 
Bulletin PC-104 B . . . Complete data on 
Mo-Permalloy Powder Cores. 

Bulletin GC-106 C . . . General information 
on Magnets and other Arnold products. 
Bulletin SC-107 . . . Covers the complete 
range of Arnold Silectron Cores. 

Bulletin TC-108 A . . . Describes proper- 
ties, etc. of Arnold Bobbin Cores. 
Bulletin PC-109.. . Essential data on Arnold 
Iron Powder Cores. 

Bulletin SDC-110 . . . Information on prop- 
erties, etc. of Sendust Powder Cores. 


Bulletin TC-113 A. . . Technical data on 
Arnold Supermendur Tape Cores. 


ADDRESS DEPT. CE-86 





a 
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By using the SHF Communications band 
and new, much smaller components, 
Westinghouse has developed a powerful 
yet compact MICROSCATTER system. Two 
MICROSCATTER components are shown 
above: The 2 K.W. Klystron Tube (right) 
and a model of the microwave block. 


“Here's how we put 
icroscatter on wheels!” 


Now, Westinghouse has successfully reduced For voice, teletype, television, facsimile 
the size of microwave scatter—by develop- and raw radar video . . . this advanced 
. ; L 

ing an SHF system ! And now, all radio MICROSCATTER gives you high quality 


equipment for a 5,000 mc. quadruple diver- te “ 
sity repeater can be mounted in a 40-foot SHF transmission to points 100 to 200 


truck trailer. miles away ! 


WESTINGHOUSE MICROSCATTER also gives you 


HIGH QUALITY TRANSMISSION with an LOW COST PER CHANNEL MILE... . due to 
extremely linear, wide band minimum operating and maintenance 
Modulator/Exciter. costs ... and low power consumption. 


HIGH RELIABILITY of up to 99.99%... SMALL, NARROW-BEAM ANTENNAS, from 
with quadruple diversity. 8 ft. to 28 ft. in diameter. 


For complete information, phone your nearest Westinghouse office. 
Or write to Canadian Westinghouse Company Limited, 
Electronics Division, Longwood Road, Hamilton, Canada. 


Here's MICROSCATTER on | you CAN BE SURE...iF ITS 


wheels ! All radio equipment 
for a 5,000 mc. quadruple 


cams C— Westin ghou se 
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€& PANEL METERS 


Model 561 


Exposes only its 
indicating area. 


Model 561 panel meter has a big 5” x 2%” dial, 
yet takes 15% less panel space than usual 41/2 ss 
rectangular meters. Behind-the-panel mounting 
hides entire case—meter projects only %6” from 
panel front. 


Can be illuminated by back of panel light through 
window at top. Window and dial are slanted 
back for easy reading. No positioning holes 
needed—meter is snugged to panel bys rear 
screw-on clamps. 


Black satin finish is standard—no extra charge 
for gray in quantities. Other colors extra. Ranges: 
0/5 microamperes to 0/50 amperes; 0/5 milli- 
volts to 0/500 volts. 








Model 261 Model 451 

D'Arsonval movements, Alnico magnets, tubing or 
knife-edge pointers. AC meters are rectifier type. 
DC accuracy, 2%; AC 3%. Better accuracies 
available. Zero right, zero center meters or up to 
two-thirds of range suppressed. AC and DC 
meters in multiple ranges. Special dials in colors, 
black face, your name, etc. Mirror scales. 


INDICATING PYROMETERS 


TWENTY-ONE RANGES: —400° to +3000° F. 


Accuracy 2% 
of Full Scale. 


Model 461: 
42" black 
bakelite case, 
0/750° F., with 
mirror scale. 


Medium resistance (4 ohms per millivolt) thermo- 
couple millivoltmeter. Compensated for cold 
junction and copper error. 
Available with 1% accuracy. Can be thermistor 
compensated for ambient changes. Most styles 
supplied with mirror scales. 


STYLES: PYROMETERS & API PANEL METERS 
Ruggedized-Sealed: 22, 3%, 42-inch round 
metal case, sealed zero adjust, shock-mounted 
movement. 

Black Bakelite: 2%”, round or square, 342” 
round or square, 42” rectangular. (Other colors 
and illumination in 442” size.) 


Clear Plastic: 2/2",3%” and 4%” rectangular. 





ETD CONTROLS 


SIMPLYTROL AUTOMATIC TEMPERATURE 
CONTROL, THERMOCOUPLE-ACTUATED 


Model PR Proportioning 
Temperature 
Control 


Table top converts to panelmount. 


Ranges from —400° to +3000" F. 


Simplytrol time proportioner holds temperature to 
+1°. Anticipating circuit gives straight line control. 
Indicates continuously, reads directly. No vacuum 
tubes or amplifier. Load relay is SPDT 5 amps; 
optional ratings to 40 amps. Meter-relay is 
medium high resistance—has bimetal cold junction 
compensation. 

No leveling required—just connect thermocouple, 
connect load, and plug in to 115 or 230 V. AC 
line. Size 6Y%2” x 6%” x 10”. Shallower models 
available. 

Other Simplytrol controls with indicating accuracy 
of 2% available for limit and on-off control, or 
uses where extreme accuracy is not required. 


VERSATROL AUTOMATIC CONTROLS 
For any variable that can be measured elec- 
trically. Adjustable control points. Automatic 
operation, 


Cat. 3563 


Versatro! High Limit 
Model 200 Case 
0/1 Ma DC 


Price $114.00 


Versatrol consists of a meter-relay and all com- 
ponents for a complete control assembly. Any 
range or type of meter-relay can be supplied in 
a Versatrol. 

They can be calibrated to read in any function 
that can be converted to electrical units. Load 
relays have 5 ampere contacts. Control point is 
adjustable from the front. 

Control can be high limit (on an increase in signal), 
low limit (on a decrease in signal), or double 
(control action on rise or fall of signal). 
Versatrol can be used for continuous on-off con- 
trol or for shut-down or alarm. Available in wall 
cabinet, panel mount, "U-Mount-lt” etc. 


SPECIAL CONTROLS 


Co 


Custom control work is our forte. We design 
and build controls for manufacture and inspec- 
tion, overload control, and multi-point bearing 
temperature monitors. Tell us your problem. 





Send For Catalog: 
36-PAGE CATALOG 4-E 
DESCRIBES COMPLETE 
PRODUCT LINE— includes 
circuitry, response time, 
prices, discounts, etc. 





EE METER-RELAYS 


Indicating meters with built-in locking contacts 
for control or alarm. Trip point adjustable. 

Ranges: 0-5 Uc. to 0-50 A., 0-5 Mv. to 0-500 V. 
AC or DC. (Min. AC voltage range 0-250 Mv.) 
Thermocouple temp. ranges, -400 to +3000°F, 


Life: 10 to 20 million 
operations. 


Accuracy: 

Point of contact: 4% 
tol 

Indicating: +2% of 
full scale at any point 
of dial. Can be 1%. 


Contacts: 

Rating: Standard is 
5-25 milliamperes at 
75-125 volts DC. Op- 
tional ratings to 250 
Ma, 6 to 250 volts., DC. 


Model 461-C Bokelite 





braid 
Arrangement: High 
Limit (makes on in- 
crease of signal), Low 
Limit (makes on de- 
crease of signal), 
Double (both high ond 
low contacts.) 


Model 451-C 


Case Styles 

Ruggedized-sealed metal cases are 22,32, and 
42” round, shock-mounted movement, gasket- 
sealed. Black Bakelite... glass front, 4%” rec- 
tangular case. Other colors on special order. Clear 
Plastic 22, 3%, and 442” rectangular. 


MIL Specs: 

Ruggedized-sealed meter-relays will meet these 
specs: Shock: 1 and 3-foot drops, 400 Ib. hammer, 
3 plones. Vibration: MiIL-M-10304A, 

Salt Spray: QQ-M-151A Temp. -30°/+70°C. 
Sealing: MIL-M-6A. 


ye i«C*“HXSS:-:« MTR-RELLAYY 


(Very High Sensitivity) 

Plastic Cose, or Solder-Secled Metal 

Case. 1% x 2” approx. 

Connections: 9-pin octal style, or 

minicture, or solder. 

Weight: 4 ounces. 

Sensitivity: From 0.2 Uc to 10 Amp., 

0.1 Mv to 500 volts. AC relays ore 

rectifier type. 
Accuracy: Trip point to 2% (depends on sensi- 
tivity). Differential and repeatability 1%. 
Shock & Vibration: Operates at 10 G or more, 
5-55 cycles. Non-operating, withstands 10 G or 
more, 5 to 2,000 cycles; shocks of 10 G or more. 
Contacts: SPST or SPDT, 5-25 Ma DC. Other 
ratings to Y2 Amp. AC. : 


LIAD 
MULTI-CONTACT 
METER-RELAY 


The LIAD consists of a D'Arsonval meter move- 
ment with one or several contacts carried on the 
moving pointer, a printed circuit scale (95 angulor 
degrees), and a device for gripping the pointer 
and its contacts to the scale contact bars. 

The unique combination of contact closures result- 
ing from this gripping tells the level of the signal 
—and can be transmitted or used for telemeter- 
ing; automatic production testing or grading; 
moximum valve reading; simple quontitative 
read-out, etc. 


Assembly Products Inc. Chesterland 90, Ohio 
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ELECTRONICS and NUCLEONICS 


your finest opportunity to show your products 
to the finest prospects— 


For three full days, you can display and demonstrate your 
products and services at low cost, to a concentrated 
audience which you cannot meet again for a year. 


Your audience will be eager to see all it can, learn all 
it can, and above all, be receptive to your message. 


During those three days you and your representatives will 
meet the key men who make or influence buying 
decisions about your products. 


Act NOW! to reserve space. Write to-day for 
illustrated brochure. 


OCTOBER 
8-9-10 


AUTOMOTIVE BUILDING., C.N.E., TORONTO 
Office—1819 YONGE STREET, HUdson 8-7768 
Sponsored by the Canadian Sections of the Institute of Radio Engineers 
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OPERATION "SNOW WHITE” 


Special-purpose tube assembly takes place in a fully air- 
conditioned, dust and lint-free room. Before entering, all 
personnel must don nylon or dacron, lint-free smocks and 


scrape their shoes on a dust-removing, air-suction grating. 
All assemblers are highly trained, class “A” operators with 
at least 4 years experience on electronic tube manufacture. 


Now Canadian General Electric Manufactures 
Special-Purpose and 5-Star Tubes in Canada! 


Military and industrial users of special-pur- 
pose receiving tubes will be the first to benefit 
from a new manufacturing facility—recently 
established by Canadian General Electric. 
Operation Snow White . . . launched to meet 
the ever-increasing demand for high-reliabi- 
lity tubes . . . is a typical example of how 
C.G.E. research and manufacturing keeps 
abreast of changing conditions. Just three 
years ago, tubes of G-E 5-Star quality were 
virtually unknown in Canada. Today, demand 
not only warrants domestic production but is 
expected to double by 1961. 


Features of G-E 5-Star and other high-quality 
receiving tubes are: Slotted, double, mica sup- 
ports; Cataphoretically coated heaters; Excep- 
tionally close grid, cathode and heater toler- 
ances. Their production requires: A dust and 
lint-free atmospheric condition; Microscopic 
inspection of all parts and assemblies; Extra 
and particularly severe testing methods; and 
finally, a full 48 hour burn-in to stabilize 
characteristics and weed out possible early 
failures. 





All assembly takes place under glass. Latex finger gloves, 

changed every hour, are worn to prevent contaminating finger 

prints. Each assembler is required to give her work area a 
thorough cleansing twice daily. 


The following are some of the types which will be pro- 
duced initially: 5654/6AK5W, 5840, 6136/GAUGWA, 
5726/6AL5W, 5902, 5749/6BAGW, 6021, 5718, 6201/- 
12AT7WA, 6J4WA. 

The 5654/6AK5W, produced to MIL-E-I/4A specification, 
is already in production and others will soon follow. 
For up-to-date details on the availability and new low prices 
of these Canadian-made high-reliability receiving tubes, 
contact: Electronic Tube Section, Canadian General Electric 
Co. Ltd., 189 Dufferin St., Toronto, Ontario. 


GENERAL ELECTRIC 


INDUSTRIAL AND 
MILITARY TUBES 


ELECTRONIC EQUIPMENT AND TUBE DEPARTMENT 
CANADIAN GENERAL ELECTRIC COMPANY LIMITED 
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Eimac First for 


AMPLIFIER 
KLYSTRONS 


Reliability 





3K2500LX 
3K2500SG 


3K3000LQ 


3K50,000LA 
3K50,000LF 
3K50,000LQ 
3KM2500LT 
3KM3000LA 
3KM50,000PA 
4K50,000LQ 
4KM3000LQ 
4KM50,000SG 


4KM170,000LA 
6K50,000LQ 


U.S.A. 
PRICE 
$ 5,885.00 
2,950.00 
2,360.00 
4,200.00 
4,200.00 
4,200.00 
1,880.00 
2'470.00 
11,000.00 
4,560.00 


10,000.00 
23,500.00 
8,250.00 


MAXIMUM RATINGS 


TYPICAL OPERATION 


Frequency 


Beam 


Output Power, 
cw 


1,000 
1,000 
2,000 
10,000 
10,000 


Power 


Watts 
Pulse 


Gain 


db 


“* 30 
12,0007 
12,0007 
12,0007 
30,000 


50,000 


200,000 





Range 
Mc 


980-1200 
1700-2400 
§ 720-985 
+ 620-900 
470-580 
580-720 
720-985 
955-1220 
375-570 
225-400 
720-985 
720-985 
1700-2400 
300-500 
300-500 
720-985 


Voltage 
Volts 


7,000 


eam 


Current 
Amps 


o 
o 


7,000 
9,000 
20,000 
20,000 


wn 


wn wn 


N= UNONNOWNNNOD 


WOUONUUNBUUUNO? 





REFLEX 
YSTRONS 


1KO15CA? 
1K015CG 
1KO15XA? 
1KO15XG 
1K125CA 
1K125CB 
1K20KA 
1K20XD 
1K20XK 
1K20XS 


Resonator 
Voltage 
Volts 


MAXIMUM RATINGS 


Resonator 
Dissipation 
Watts 


Cathode 
Current 
ma 


Reflector 
Voltage 
Volts 
(Typical) 


ELECTRICAL CHARACTERISTICS 


Heater 
Voltage 
Volts 


fos) 
w 


DAAAAAAAD 
WWWWWWwWww 


Heater 
Current 
Amps 


oO 
oo 


ococoor.000 
@oeamnwowwwcnc 


Frequency 
Range 
Mc 


5400-6000 
5400-6000 
8400-9600 
8400-9600 
3700-4400 
4400-5000 
10,700-11,700 
10,000-10,800 
9200-10,000 
8500-9300 





aris) 


4CX1000A 
4CX5000A 
4W300B 
4W20,000A 
4X150A 
4X150D 
4X1506 
4X250B 
4X250F 
4X500A 
4X500F 


MAXIMUM RATINGS 


Plate 
Current 
ma 


Plate 
Voltage 
Volts 


3000 
3000 
4000 
4000 
6000 
2000 
2000 
2000 
2500 


Grid 
Dissi- 
pation 


Watts ° 


5 


Nee 
NWOOwW 


~ 


a 
CONNNNNONWONNN 


Screen 
Dissi- 
pation 
Watts 


Screen 
Voltage 
Volts 


400 


ELECTRICAL CHARACTERISTICS 


Filament 
Voltage 
Volts 


a 
oO 


Nn 


ny = 


nN 
AANMDONIAHOMHNAHADHOOwnn 


oowouwwmooouvwoowoovo0oo 


Filament 
Current 
Amps 


Nee 


wo ~~ 
WWONNONONUNWONN 2D 


AUWUDOMNAODOMOUAMOWUM 


w 
wo 


Amplifi- 
cation 
Factor 





PENTODE 


4E27A/5-125B 


wn 
oO 


~ 
uo 
o 





TRIODES 


2C039A 


3CPN10A5 
3CX100A5 
3W5000A1 
3W5000A3 
3W5000F 1 
3W5000F3 
3X100A5 

3X2500A3 
3X2500F3 
3X3000A1 
—_e 


25 
35T 


450TL 
592/3-200A3 
750TL 
1000T 


1500T 
2000T 
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in Power Electron Tubes 








Fila- Fila- Peak Peak Average Plate 
ment ment Inverse Piate Plate Dissi- A prepared strip of silver-plated 
U.S.A. Voltage Current Voltage Current Current pation spring material, slotted and 
PRICE Volts Amps Volts Amps ma formed into a series of fingers 


igne »>m iain C 
2-01C $ 15.25 0.35 1,000 0.010 Pangase to enthe eticing contact 
2-25A 25,000 
2-50A 30,000 
2-150D 30,000 
2-240A 25,000 
2-450A 25,000 
2-2000A 75,000 

60,000 
15,000 


w 
Oo 

me 
Oo 


Single Edge Width 

PREFORMED jmmoaen Ys 
CONTACT CF-500 136" 
FINGER Double Edge Width 


CF-200 Aad 
STOCK F400 rite 
8920(100R) CF-600 21/4" 
2CL40A 
2X1000A j Klystron Types Width 
2X3000F 140.00 ’ CF-700 %, 
CF-800 195,” x Ki," 


32 ve 
Used as contact between klystrons 
and externally-tuned cavities 


me Nee 
K—NNDOOVUANwS 
ONNWOWOWoO°o°o 
~ 
COUOKNNN@OSWwe 
ooouwmwooo°oo 


NNR 


MERCURY 


a KY21A 25.00 
RECTIFIERS RX21A 24.00 


Www 
oo 








; Screen 
Plate Screen Dissi- Filament Filament Amplifi- 
PULSE U. a6 Current Voltage _ pation Voltage Current cation 
PRICE ma Volts Watts Voits Amps Factor 


MODULATORS $90.00 18,000 1500 8 26.0 2.25 
. 8 


77.00 15,000 2 17.00 30 








Hole SK-601 


Diameter TUBE A spring steel extractor for use with the 4X150 series 


EXTRACTOR series tubes 


4X250 series and 2039 


HEAT- 
SSE 1 ; : 
é ingle-pole double-throw switch within a high Type 

CONNECTORS f VACUUM vacuum "adaptable for high voltage switching vS-2 


SWITCHES Contact spacing .015”. Switch will handle R-F VS-4 
potentials as high as 20 Kv. In D-C switching vS-5 
will handle approximately 1.5 Amps. at 5 Kv 











10016 = HV-1 Triple-jet, air-cooled vacuum pump of the oil-diffusion 
IONIZATION For measuring pressures from 10°° to less than DIFFUSION type. Capable of reaching an ultimate vacuum of 4x 10 


GAUGE 10°-*mm of mercury PUMP mm of mercury when used with suitable forepump 


Screen By-Pass 
U.S.A. Capacitor Special 
PRICE Tube uuf Characteristics 


SK-100 $123.00 4KM3000LQ; 3KM3000LA; Cathode Socket 
3K3000LQ 

SK-110 123.00 3K50,000LA,F,Q; 3KM50,000PA; Cathode Socket 
4K50,000LQ; 4KM50,000SG; 








6K50,000L 
SK-200 60.00  3K2500SG; 3K2500LX; 3KM2500LT Cathode Socket CHIMNEYS 
SK-300 41.00 4CX5000A 
SK-400 12.00 4-400A; 4-250A; 4-125A 
AIR SK-500 17.00 4-1000A 
SK-600 15.25 4X150A; 4X150D; 4X2508; No terminals grounded 
SAVE, 4X250F; 4CX250B; 4W300B 
SOCKETS SK-610 17.10 4X150A; 4X150D; 4X250B; 1700 Cathode terminals grounded 
4X250F; 4CX250B; 4W300B 
SK-620 15.75 4X150A; 4X150D; 4X250B; No terminals grounded 
4X250F; 4CX250B; 4W300B Screen by-pass capacitor 
plastic sealed 
CHIMNEYS SK-630 17.60 4X150A; 4X150D; 4X250B; Cathode terminals grounded 
4X250F; 4CX250B8; 4W300B Screen by-pass capacitor 
plastic sealed 
SK-640 5.00 4X150A; 4X150D; 4X250B; No terminals grounded 
4X250F; 4CX250B; 4W300B 
SK-700 20.00 4CX300A No terminals grounded 
SK-710 20.00 4CX300A Cathode terminals grounded 
SK-740 On Request 4CX300A No terminals grounded 
SK-760 On Request 4CX300 a integral chimney. No terminals 
grounded 


SK-770 On Request 4CX300A Integral chimney, screen 
terminals grounded 


SK-800 40.00 4CX1000A Cathode terminals grounded 


SK-900 48.00 4X500A 
SK-1000 On Request 4KM170,000LA Cathode socket 











4 Convection liquid cooled 7 TV Peak-Synchronizing Level 


1 Waveguide Output Fitting 
8 Plus 2250 watts bombarder power 


2 Coaxial Output Fitting 5 Cathode Current 
3 Pulse 6 Pulse-clipper service only 


All prices subject to change without notice 


EITEL-McCULLOUGH, INC. 


SAN BRUNO- CALIFORNIA 
The World’s Largest Manufacturer of Transmitting Tubes 


Canadian Representative: 
R. D. B. SHEPPARD 
2036 Prince Charles Road, Ottawa 3, Canada 
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A BIG TEAM 
OF TWO FOR YOU 


When you order Lenkurt communica- 
tions equipment from Automatic 
Electric, you get equipment that’s 
doubly guaranteed. The reputations 
and resources of the two companies, 
both pre-eminent in their fields, are 
your assurance of absolute depend- 
ability. 

Equipment for data transmission is an 
outstanding example of this service 
supplied by the “big team of two’’. 
Forward-looking companies have 
already included data transmission in 
their plans for expansion of facilities — 
and already many types of Lenkurt 
standard commercial equipment meet 
the most rigid requirements for this 
application. 

The “big team’’—Lenkurt and Auto- 
matic Electric—design, engineer and 
install all types of radio and telephone 
equipment including data transmis- 
sion applications. Find out how these 
two great companies, working 
together, can help you! 


For complete information write or call your nearest 
Automatic Electric office. AUTOMATIC ELECTRIC 
SALES (CANADA) LIMITED, 185 Bartley Drive, 
Toronto 16, Ontario. Branches in Montreal, Ottawa, 
Brockville, Hamilton, Winnipeg, Regina, Edmonton, 


Vancouver. 
AX 
VW. 


ORIGINATORS OF THE DIAL TELEPHONE 
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Canadian Manufacturers 70 


U.S., U.K. and Other Manufacturers 74 
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Section 1 Products & Services 


This section lists the manufacturers of a wide range 
of electronic and allied components and equipment. 

Products are listed alphabetically by generic names, 
followed by descriptive names where necessary, as 
ABSORBERS-Microwave. The only exceptions are 
HARDWARE & FINDINGS and INSULATION 
MATERIALS & PARTS. Products falling in these 
classifications are arranged alphabetically under those 
two headings. 

In many cases, the large number of types available 
of a particular product have led to the use of a numeri- 
cal coding system. The meaning of the numbers after 
a manufacturer’s name is given at the beginning of the 
listing for each coded product. 


ACCELERATORS—Particle 
Philips Electronics Ind. Ltd. 


ABSORBERS—Microwave 


Neosid (Canada) Ltd. 


Atomic Labs., Inc. 

Greenleaf Mfg. Co. 

Bogart Mfg. Corp. High Voltage “easincoring Corp. 
Chemalloy Electronics Corp. Metropolitan Vickers Electrical 
Diamond Antenna & Microwave Co., Ltd. 


Corp 
ACCELEROMETERS 


~_-¥ & Cuming Inc. 

Filmohm Co 
Amalgamated Electric Corp. Ltd. 
Canadian Aviation Electronics 


Airtron Inc. 


rp. 
General Electric Co. of England 
McMillan Industrial Corp. 
Meridian Metalcraft, ins: 
Power Sources Inc. 
Waveline Inc. 


Ltd. 
Philips Electronics Industries 
Ltd. 
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A listing of the companies that provide SERVICES 
such as Computing, Encapsulation, or Technical Writ- 
ing appears at the end of the product listings. This is 
followed by a brief directory of Associations and Pro- 
fessional Societies. 

Canadian manufacturers are 7 first under each 
product heading, followed by U. S., U. K. and other 
manufacturers. @ indicates an mteestient in this issue 
— see Advertisers’ Index. Company names, addresses 
and telephone numbers may be found in Sections 3 and 

, together with details of Canadian sales representa- 
tives, if any. Section 5 comprises a cross-reference index 
of Canadian sales representatives and distributors. 


B J Electronics, Borg-Warner 


‘orp. 
Bournes Labs Inc. 

s A/S Bruel & Kjaer 
Cambridge Instrument Co. 
Columbia Research Lab. 
Dawe Instruments Ltd. 
Donner Scientific 
Electro Mechanisms Ltd. 
Endevco Corp. 


Fairchild Controls Corp., Com- 


ponents Div. 
Ferranti Ltd. 
General Radio Co. 
Greenleaf Mfg. Co. 
Gulton Industries Inc. 
Industrial Devel. Labs., Inc 


Kearfott Co. Inc. 

J. Langham Thompson Ltd. 
Northam Electronics Inc. 
Shaevetz Engrg. 

Sperry Gyroscope Co. 
Statham Labs. Ltd. 
Ultradyne Inc. 


AIR CLEANERS—Electronic 


® Automatic Electric Canada Ltd. 


Honeywell Controls Ltd. 
Radio Communications 
ment & Engrg. Ltd. 
Raytheon Canada Ltd. 


Equip- 


Electro- Air Cleaner Co. 





AMMETERS 
1. Ammeters 4. Micro- 
2. Ammeters, 
meters 
3. Microam- 5. Milliam- 
meters meters 
s Antomgie Moctis Sales (Can- 
ada) L' 
® Bach enon Ltd. 1-2-3-5. 
Septer-Colmen of Canada Ltd. 


Bepco Canada Ltd. 1. 
® Canadian General Electric Co. 


= Canadian xesearch Institute. 


« Canadian Westinghouse Co. Ltd., 
Electronics Div. 
ns :~ 5 meee Co. of Canada 


Honeywell Controls Ltd. 3. 
Radio Communications Equip- 
ment & Engrg. Ltd. 2. 
. es 7 Electronic Instruments 
13 
Thermovolt Instruments Ltd. 


Beckman Instruments, Inc., 
Instruments Div. 4. 
® British Physical Labs. 1-2-3-4-5, 
— Instrument Co. Ltd. 


Camille Bauer Ltd. 1-2-3. 
—- Industrial Instrument 


Curtiss-Wright Corp. 4. 
Dejur-Amsco Corp. 1-3-5. 
ee -Mechanical Instrument 
® Electronic paptremnente Ltd. 1-3-4, 
Elima GmbH. 1-2-3. 
Esterline-An, 4, Co. Inc. 1-5. 
Evershed & Vignoles Ltd. 1-5. 
Ferranti Ltd. 1-2-3-5. 
P. Gossen & Co. GmbH. 1-2-3-4, 
Gulton Industries, Inc. 1-3. 
Hartmann & Braun A.G. 1-2-3. 
Hewlett-Packard Co, 3-4-5. 
Hickok Electrical Instruments. 


International Instruments, Inc. 
I/S Jensen Electric. 1-2-3-5. 
Keithley Instruments, Inc. 4. 
Kin-Tel. 3-4, 

Dipl.-Ing. Ulrich Knick. 4. 
Marion Electrical Instrument Co, 


1-3-5. 
Metropolitan Vickers Electrical 
Co. Ltd. 1-2-5. 
Millivac Instruments. 3-4. 
Nalder Bros. & Thompson Ltd, 


Nash “& Thompson Ltd. 3. 

Phaostron Instrument & Elec- 
tronic Co. 1- 

Precision Apparatus Co. Inc. 1, 

The Record Electrical Co. Ltd. 

Roller-Smith Instruments, Inc. 


S & A Electronics. 1-3-4, 

Sanwa Electric Instrument 
Works. 1-3. 

Sensitive Research Instrument 
Corp. 1-2-3-5,. 

Shurite Meters. 5. 

Siemens Edison Swan Ltd. 1-5. 

Sifam Electrical Instrument Co. 
Ltd. 1-2-3-5, 

Sterling Mfg. Co. 

_— Electrical * 


Triplett Electrical Instrument 
Co. 1-2-3. 
Ernest Turner Electrical Instru- 
ments Ltd. 1-2-3-5 
Victoreen Instrument Co. 4, 
WacLine, Inc. 1-3-5. 
® Waters Mfg., Inc. 1-3-5. 
Welsh Mfg. Co. 1. 
= Weston Instruments Div., Day- 
strom, Inc. 1-2-3, 
Zenith Electric Co. 1. 


AMPLIFIERS 


Audio 
Frequency 
Audio Input 
Systems 
Audio Sub- 
miniature 
de 


Differential 
fm & am 
Fy eee 


16. Musical 


Keying 
9. Kiystron afc 
. Linear 

Logarithmic 
12. Magnetic 
13. Medical 


Instrument 
14. Microwave 
15. Microwave 

Radar 


36 


31. Television 
32. Transistor 
33. Ultrasonic 


a Circuit Techniques Ltd. 


Amplivox (Canada) Ltd. 3-13. 
Audio Vox Intercom, Inc. 1-23. 
Barvic Engineering Ltd. 2. 
Benco Television Associates Ltd. 


The Bristol Co. of Canada Ltd. 


Canadian Admiral Corp. Ltd. 31. 
— Aviation Electronics, 
td. 5 

Canadian Electronics Co. 4-35. 

Canadian General Electric Co. 
Ltd. 1-2-3-21-23-26-27-31-35 

Canadian Marconi Co. 1-2-23. 

Canadian Motorola Electronics 
Ltd. 6-14-15. 

Canadian Research Institute. 
1-4-13-19-22-23-32-33-34. 

Canadian Sonic Co, 33-34. 

Canadian Westinghouse Co. Ltd. 
Electronics Div. 28-34. 

Collins Radio Co. of Canada, 
Ltd. 3-4-7-9-10-12-14-17-18-24- 
25-27-28-35. 

Computing Devices of Canada 
Ltd. 28-32. 

Conway Electronic Enterprises 
Reg’d. 6-9-11-12-13-24-27-28-29. 

Cossor (Canada) Ltd. 16. 

Dayrand Ltd. 1- 

Decca Radar (Canada) Ltd. 15. 

Electrolabs 1-2- 

Electronic Associates Ltd. 
1-3-4-13-22-24-25-32-35. 

Electronic Materiels Internation- 
al Ltd. 1-2-3-4-6-7-8-18-26-27-32. 

Electronic Research & Develop- 
ment Co. Ltd. 
1-2-3-6-17-22-32. 

Engineered Sound Systems Ltd. 
1-2-17-23-32. 

Ericsson Telephone Sales of Can- 
ada Ltd. 1-2-6-12. 

Ferranti Electric Ltd. 
3-10-11-20-24-25-27-28-32. 

Garrett Mfg. Corp. of Canada 
Ltd. 12-28-32. 

Honeywell Controls Ltd. 19. 

Humble Mfg. Co. Ltd. 1. 

Instantaneous Recording Service 
(A division of E. J. Pigott 
Enterprises Ltd.) lb 

Jerrold [Electronics (Canada) 
Ltd. 6-31-35. 

George Kelk Ltd. 
13-22-24-26-28-29-32. 

Lake Engineering Co. Ltd. 3-32. 

Marsland Engrg. Co., Ltd. 28-32. 

McCurdy Radio Industries Ltd. 
2-21-23-26-31-32-35. 

Measurement Engrg. Ltd. 
1-22-32. 

Milltronics Ltd. 4-17-28-29-34. 

Northern Radio Mfg. Co. Ltd. 
1-8-17. 

Philips Electronics Ind. Ltd. 
1-10-23-25-26-34-35. 

The Plessey Co. of Canada Ltd. 
1-2-24. 

Pylon Electronic Development 
Co. Ltd. - 1-3-4-7-11-27-32-25. 
Radio eantetnens Equip- 
ment & Engrg. Ltd. 
1-4-10-15-25-30-35. 

RCA Victor Co., Ltd. 
1-14-15-31. 

Raytheon Canada Ltd. 1-4-5-7-9- 
10-11-12-13-14-15-18-23-25-27- 
29-30-32-34. 

Research Industries Ltd. 31-35. 

Research Instrumentation Ltd. 13 

Servomechanisms (Canada) Ltd. 


28. 
Sharpe Instruments Ltd. 
2-5. 13-18- 8-20-28-29. 
Sinclair Radio Labs. Ltd. 32. 
Soundmaster Ltd. 
ae. 
Sperry Gyroscope 
SA Tei48 15 20-24-25-32. 
Standard Electric Time Co. of 
Canada Ltd. 4-8-10-11-24-25- 
26-28-32-35. 
Stenaare Telephones & Cables 
Co. (Canada) Ltd. 12. 
Bi M. ra (Canada) Ltd. 
10-23-27-35. 


Tinsley Instruments. 19-22. 


« F. V. Topping Electronics Ltd. 


1-3-18-23-24-32-35. 
Varian Associates of Canada 


Ltd. 14. 
Watkins Electronics Ltd. 31. 


Acro Products Co, 1. 
Acromag, Inc. 12. 

Acton Labs., Inc. 23-35. 

Adler Electronics, Inc. 14, 
Aerialite Ltd. 6-27-31. 

Airpax Prods. Co. 12-20-28, 
Airtron, Inc. 14-15, 

Allegany Instrument Inc. 5-20-29. 


Alto Scientific Co., Inc. 32. 
American Electronic Labs., Inc. 


Antlab, Inc. 17. 

Applied Research, Inc. 27-35. 

A. R. & T. Electronics Inc. 
6-27-35. 

Arnold ante Corp. 12. 

Arnoux Corp. 12-23. 

Audio Instrument Co., Inc. 11. 

Automatic Timing & Controls, 
Inc. 28. 

Avo Ltd. 4. 

BJ Electronics, Borg-Warner 
Corp. 10- 

Baird-Atomic Inc, 10-13-25-35. 

B & F Instruments Inc. 29. 

Rex Bassett, Inc. 2-10. 

Beckman Instruments, Systems 

iv. 32. 

Behiman Engrg. Co. 23. 

Belling & Lee Ltd. 6-27-31. 

Berkeley Div., Beckman Instru- 
ments, Inc. "4-10-20. 

Blonder-Tongue Labs., Inc. 
6-27-31-35. 

David Bogen Co. Inc. 1. 

British Physical Labs. 25-35. 

Brush Instruments, Div of 
Clevite Corp. 4-13-26-28-29-34. 

A/S Bruel & Kjaer 1-17-26-29-34, 

Burnell & Co. Inc. 12. 

Burr Brown Corp. 1-5-10-32-35. 

California Technical Industries 
Div. of Textron Inc. 11. 

Centralab Div. Globe-Union Inc. 
2-3-4-13-16-17-24-32. 

Century Electronics & Instru- 
ments, Inc. 11-29-34, 

Cinema Engrg. Div. of Aerovox 
Corp. 1-26. 

Control Electronics Co., Inc. 
7-14-15-25-28. 

Control Panel Corp. 2. 

Cossor Instruments Ltd. 4. 

D & M Electronics Ltd. 1-2. 

eee Antenna & Microwave 
Corp. 5. 

Donner Scientific 19-26-27-31-35. 

Douglas Microwave Co. Inc. 
14-15. 

DuKane Corp. 

Allen B. Du Mont Labs. Inc., 
Int. Div. 14, 

Edin Co., Inc. 4-5-10-13-26-32. 

Eldorado Electronics Co. 22. 

Electro-Instruments Inc. 1-4-5. 

Electro Measurements Corp. 19. 

Electro Mechanical Research Inc. 
4- “1 29-35. 

Electro Mechanisms Ltd. 34. 

Electro-Voice Inc. 1-26. 

Electronic Associates Inc. 
4-5-10-11-20-24-28-29-32. 

—— Instruments Co. Inc. 

Electronic Instruments Ltd. 4-13. 

Electronic Research Associates 
Ltd. 3-4-7-12-23-32. 

B. J. Electronics, a. ‘haeneans 
Corp. 10-11-13-26-27-32 

Electronic Specialty Co. 
4-12-14-15. 

Electronic Tube Corp. 
4-5-13-25-26-29. 

Empire Devices Prods. Corp. 
26-27-35. 

Endevco Corp. 2-3-22-32-34. 

Engineered Electronics Co. 
3-4-10-24-25-26-32-35. 

Entron, Inc. hee: 

Etelco Ltd. 

Evershed & , Ltd. 
4-17-28. 

Feedback Controls Inc. 12-32. 

Ferranti Ltd. 1-7-9-12-15-35. 

Film Capacitors Inc. 4-28. 

Fisher Research Lab. Inc. 32. 

John Fluke Mfg. Co. Inc. 13. 

General Instrument Corp. 
1-4-7-12-27. 

General Magnetic Inc. 12-28. 

General Radio Co. 
1-4-19-23-25-26-34-35. 

General Radiological Ltd. 10-11. 

Greenleaf Mfg. Co. 
1-2-3-4-5-8-10-20-23-28. 

Gruen Industries Inc. 27. 

Grundig Radio Werke 31. 

Gulton Industries Inc. 
12-13-24-25-26-28-29-34. 

Heath Co. 1-23. 

Hermetic Seal Transformer Co. 


Hewlett-Packard Co. 
1-10-14-25-27-35, 

Int. Telemeter Corp. 31. 

Industrial Control Co. 

Industrial Test Equipment Co. 
1-5-10-19-28. 

Ingenieur Buro Atlas 31. 

Isotope Developments Ltd. 
4-11-13-25. 

E. F. Johnson Co. 

Kay Electric Co. 5467-32-35, 


Kearfott Co. Inc. 12-28-32. 

Keithley Instrument Inc. 4. 

Kin-Tel 4-5-20-29. 

Krohn-Hite Export Corp. 23. 

Lake Mfg. Co. Inc. 1. 

H. J. Leak & Co. Ltd. 1. 

Levinthal Electronic Prods. Inc. 
9-14-15. 

Librascope Inc. 4-5-12-28. 

Lustraphone Ltd. 1-32. 

M Mfg. Co. 35. 

Mandrel Ind. Instruments 4-13. 

W. L. Maxson Co. 21. 

Metropolitan Vickers Electrical 
Co. Ltd. 1-12-15-28. 

Millivac Instruments 1-4, 

F. L. Moseley Co. 28, 

Muirhead & Co. Ltd. 28-34, 

Murphy Radio Ltd. 1-31. 

Narda Ultrasonics Corp. 33. 

National Co. Inc. 
1-2-4-7-13-17-18-23-28-32. 

a Theatre Supply Co. 


NJE Corp. 12. 

Non-Linear Systems 5-12. 

Norden-Ketay Corp., Precision 
Components Div. 12-28-32. 

Ortho Filter Corp. 12. 

John Oster Mfg. Co. 28-32. 

Owen Labs., Inc. 1-19. 

Photocon Research Prod. 4. 

Photovolt Corp. 22. 

Photron Instrument Co. 
4-13-22-26-29-34-35. 

Pilot Radio Corp. 1-23. 

Polarad Electronics Corp. 14-18. 

Polyphase Instrument Co. 
12-29-32. 

Potter Instrument, Inc. 12-25-26. 

Precision Electronics Inc. 1. 

Radiation Counter Labs. Inc. 
1 


Radiometer 1. 

Redifon rn Ltd. 1-23-28. 

Rheem Mfg 
2-3-4-5-10-12-20-24-27-29-32- 


35. 
Rhein Sound Systems 1-26. 
Robertshaw-Fulton Controls Co., 
Instrument Div. 19-34, 
S. A. Rochar Electronique 
10-20-33. 
os * Isolatoren G.M.B.H. 


Sanborn Co. 4-5-10-11-13-26-29. 

bat «een (Electronics) Ltd. 
12-15. 

Savage & Parsons, Ltd. 4-12-29. 

a 3 Engrg. 19-28. 
W. H. Scott Inc. 33. 

Servo Corp. of America 28. 

Servomechanisms, Inc., Special 
Prods. Div. 12. 

Servomex Controls Ltd. 4-28. 

Servonics Inc. 4-5-28-29. 

Shallcross Mfg. Co. 19. 

Siemens Edison Swan Ltd. 
13-24-28. 

Mark Simpson Mfg. Co. Ltd. 
1-2-23-26. 

Sonotone Corp. 1. 

Southern Instruments Ltd. 4-26. 

Southwestern Industrial Electron- 
ics Co, 1-4-5-23-32-34-35. 

Stromberg-Carlson Co. Div. of 
General Dynamics 1-2-16-24. 

Technical Appliance Corp. 6. 

Tektronix, Inc. 4-5-13-25-35. 

Telechrome Mfg. Corp. 25-31-35. 

Telefunken GmbH. 1. 

Television Utilities Corp. 
1-2-25-31-35. 

Tel-Instrument Electronics Corp. 


3M. 
J. Langham Thompson Ltd. 
1-12-25-28-29-34, 
Transistor Devices, Inc. 32. 
The Trix Electrical Co., Ltd., 1 
Universal Transistor Products 
1-3-4-23-32. 
Vari-L Co., Inc. 12. 
Vectrol Engrg., Inc. 28. 
Victoreen Instrument Co. ILI. 
Walkirt Co. 1-3-5-23-24-25. 
Wardel & Goltermann 17. 
bt ee Engrg. & Mfg. Corp. 


White Instrument Labs. 17. 

Whiteley Electrical Radio Co., 
Ltd. 23-24-. 

Winston Electronics Ltd. 1-13. 


ANALYZERS 
1, Intermodula- 
tion 


> Isotope 
3. Magnetic 
& 2. Microwave 


Multichannel 
. oO 


8A. Ignition 
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19. Surface 21. Ultrasonic 

ee & > Vibration 
Comparators . Video 

0. Thyatron or oy Wave 

Phanotron 


Aerovox Canada Lid. 2. 
Bailey Meter Co. Ltd. 4. 
® Canadian Marconi Co. 
6-9-10-13-14-19-25. 
7 Cypaties General Electric Co. 
t 


# Canadian Research Institute 
1-2-4-20-21. 
Canadian Sonic Co. 21-22. 
® Canadian Westinghouse Co., 
Ltd., Electronics Div. 4. 
. oa Radio Co. of Canada Ltd. 


Computing Devices of Canada 
Ltd. 15-18. 

Conway Electronic Enterprises 
Reg’d. 7-15-16-17. 

Dominion Electrohome Indust. 
td. 5-1 ° 

Electronic Associates Ltd. 5-10. 

Engelhard Industries of Canada 
Ltd. 7. 

Honeywell Controls Ltd. 7. 

® George Kelk Ltd. 8A. 

Philips Electronics Industries 
Ltd. 3-10-15-19-22. 

Raytheon Canada Ltd. 18. 

Sperry Gyroscope Co. 12. 


Airborne Instrument Lab., Inc. 
American Electronic Labs., Inc. 
1 


Applied Research Inc. 14-18. 
Audio Instrument Co., Inc. 9. 
BJ Electronics, Borg-Warner 
Corp. 3-10-15-18-24. 
Baird-Atomic, Inc. 
3-7-10-13-15-18. 
Bendix ~ eee Corp., Scintilla 
Div. 
Berkeley Ai. 
ments, Inc. 
R. & J. Beck Ltd. 
—_ Payee ag 2. 
A/S Bruel & Kja 
1-3-5-6-13-14-18-19-21-22-24. 
Brush Instruments, Div. of 
Clevite Corp. 17-19 
Chadwick-Helmuth Co. 22 
Chemalloy Electronics Corp. 12 
Computer Measurements Corp. 


Beckman Instru- 


6 
Control Electronics Co., Inc. 
8-12 


Corne!! Dub:!ier Elec. Corp. 2 

Dawe Instruments Ltd. 
1-5-6-8-14-22-24 

Diamond Antenna & Microwave 
Corp. 12 

Donner Scientific Co. 24 

A/S Danbridge. 2. 

Edin Co., Inc. 6-18-22 

Electronic Specialty Co. 12-16 

Electronic Tube Corp. 15-24 

Empire Devices, Products Corp. 
5-14 

Endevco Corp. 14-22 

Epsco Inc. 4 

F-R Machine Works, Inc. 12-18 

General Electric Co. of England 
12 


General Radio Co. 5-14-22 
Gow-Mac Instrument Co. 7 
Gruen Industries, Inc. 21 
Hartmann-Braun A. G. 7 
Heath Co. 5-8A-9. 
Hewlett-Packard Co, 1-5-6-8-14 
Ideal Precision Meter Co. Inc 
4 


Industrial Control Co. 28 
Industrial Test Equipment Co. 


5-8-17 

International Research & De- 
velopment Corp. 6-22 

Isotope Developments Ltd. 10-15 

Kay Electric Co. 6-14-18-22-23-24 

Kearfott Co., Inc. 12-17-18 

Lavoie Labs., Inc. 18 

Librascope, Inc. 4-17 

Measurements, A McGraw- 
Edison Div. 9 

Metropolitan-Vickers Electrical 
Co., Ltd. 4-11-12 

Muirhead & Co. Ltd. 
6-8-14-17-22-24 

Murphy Radio Ltd. 23 

NRC Equipment Corp. 7 

Polarad Electronics Corp. 
12-18-23 

Potter Instrument Inc. 4-6 

Proctor Electric Co. 16 

Pyramid Electric Co. 2 

Radiation, Inc. 4-6-24 

Radiation Counter Labs., Inc. 
13-15-18 

Radiometer 2-5-6-8-9-24 

Railway Communications Inc. 24 

S.A. Rochar Electronique 3-15-21 

® Sanborn Co. 17 


H. H. Scott Inc. 14 

Servo Corp. of America, 14-17 
Servomex Controls Ltd. 17 
Sierra Electronic Corp. 8-24 
—-A Electronic Group Ltd. 


James S. Spivey Inc. 18 

Sprague Int. Ltd. 2 

Taylor Electrical Instruments 
Ltd. 2 

Telerad Mfg. Corp. 6-12-24 

Tel-Instrument Electronic Corp. 
22-23 

Van Norman Industries, Inc., 
Electronics Div. 1 

The Victoreen Instrument Co. 10 

Wardel & Goltermann 
5-6-8-9-18-23-24 

Waterman +r 9} Gn Inc. 23 


= Wayne Kerr Labs. 
2-5-8-23-24 


Winston Electronics Ltd. 18 


ANNUNCIATORS 


Amalgamated Electric Corp. 
Ltd. 


Audio Vox Intercom Inc. 

Automatic Telephone Sound 
Services Ltd. 

Electronic Materials Interna- 
tional Ltd. 

Electronic Research & De- 
velopment Co. Ltd. 

Ericsson Telephone Sales of 
Canada Ltd. 

Milltronics Ltd. 

R. H. Nichols Ltd. 

Powertronic Equipment Ltd. 

Standard Electric Time Co. of 
Canada Ltd. 


Auth Electric Co. Inc. 
Control Panel Corp. 

The S. H. Couch Co. Inc. 
Electro-Devices, Inc. 
Telectro Industries Corp. 
Telephone Mfg. Co., Ltd. 


ANTENNA FAIRLEADS 


= Wind Turbine Co. of Canada 
td. 


Aerialite Ltd. 
Diamond Antenna & Microwave 


Corp. 
Transco Prod. Inc. 


ANTENNA FEED 


SYSTEMS 


Airtron Canada Ltd. 
Canadian General Electric Co. 
Ltd., E.E.&T.D. 
Collins Radio Co. of Canada 
d 


Electronic pate Inter- 
national 

Sinclair Radio ‘Labs. Ltd. 

The Wind Turbine Co. of 
Canada Ltd. 


Aerialite Ltd. 

Airtron Inc. 

Diamond Antenna and Micro- 
wave Corp. 

Dielectric Products Engineering 
Co., Inc. 

Electronic Specialty Co. 

Emerson & Cuming Inc. 

Ferranti Ltd. 

B. F. Goodrich, Sponge Prods. 
Div. 

LT.E. Circuit Breaker Co. 

E. F. Johnson Co. 

D. S. Kennedy & Co. 

Meridian Metalcraft, Inc. 

Microwave Associates, Inc. 

Prodelin, Inc. 

Telerad Mfg. Corp. 

Telrex Labs. 

Waldom Electronics, Inc. 


ANTENNA PEDESTALS— 


Gear Driven Radar 


® Canadian General Electric Co. 
&T.D. 


Ltd., E.E 
Decca Radar (Canada) Ltd. 
Raytheon Canada Ltd. 
RCA Victor Co., Ltd. 


® Sinclair Radio Labs. Ltd. 


Diamond Antenna & Microwave 
rp. 

Ferranti Ltd. 

L.T.E. Circuit Breaker Co. 

D. S. Kennedy & Co. 

Savage & Parsons Ltd. 

Technical Appliance Corp. 
REFLECTORS 

& LENSES 

Andrew Antenna Corp. Ltd. 


® Canadian General Electric Co. 
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Ltd., E.E.&T.D. 

Decca Radar (Canada) Ltd. 

— Aluminum Fabricating 

td 

Raytheon Canada Ltd. 

Sinclair Radio Labs. Ltd. 

The Wind Turbine Co. of 
Canada, Ltd. 

Airtron Inc. 

Frank R. Cook Co. 

Diamond Antenna Microwave 
Corp. 

Dielectric Products Engineering 
Co., Inc. 

Emerson & Cuming Inc. 

Ferranti Ltd. 

Gulton Industries Inc. 

L.T.E. Circuit Breaker Co. 

D. S. Kennedy & Co. 

Prodelin, Inc. 

Savage & Parsons Ltd. 

Technical Appliance Corp. 


ANTENNA ROTATORS 


Alliance Motors, Div. of the Easy 
Washing Machine Co. Ltd. 


® Canadian General Electric Co. 
D. 


Ltd., E.E.&T. 
Radio ‘Communications Equip- 
ment & Engrg. Ltd. 
® Sinclair Radio Labs Ltd. 
The Wind Turbine Co. of 
Canada Ltd. 


Airborne Instruments Lab Inc. 
Antilab Inc. 

Bogart Mfg. Corp. 
Cornell-Dubilier Elec. Corp. 
Electronic Specialty Co. 
Gulton Industries, Inc. 
Hunter Tools 

E. F. Johnson Co. 

Radiant Corp. 

Savage & Parsons Ltd. 
felrex Labs. 


ANTENNA TOWERS 
& SUPPORTS 


Aviation Electric Ltd. 


® Beatty Bros. Ltd. 
# Canadian General Electric Co. 


Ltd., E.E.&T.D. 
7 ‘Collben” Manufacturing Co. 
Ltd. 
Delhi Metal Products Ltd. 
Tae Aluminum Fabricating 
td 


McCarter Radio & Television 
L 


td. 
Millard Electric Ltd. 
RCA Victor Co., Ltd. 


® Sinclair Radio Labs. Ltd. 


The Wind Turbine Co. of 
Canada Ltd. 


Aerialite Ltd. 

Airborne Instruments Lab., Inc. 

Alprodco Inc. 

Antlab, Inc. 

Belling & Lee Ltd. 

British Insulated Callender’s 
Cables Ltd. 

Gulton Industries, Inc. 

LE. Mfg 

D. S. Ravacdy & Co. 

Kenwood Engrg. Co., Inc. 

Prodelin, Inc. 

Rohn Mfg. Co. 

Stainless Inc. 

Telrex Labs. 


ANTENNA TUNING 
UNITS 


Andrew Antenna Corp. Ltd. 


® Canadian General Electric Co. 


Ltd., E.E.&T.D. 

Electronic Materiels Interna- 
tional Ltd 

Radio Communications Equip- 
ment & Engrg. Ltd. 


a T. M. C. (Canada) Ltd. 


RCA Victor Co. Ltd. 


® Sinclair Radio Labs. Ltd. 


The Wind Turbine Co. of 
Canada Ltd. 

Dielectric Products Engineering 
Co., Inc 


Electronic ‘Specialty Co, 
E. F. Johnson Co. 


ANTENNAS 

1. Airborne 
Radar 

2 


3. 
Receiving 


17. 


Amphenol Canada Ltd. 
11-12-13-14-17-20-22-24 
Andrew Antenna Corp. Ltd. 

6-8-10-11-15-16-19-23-24-25 
Aviation Electric Ltd. 14 
Bayly Engineering ry 7-11. 


® Beatty Bros. Ltd. § 


Campbell Mfg. Co., Ltd. 4. 


® Canadian General Electric Co. 


Ltd. 1-5-6-7-10-15-16-20-23-24. 
Canadian Motorola Electronics 

Ltd. 6-9-10-15-17-24-25. 
“Collben” Mfg. Co., Ltd. 3-9-20, 


® Collins Radio Co. of Canada 


Ltd. 2-6-7-9-10-15-24. 

Decca Radar (Canada) Ltd. 16. 

Delhi Metal Prods. Ltd. 9-20-24, 

Electronic Materiels Internation- 
al Ltd. 2-13-14-24, 

Electronic Research & Develop- 
ment Co. Ltd. 9-11-14. 

General Instrument — F. W. 
Sickles of Canada Ltd. 13. 

Lenkurt Electric Co. of Canada 
Ltd. 15. 

Lindsay Antenna & Specialty 
Products. 20. 

McCarter Radio & Television 
Ltd. 8-9-10-11-14-18-20-24-25. 

Millard Electric Ltd. 5. 

Le i Piessey Co. of Canada Ltd. 


a Canada Ltd. 
1-2-14-15-16. 

RCA Victor Co., Ltd 
5-6-7-14-15-20-21-22-23-25. 

Research Industries Ltd. 
6-7-8-2 . 

Sperry Gyroscope Co. 7-14-15. 

Spilsbury & Tindall Ltd. 
6-8-9-10-11-14-16-19-25. 

Sinclair Radio Labs. Ltd 
2-5-6-7-8-9-10-11- 3 14-15-16-17- 
18-19-20-23-25. 

T. M. C. (Canada) Ltd. 6-8-14, 

Tee Vee Mfg. Co. 20-22. 

Watkins Electronics Ltd. 22. 

The Wind Turbine Co. of Can- 


ada Ltd. 
5-6-7-8-9-10-11-15-18-25. 


Advance Components Ltd. 7-16. 
Aerialite Ltd. 3-6-8-9-10-11-12-13- 
19-20-21-22-24-25. 
Airborne Instruments Lab., Inc 
6-15-16. 
Airtron, Inc. 1-7-15-16. 
Alford Mfg. Co. 5-15-20-24-25. 
‘aa Erectronic Labs., Inc. 
1-2-6- 
PR, _ = &, 9-12. 
Applied Research Inc. 
Automatic Coil Mfg. ita. “13. 
Rex Bassett Inc. 4-14, 
Belling & Lee Ltd. 
3-4-9-12- 
Bogart Mfg. Corp. 2-7-15. 
The Carborundum Co., Globar 
Plant. 7. 
Chemalloy Electronics Corp. 7. 
Coaxial Connector Co., Inc. 6-7. 
Control Electronics Co., Inc. 


7-13. 

Cornell-Dubilier Elec. Corp. 20. 

Dale Prods., Inc. 2. 

Danbury- Knudsen Div., Am- 
pheno! Electronics Corp. il. 

Diamond Antenna Microwave 
Corp. 1-2-6-7-11-14-15-16. 

Dielectric Products Engineeri: 
Co., Inc. 2-5-6-8-9-10-11-14-1 
17- $o-23-24-25. 

Electronic Specialty Co. 
1-2-6-10-11-15-16-25. 

Emerson & Cuming Inc. 


1 . 
Empire Devices Products Corp. 


Ferranti Ltd. 1-2-7-15-16. 
Filmohm Corp. 7. 
Finney Co. 9-20-23-24. 
General Clement Mfg. 20-23. 
. F. Goodrich Sponge Prod. 
Div. 7. 
Grundig Radio Works. 6-20. 
Gulton Industries Ltd. 
1-2-6-11-13-15-16-18. 
E. F. Johnson Co. 18, 
D. S. Kennedy & Co, 8-15-16. 
Lapp Insulator Co., Inc. 7. 
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Meridian Metalcraft, Inc. 


7. 
Associates, Inc. 7 
Electronics Inc. 18. 
Ltd. 2-16. 


Corp. 7. 
a. Ind. 4-12-19. 


td. 20. 

Phaostron Instrument & Elec- 
tronic Co. 2. 

Photo Crystals, Inc. 6. 

Polarad Electronics Corp. 15. 

Polyphase Instrument Co. 7. 

Prema P~-9d., Div. of Chisholm- 
Ryder Co., inc. 2-8-11-14-19-24. 

Prodelin, Inc. 6-13-15. 

Redifon England Ltd. 13. 

Savage & Parsons, Ltd. 1. 

Scala Radio Co. 
10-11-20-22-23-24. 

Sierra Electronic Corp. 7. 

Sioux Radio Pro 

The States Co. 7. 

Stratton & Co. Ltd. 14. 

Superex Electronics Corp. 12-13. 

Telerad Mfg. Corp. 2-6-15-16. 

Telrex Labs. 
9-10-11-16-18-20-22-24-25. 

J. Langham Thompson Ltd. 24. 

Transco Prod., Inc. 
2-3-6-7-14-16-24-25. 

Vidaire Electronics Mfg. Corp. 


20-22. 
WacLine, Inc. 7. 


ATTENUATORS 
1. Audio 4. Microwave 
2. Coaxial 


Decade 

3. Microwave, Fixed 
Adjusted & 5. Microwave 
Calibrated Step 

rf & if 

Airtron Canada Ltd. 3-4-5. 

Automatic Telephone & Sound 
Services Ltd. 

Bayly Engineering Ltd. 2-3. 

Canadian Marconi Co. 2-6. 

Canadian Research Institute. 1-2. 

Jerrold Electronics Corp. 6. 

Pylon 7 oe Development 
Co., Ltd. 6, 

Sperry oh Co. 3-5-6. 

Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd. 6. 

Advance Components Ltd. 1-2-6. 

Airborne Instrument Lab., Inc. 6 

Airtron, Inc. 3-4-5. 

Anderson Labs., Inc. 6. 

Applied Research, Inc. 4-6. 

Belling & Lee Ltd. 6. 

BJ Electronics, Borg-Warner 
Corp. 6. 

Blonder-Tongue Labs., Inc. 6. 

Bogart Mfg. Corp. 3-4-5. 

British Physical Labs. 1-2-3-6. 

Cascade Research Div. 3. 

Chadwick-Helmuth Co. 2. 

Cinema Engrg. Div. of Aerovox 
Corp. 1-2. 

Clarostat Manufacturing Co. 1-6. 

Coaxial Connector Co., Inc. 
1-2-3-4-5-6. 

Control Electronics Co., Inc. 


5. 

A/S Danbridge. 2. 
Danbury-Knudsen Div. of Am- 
phenol Electronics Corp. 6. 

The Daven Co. 1-2-3-5. 

Dawe Instruments Ltd. 

Diamond Antenna Microwave 
Corp. 3-4-5-6. 

Douglas Microwave Co. Inc. 


Electro-Measurements, Inc. 2. 
Electronic Associates Inc. 2. 
Electronic Specialty Co, 3-4-5. 
Empire Devices Products Corp. 


Entron, Inc. 6. 
Ferranti Ltd. 3. 
F-R Machine Works, Inc. 3-4-5. 
Film Capacitors Inc. 2. 
Filmohm Corp. 
Seaere: Radio Co. 2. 
. F. Goodrich Sponge Prods. 
B. Div 3-4-5. 
Hewlett-Packard Co. 1-2-3-5-6. 
Jerrold Electronics Corp., Inc. 


E. F. Johnson Co. 6. 
Kay Electric Co. 1-2-6, 
@ Wayne Kerr Ltd. 1-2-6. 
® Measurements, A McGraw 
Edison Div. 2-6. 
Meridian Metalcraft, Inc. 3. 
Microlab. 3-4-5-6. 
Microwave Associates, Inc. 3. 
® Muirhead & Co. Ltd. 1-2. 
Ortho Filter Corp. 1-2-3-5-6. 
Photo Crystals, Inc. 3. 
Radiometer. 1. 
W. H. Sanders (Electronics) Ltd. 


3. 
Shalicross Mfg. Co. 1-2. 


Telerad Mfg. Corp. 2-6. 
Trans Electronics Corp. 1. 
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Trad. Electronics Corp. 3-4-6. 
Vidaire Electronics Mfg. Corp. 


1-6. 
Waveline Inc. 3-4-5. 
Weinschel Engineering & Mfg. 
Corp. 2-3-4-5. 
@ Welwyn Electrical Labs., Ltd. 1. 


AUDIOMETERS 


Amplivox (Canada) Ltd. 
® Canadian Kesearch Institute. 
Dawe Instruments Ltd. 


B 
BAFFLES—Speaker 


Armaco Branded Electronic 
Components. 
Audio Vox Intercom Ltd. 
Electronic Enterprises Ltd. 
# Canadian General Electric Co., 


.E. & T.D. 
Electronic Research & Develop- 
ment Co. Ltd. 
= Engineered Sound Systems Ltd. 
Ericsson Telephone Sales of 
Canada Ltd. 
Hammond Mfg. Co. Ltd. 
Peter Munk Associates Ltd. 
McCurdy Radio Industries Ltd. 
National Sound Services Ltd. 
Ronnie Leather Goods. 
York Woodcraft Ltd. 


Argos Prods. Co., Inc. 

R. J. Audio Prods. 

Croname, Inc. 

Hartley Prods. Co. 

Lowell Mfg. Co. 

Peffer Sound Systems Ltd. 

Peerless Fabrikkerne A/S. 

Peerless Prods., Inc. 

Premier Metal Prods. Co. 

Racon Electric Co. Inc. 

Saxton Prods., Inc. 

Sonotone Corp. 

Soundolier, Inc. 

Stromberg Carlson Co. 

Tannoy Prods., Ltd. 

The Trix Electrical Co. Ltd. 

Utah Radio Prods. Corp. 

Vitavox Ltd. 

Whiteley Electrical Radio Co. 
Ltd. 


BARRETTERS 


Amalganiated Electric Corp. Ltd. 


Sperry Gyroscope Co. 


® Rogers Electronic Tubes & Com- 
ponents, Div. of Philips Elec- 


tronic Industries, Ltd. 


s Measurements, A McGraw- 
Edison Div. 
Siemens Edison Swan Ltd. 


BASES 
1. Diode 
2. Relay 
Amphenol Canada Ltd. 1-2. 
s Oki & ‘Willadsen Ltd. 2. 


Atlas E-E Corp. 1-2-3. 

Belling & Lee Ltd. 1. 

L. L. Constantin & Co. 1-3 

Grayhill, Inc. 3. 

The Keyswitch Co. 2. 

Leach Corp. 2. 

Motorola Inc., Semiconductor 
Prods. Div. 3. 

Philips Electronics, Inc., Elec- 
trical Industries Div. 1-3. 


BATTERIES 


1. Dry 

2. Mercury 

3. Standard 
Cell 


Amalgamated Electric Corp., 
Ltd. 4. 


3. Transistor 


4. Storage 
5. Storage 
Nonspill 


Automatic Electric (Canada) 
Ltd. 3-4, 


Burgess Battery Co. 1. 

The Canadian Fairbanks-Morse 
Co. Ltd. 1-4, 

Electric Storage Battery Co. 4. 

Globelite Batteries Ltd. 4. 

Gould-National Batteries of 
Canada, Ltd. 4-5. 

Hart Battery Co. Ltd. 4. 

Ray-O-Vac (Canada) Ltd. 1. 

Silvercel of Canada 7 ‘ees 

Syntron (Canada) Ltd. 


erg | Electrical § Storage Co. 


Frank R. Cook Co. 1-4, 

Gulton Industries, Inc, 4-5. 

Muirhead & Co. Ltd. 3. 

National Carbon Co., Div. of 
Union Carbide Canada Ltd. 
1-2-3. 

Patterson, Moos Div. of Uni- 
versal Winding Co., Inc. 4. 


Sonotone Corp. 4. 
® Weston Instruments Div., 
Daystrom Inc. 


BATTERY CHARGERS 


1. Electron 
Tube 

2. Engine 
Driven 

3. Metallic 
Oxide 


6. Selenium 


Acme Electric Corp. Ltd. 6. 
Amalgamated Electric Corp. 
Ltd. 6. 
® Automatic Electric (Canada) 
Lt 


Bepco Canada Ltd. 6. 
« Canadian General Electric Co., 
E.E. & T. 


Canadian Line Materials Ltd. 
1-3-5-6. 

Canadian Research Institute. 
1-3-4-5. 


Canadian Westinghouse Co. Ltd., 
Electronics Div. 

Conway  * (ome Enterprises 
Reg’d. 

Electric * ol Battery Co. 4-6, 

Electronic Engineering. 6. 

Ericsson Telephone Sales of 
Canada Ltd. 3-6. 

Joy Mfg. Co. (Canada) Ltd. 5. 

National Sound Services Ltd. 6. 

R. H. Nichols Ltd. 3-6. 

Powertronic Equipment Ltd. 
1-2-3-4-5-6. 

Research Industries Ltd. 1-6. 

suite C Telephones & Cables 

Co. (Canada) Ltd. 6. 

mH 5: Television Prods. Ltd. 

6. 


F. V. Topping Electronics Ltd. 
5-6 


American Television & Radio. 5. 


Beckman Instruments Inc., 
Instruments Div. 1. 

Christie Electric Corp. 3-5-6. 

H. Clarke & Co. (Manchester) 
Ltd. 6. 

Control Panel Corp. 1-3-6. 

Cornell-Dubilier Elec. Corp. 6. 

The Electronic Construction Co. 
2-4-6. 


Electronic Instrument Co. 3. 

Fansteel Metallurgical Corp. 1-6. 

Leach Corp., Inst. Div. 2-3-4-5-6 

P. R. Mallory & Co. Inc. 6. 

Motor Generator Corp. 2-4. 

NJE Corp. 1-6. 

Opad Electric Co. 1-3-5-6. 

Perkin Engrg. Corp. 6. 

S.A.F.T. Accumulateurs. 4-5. 

Schauer Mfg. Corp. 3-5-6. 

Siemens Edison Swan Ltd, 1-6. 

Telefonaktiebolaget L. M. 
Ericsson. 6. 

Triple-A Specialty Co. 6. 

Vectrol Engrg. Inc. 1. 

Walker Rectifier Co. 1. 


BEACONS—Radar 


. Con General Electric Co., 
Ltd., E.E. & 
Collins Radio Co. of Canada 


Sperry Gyroscope Co. 

Raytheon Canada Ltd. 

RCA Victor Co., Ltd. 

The Wind Turbine Co. of 
Canada Ltd. 


Atomic Labs., Inc. 

Airtron, Inc. 

Bendix Aviation Corp. 

Bomac Labs., Inc. 

Control Electronics Co., Inc. 

Emerson & Cuming, Inc. 

Ferranti Ltd. 

General Communications. 

Measurements, A McGraw- 
Edison Div. 

Murphy Redio Ltd. 

Telerad Mfg. Corp. 

Transco Prods., Inc. 


BEACONS— 
Radio Navigation 


ee Research & Develop- 
ment td. 
Meenamnmant Engrg. Ltd. 
Radio Communications Equip- 
ment & Engrg. Ltd 
Raytheon Canada Ltd. 
Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd. 
Airborne Instruments Lab. Inc. 
Control Electronics Co., Inc. 
Ferranti Ltd. 
Fisher Research Lab., Inc. 
Radio Corp. of America. 
Simmonds Aerocessories, Inc. 
Transco Products, Inc. 


BENDS—Microwave 
Airtron Canada Ltd. 


Andrew Antenna Corp. Ltd. 
Collins Radio Co. of Canada 


Ltd. 
Sinclair Radio Labs., Ltd. 


Airtron Inc. 

Bogart Mfg. Corp. 

Chemalloy Electronics Corp. 
-. —e Antenna Microwave 


orp. 
Dielectric Products Engrg. Co., 
Ltd. 
B. F. Goodrich, Sponge Prods. 
Div 


F-R Machine Works, Inc. 
I.T.E. Circuit Breaker Co. 
D. S. Kennedy & Co. 

® Measurements, A McGraw- 

Edison Div. 

Meridian Metalcraft, Inc. 
Microwave Associates, Inc. 
Narda Microwave Corp. 
Radio Corp. of America. 
Telerad Mfg. Corp. 
Waveline, Inc. 


BLOCKS—Fuse Blocks 
& Holders 


. Cp. General Electric Co. 
Ltd., & T.D. 
Conway "Bicaecahe Enterprises 


eg'd. 

Electronic Components Ltd. 

Ericsson aypeguene Sales of 
Canada, 

Great Lakes ‘Fiectrical Special- 
ties, Ltd. 

National Fibre Co. of Canada 
Ltd 


s Oki & Willadsen Ltd. 
Raytheon Canada Ltd. 
Smith & Stone Ltd. 
sees Fibre Co. of Canada 
td. 


Aerialite Ltd. 

Aerolite Electronics Corp. 

Belling & Lee Ltd. 

Bussraann Mfg., Div.. McGraw- 
Edison Co. 

Hugh H. Eby Co. Inc. 

Fuse Indicator Corp. 

Littelfuse Inc. 

Permonite Mfg. Co. 

Walker Rectifier Co. 

Walso Electronics Mfg. Co. 


BLOWERS—Small 


Canadian Armature Works Inc. 

Canadian General Electric Co. 
Ltd., E.E. & T.D. 

The Canadian Fairbanks-Morse 
Co. Ltd. 

Dominion Electrohome Indus- 
tries 

Joy Mfg. Co. (Canada) Ltd. 

Northern Radio Mfg. Co., Ltd. 


Amco Engrg. Co. 
Globe Ind. Inc. 
Induction Motors Corp. 

® McLean Engrg. Labs. 
John Oster Mfg. Co. 
Ripley Co., Inc. 

# Rotron, Inc. 
Servomechanisms Inc., 

Mechatrol Div. 


BOARDS—Capacitor or 
Resistor 


Allied Circuit Techniques Ltd. 
Measurements Engrg. Ltd. 

Oki & Willadsen 
Servomechanisms (Canada) Ltd. 
T.M.C. (Canada) Ltd. 


Aerolite a Corp. 
Atlas E-E C 

Cambridge "Tenuiontc Corp. 
Firma Tage Schou 

Grayhill Inc. 

Lerco Electronics, Inc. 
Littelfuse Inc. 

Walker Rectifier Co. 


BOARDS—Plotting 


# Canadian Westinghouse Co., 
Ltd., Electronics Div. 

. George Kelk Ltd. 

= Oki & Willadsen Ltd. 


California Computor Products 
Electronic Associates Inc. 
Servo Corp. of America 

Tally Register Corp. 


BOARDS—Plug 


Allied Circuit Techniques Ltd. 
® Canadian Westinghouse Co. 
Ltd., Electronics Div. 
= Oki & Willadsen Ltd. 
Standard Electric Time Co. of 
Canada Ltd 


Electronic Assoc. Inc. 
Lerco Electronics, Inc. 
Pomona Electronics Co. 
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BOARDS—Strip Type 
Measurement Engrg. Ltd. 


Alcon Metal Prods., Inc. 
Auth Electric Co. Inc. 
Cambridge Thermionic Corp. 
Grayhill Inc 

Lerco ie Inc. 


BOBBINS 


C. Coil Winding 
T. Transformer Winding 
Ericsson Telephone Sales of 
Canada Ltd. C. 
National Fibre Co. of Canada 


Ltd. C. 

# Oki & Willadsen Ltd. C. 
Osborne Electric Co., Ltd. C. 
S. G. Smallwood Ltd. C. 
Spaulding Fibre of Canada Ltd. 
Advance Components Ltd. C. 
American Molded Prods. C. 
Associated American Winding 

Machinery. C-T. 
Boesch Mfg. Co., Inc. C. 
H. Clarke & Co. (Manchester) 
Ltd. C-T. 
Cosmo Plastics. C. 
Epco Products, Inc. C. 
Gries Reproducer Corp. C. 
Julie Research Labs. Inc. C. 
Precision Tube Co., Inc. C. 
Whiteley Electrical Radio Co. 
Ltd. C-T. 


BOOMS—Microphone 


Electronic Materiels Interna- 
tional 

Atlas Sound Corp. 

S. G. Brown Ltd. 

Radio Corp. of America 


BOOSTERS—Television 


Benco Television Associates Ltd. 


Canadian Genera! Electric Co., 
E.E. & T.D. 

Jerrold Electronics Corp. 

Regency Electronics Ltd. 

Standard Television Prods. Ltd. 

Belling & Lee Ltd. 

Blonder-Tongue Labs., Inc 

Entron, Inc. 

Murphy Radio Ltd. 

Technical Appliance Corp. 

Television Utilities Corp. 


BREADBOARD KITS— 
Electronic 


Allied Circuit Techniques Ltd. 

Conway Electronic Enterprises 
Reg’d. 

Helipot Corp. 

Rogers Electronic Tubes & 
Components, Div. of Philips 
Electronics Industries, Ltd. 


Allen B. Du Mont Labs., Inc 
rag Co., Inc. 
P.LC. Design Corp. 
Pomona Electronics Co. 
Science Electronics, Inc. 
—— (Control Equipment) 
td. 


BREAKERS—Circuit 
# Canadian General Electric Co. 
Ltd., E.E. & T.D. 
Osborne Electric Co., Ltd. 
Pioneer Controls Ltd. 


Belling & Lee Ltd. 


wom & Poensgen GmbH. 


George Ellison Co. 
Heinemann Electric Co. 
Littelfuse Inc. 
Mechanical Products, Inc. 
Metals & Controls Corp. 


BRIDGES 
6. Megohm 
7. Resistance 


Interface 
Impedance 
3. Electrical 
4. Impedance 
5. Inductance 
Aerovox Canada Ltd. 1. 


Bayly Engineering Ltd. 4-5. 
be? eos Co. of Canada Ltd. 


* Canadian General Electric Co. 
Ltd., E.E. & T.D. 3-7. 
« Canadian Marconi Co, 1-4-5-7-9 
# Canadian Research Institute. 
1-3-4-5-6-7-8- 
Conway Electronic’ Enterprises 
Reg’d. 3-8- 
International Resistance Co. 


Measurement Engrg. Ltd. 8-9. 


Polytronics Co. 6-7-8-9-11. 
Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd. 4. 
Thermovolt Instruments Ltd. 

3-4-5-6-7-8-9-1 > 


Tinsley Instruments. 
1-3-4-5-6-7-8-9-11. 


age Research Instrument Co., 

nc. 9. 

Alford Mfg. Co. 10. 

Associated American Winding 
Machinery. 1-3-7. 

Associated Research, Inc. 6-7. 

Avo Ltd. 3. 

B & F Instruments Inc. 7. 

Beckman Berkeley Div. 7. 

A/S Bruel & Kjaer. 1-4-5-6-7. 

British Physical Labs. 
1-3-4-5-6-7-8- 

Cambridge Instrument Co. Ltd. 
1-3-4-5-6-7-8-11. 

Chadwick-Helmuth Co. 1-4-5-7. 

Clough-Brengle Co. 5-7. 

Cornell-Dubilier Elec. Corp. 1. 

Dale Prods. Inc. 7. 

A/S Danbridge. 1-3-4-5-7. 


Dawe Instruments Ltd. 1-4-5-6-7. 


Electro-Measurements, Inc. 
1-3-4-5-7-11 

Electronic Instruments Ltd. 6-7. 

Fisher Research Lab. Inc. 

John Fluke Mfg. Co., Inc. 3. 

General Radio Co. 1-4-5-6. 

Hartmann & Braun A.G. 
1-3-5-7-8-11. 

Heath Co. 4. 

Hewlett-Packard Co. 4-10. 

Industrial Control Co. 1. 

Industrial Development Labs., 
Inc. 5 

Industrial Instruments, Inc. 
- 11, 

1/S Jensen Electric. 1. 

Julie Research Labs. Inc. 
-3-4-5-6-7. 

Kearfott Co. Inc. 7. 

Wayne Kerr. a oe 

Manson Labs., Inc. 

Measurements, A hébeieb- 
Edison Div. 9. 

Mid-Eastern Electronics. 
1-3-4-5-6- 

Muirhead & Co. Ltd. 
1-3-4-5-7-11. 

Nash & Thompson Ltd. 1-7. 

National Co. Inc. 1-7-11. 

Radiometer. 1-4-5-6-7-11. 


Robertshaw-Fulton Controls Co., 


Instrument Div. 1-3. 
Gebr. Ruhstrat, 3-5-7-10-11. 
Savage & Parsons = 7-8-11. 
Shallcross Mfg. Co. 1-3-6-7-11. 
Sifam Electrical Instrument Co. 
Ltd. 8-9. 
Simmonds Aerocessories Inc. 1. 
Southern Instruments Ltd. 11. 
Southwestern a Elec- 
tronics Co. 
Sprague CB Ltd. 
James S. Spicey Inc. _ 
Telerad Mfg. Co 
Dipl. ine —s ‘mick. 6. 
Waters Mfg. Inc. 


BROADCAST INPUT 
CONTROL EQUIPMENT 
= Canadian General Electric Co. 
Lid., . & T.D. 
# Canadian Research Institute 
7 ey Radio Co. of Canada 
RCA Victor Co., Ltd. 


W..E.. Maxson Co. 
BUSHINGS—Hermetically 
Sealed 


Osborne Electric Co., Ltd. 
® Quality Hermetics Ltd. 


Automatic & Precision Mfg. Co. 
Lundey Associates, Inc. 


BUSHINGS—Meetallic 
R & M Bearings Canada Ltd. 
Litton Industries, Components 


iv. 
Peerless Prods., Inc. 


BUSHINGS—Nonmetallic 


R & M Bearings Canada Ltd. 
comnns Fibre Co. of Canada 
td. 


Geo. Bray & Co. Ltd. 
® Centralab Div., Globe-Union, 


Inc. 
H. Clarke & Co. (Manchester) 
Heyman Mfg. Co. 


Peerless Prods., Inc. 
# Polypenco, Inc. 
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Cc 


CABINETS—Metal 
Barber-Colman of Canada Ltd. 
Bishop Sons & Co. Ltd. 
Canadian Admiral Corp. Ltd. 
Canadian “wits Electric Co. 

Ltd., E.E. & T.D. 
Collins Radio Co. of Canada 


t 
Dominion Aluminum Fabricating 


td. 
Electronic Research & Develop- 
ment Co. Ltd. 
Hammond Mfe. ae 
Humble Mfg. Co. . 
Measurement Eng L ‘ina. 
Powertronic Equi; — Ltd. 
RCA Victor Co. 
Renfrew Electric Cid. 
Research Industries Ltd. 
eee & Tindall Ltd. 
T.M.C. (Canada) Ltd. 


Amco Engineering C Co. 

Bud Radio Inc. 

Budelman Electronics Corp. 

Conrad, Inc 

Control Panel Corp. 

Craig Systems Inc. 

Croname, Inc. 

Falstrom Co. 

Alfred Imhof, Ltd. 

Paulite Plastics Co. Ltd. 

Premier Metal Products Co. 

Stratton & Co. Ltd 

Union Steel Chest 

United Aircraft Prods. Inc. 

bas ae Electrical Radio Co. 
td. 


CABINETS—Plastic 


Canadian Admiral Corp. Ltd. 
® Canadian General Electric Co. 


Hathaway Kraemer Ltd. 

Allied Plastics Supply Corp. 
® Amco Engineering Co. 

Waldom Electronics Inc. 


CABINETS—Wood 


Electronic Enterprises Ltd. 
Peter Munk Associates Ltd. 
York Woodcraft Ltd. 


Argos Products Co. Inc. 

Hartley Products Co. 

Jensen Mfg. Co. 

Lornell Mfg. Co. 

Oxford Components, Inc. 

Racon Electric Co. Inc. 

Tannoy Prod. Ltd. 

Whiteley Electrical Radio Co. 
Ltd. 


CABLE ASSEMBLIES 


Airtron Canada Ltd. 

Amcan Electrical Harness Ltd. 

Amphenol Canada Ltd. 

— Manufacturing Co. 
td. 

Cannon Electric Ltd. 

Electronic Components Ltd. 

Electronic Enterprises 

Fleck Mfg. Ltd. 

Joy Mfg. Co. (Canada) Ltd. 

Measurement Engrg. Ltd. 

National Sound Services Ltd. 

R. H. Nichols, Ltd. 

Phillips Electrical Co. Ltd. 

Raytheon Canada Ltd. 

N. Slater Co. Ltd. 

T.M.C. (Canada) Ltd. 


Aerialite Ltd. 

Airtron Inc. 

Alpha Wire Corp. 

Auth Electric Co. In 

Bendix Aviation C ore. Scintilla 
Div. 

Birnbach Radio Co., Inc. 

California Technical Industries, 
Div. of Textron, Inc. 

Dale Prods., Inc. 

Diamond Antenna Microwave 
Corp. 

Entron, Inc. 

Hitemp Wires Inc. 

Microdot, Inc. 

Pacific Automation Prods., Inc. 

Permonite Mfg. Co. 

Revere Corp. of America 

Saxton Prods. Inc. 

Switchcraft, Inc. 

Walso Electronics Mfg. Co. 


CABLE CLAMPS & CLIPS 


Aluminum Co. of Canada Ltd. 
® Automatic Electric (Canada) 
L 


td. 
® Beatty Bros. Ltd. 
e Burndy Canada Ltd. 
Dominion Fasteners Ltd. 
Electronic Components Ltd. 


Ericsson Telephone Sales of 
Canada Ltd. 

Hellerman Canada Ltd 

National Fibre of Canada Ltd. 

R. H. Nichols, Ltd 

N. Slater Co., Ltd. 


Aerialite Ltd. 

Atlas E-E Corp. 
Birnbach Radio Co., Inc. 
Commercial Plastics Co. 
Evershed & Vignoles Ltd. 
Exacto Industries, Inc. 
Firma Tage Schouboe 
Holub Industries, Inc. 
Pacific — ar Prods., Inc. 
Permanoid 

Weckesser Co ‘0. 


CABLE 
1. Coaxial 


2. Coaxial 
Rigid 
2 Insulated 


Low 


Aluminum Co. of Canada Ltd. 


Andrew Antenna Corp. Ltd. 

1-2-7-8. 

Benco Television Associates, 

Ltd. 1. 

Bepco Canada Ltd. 3-6-7. 

® Boston Insulated Wire & Cable 
Co. Ltd. 1-2-3-4-5-6-7-8. 

® Canada Wire & Cable Co. Ltd. 
1-2-3-4-5-6-7-8. 

® Canadian General Electric Co., 
E.E. & T.D. 3-5 


Decca Radar (Canada) Ltd. 7. 

Ericsson Telephone Sales of 
Canada Ltd. 1-2-3-4-5-6-7. 

Federal Wire & Cable Co. Ltd., 
Div. of H. K. Porter Co. 
(Canada) Ltd. 1-2-3-4-5-6-7. 

Joy Mfg. Co. (Canada) Ltd. 1-3. 

Phillips Electrical Co. Ltd. 
1-2-3-4-5-6-7-8. 

— Conduits Ltd. 


RCA Victor Co. Ltd. 12. 
Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd. 1-7. 


Aerialite Ltd. 1-2-3-4-5-6-7-8. 

Alford Mfg. Co. 2. 

— Plastics Supply Corp. 

Alpha Wire Corp. 1. 

American Super-Temperature 
Wires Inc. 1, 

Associated American Winding 
Machinery. 1-3-6. 

Associated Engrg. Corp. 3. 

Belden Mfg. Co. 1-3-5-6-7-8. 

Berkshire Electric Cable Co. 1. 

Birnbach Radio Co., Inc. 
1-3-4-5-6-7-8. 

British Insulated Callender’s 
Cables Ltd. 1-2-3-4-5-6-7. 

Consolidated Wire & Associated 
Co’s. 1-2-3-4-5-6-7-8. 

—— poem. Engrg. Co., 
Inc. 2-7-8 

Entron, Inc. 1. 

Felten & Guilleaume Carlswerk 

A.G. 2. 


General Radio Co. 1. 
Grundig Radio Werke. 1-3-6. 
Gulton Industries Inc. 1-4-6. 
Hitemp Wires, Inc. 1-2-3-4-6. 
Hovey Industries Inc. 1-6. 
Ingenier Buro Atlas. 1-3-6. 
Inso Prods. Ltd. 1-3-6. 
Labtronics Inc. §. 
Measurements, A McGraw- 
Edison Div. 1-7. 
Meridian Metalcraft, Inc. 2. 
Microdot, Inc. 1-4-6-7, 
Pacific Automation Prods., Inc. 


- 7-8. 
Permanoid Ltd. 1-2-3-4-5-6-7. 
Permanoid Wire Corp. 1-4-5-6-7. 
Phalo Plastics Corp. 1-3-5-6-7, 
Precision Tube Co., Inc. 2-6-7-8. 
Prodelin, Inc. 1-2-7-8. 
Rego Insulated Wire Corp. 3-5-6. 
Reliance (Cords & Cables) Ltd. 
3-5-6. 
Revere Cor 


. of America. 3-6. 
Saxton Pr Inc. 


1-2-3-4-5-6-7-8. 
Tape Cable Corp. 
Times Wire & 


CALIBRATORS 

1. Crystal 4. Sweep 

2. Frequency . ubf 

3. Radar 6. Voltage 
Range 7. vewr 

® Canadian Marconi Co. 2-7. 

® Canadian Research Institute 


3-4-6. 
able Co., Inc. 1. 


. Collins Radio Co. of Canada 


td. 1. 
Decca Radar (Canada) Ltd. 3. 
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Lake Engrg. Co. Ltd. 1-2. 

Measurement Engrg. Ltd. 1-2. 

Mallory Battery Co. of Canada 
Ltd. 5-6-7. 

+ Plessey ‘Co. of Canada Ltd. 


Radio Communications Equipt. 
& Engrg. Ltd. 

C. R. Snelgrove Co., Ltd. 1. 

are Gyroscope Co. 3. 
T.M.C. (Canada) Ltd. 1-2. 


Advance Components Ltd. 1. 

— Instruments Lab., Inc. 
1-2- 

A/S Danbridge. 2-6. 

Ballantine Labs., Inc. 6. 

B & K Mfg. Co. 6. 


Budelman Electronics Corp. 2. 

Berkeley Div., Beckman Instru- 
ments, Inc. 1-2. 

Burroughs Corp. 6. 

Coaxial Connector Co., Inc. 5. 

Control Electronics Co., Inc. 
1-2-3-5. 

Allen B. du Mont Inc. 2. 

Electro Mechanical Res. Inc. 2. 

John Fluke Mfg. Co., Inc. 6. 

F-R Machine Works, Inc. 7. 

General Radio Co, 2-7. 

Gertsch Prods., Inc. 2. 

ba Hammarlund Mfg. Co. Inc. 


Hewlett-Packard Co. 7. 

Industrial Test Equipment Co. 2. 

International Research. 2. 

E. F. Johnson Co. 1-7. 

Kearfott Co., Inc. 2-6-7. 

Measurements, A McGraw- 
Edison Div. 2-6. 

Millivac Instruments. 6. 

Murphy Radio Ltd. 1-3. 

NJE Corp. 6. 

Owen Labs., Inc. 6. 

Potter Instrument, Inc. 2. 

Precision Apparatus Co. Inc. 1. 

Quarzkeranick GmbH. 

Radio Frequency Labs. 1-2. 

Tektronix, Inc. 4, 

Telerad Mfg. Corp. 2-3. 

Tel Instrument Electronics Corp. 


Waveline Inc. 


CALORIMETERS— 
Microwave 


® Sinclair Radio Labs. Ltd. 
Sperry Gyroscope Co. 


Chemalloy Electronics Corp. 
B. F. Goodrich Sponge Prods. 


iv. 
Hewlett-Packard Co. 

M. C. Jones Electronics Co., Inc. 
Levinthal Electronic Prods. Inc. 
Sierra Electronic Corp. 


CAMERAS—Data Recording 
Canadian Applied Research Ltd. 


Allegany Instrument Co., Inc. 
Ss. Brown Ltd. 
Chadwick-Helmuth Co. 
Electronic Tube Corp. 

a Camera & Instrument 


Flight "essasch 

General Radio Co. 

Keleket X-Ray Corp. 

J. Langham Thompson Ltd. 
Traid Corp. 


CAMERAS—Oscilloscope 


Canadian Applied Research Ltd. 
~~ Electronics Industries 
td. 


Advanced Electronics Mfg. Corp. 


Coleman Engrg. Co., Inc. 
Cossor Instruments Ltd. 
Allen B. Du Mont Labs., Inc 
Electronic Tube Corp. 
Fairchild Camera & Instrument 
Corp. 
Robot Berning & Co. 
Telechrome Mfg. Corp. 
Savage & Parsons Ltd. 
Southern Instruments Ltd. 
J. Langham Thompson Ltd. 


CAMERAS—Television 


® Canadian General Electric Co. 
Ltd. E. & T.D. 


Blonder-Tongue Labs. Co. 
Diamond Power —-9 Corp. 
Allen B. du Mont Inc. 

General Precision Lab. 

Grundig Radio Werke 

Ingenier Buro Atlas 

Int. Telemeter Corp. 

Radio Corp. of og 
Telechrome Mfg. Cor 

Thompson Products Ltd. (Dage) 


CAMERAS—X-ray 


Canadian General Electric Co. 
E. E. & T. D 


Philips. Electronics Industries 
Ltd. 


Coleman, alg Co., Inc. 

General ‘Radiological Ltd. 

Westinghouse Electric 
International Corp. 


CAPACITORS, FIXED 

Note: Hermetically sealed, pressure 
or vacuum types are indicated by 
(h), (p) or (v). 


12. Mica 
13. Paper 


2. 
> Electrolytic 14. Plastic 


9. Glass 
10. High Voltage 


15. Power 


16. 
17. 


18. Silvered 
Mi 


ica 
19. Tantalum 


11. Metallized 


Aerovox Canada Ltd 
1-3-4-5-6-10-11- 12-13-14-15- 
18-19. 

Aircraft Marine Prods. of 
Canada Ltd. 10-16-17. 

Amalgamated Electric Corp. Ltd. 
14 (h). ‘ 

Armaco Branded Electronic 
Components 4, 

Allen Bradley Canada Ltd. 1-6. 

Canadian oe oe Electric Co. 


E. E. . D. 
3-4-5-10-13-14-15-17-19 (h). 

Canadian Research Institute 
2 (h). 

Centralab Canada Ltd. 1-6-10. 

Daly Capacitors Ltd. 3-4-5. 

Eclipse Electronics Co. 6-13-14. 

Ericsson Telephone Sales of 
Canada Ltd. 
1-3-5-11-13-14-15. 

Erie Resistor of Canada Ltd. 
1-6-12-14-18. 

Hunt Capacitors of Canada Ltd. 

14, 


Matthey & Mallory 


18-1 

The Ren. Co. of Canada Ltd. 
1-3-4-5-7-11-13-14-15-16-18-19. 

Polytronics Co. 2. 

Rogers Electronics & 
Components Div. of Philips 
Electronics Ind. Ltd. 
1-3-4-5-10-12-13-15-18-19. 

Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd. 19. 

Taylor-Leslie Mining & Engrg. 
Corp. Ltd. 3-19 (h). 

Telegraph Condenser Co. 
(Canada) Ltd. 3-19 (h). 

Tinsley Instruments 2-12-16-18. 

Titania wt yom Corp. of Canada 
Ltd. 1-5. 


Ajax Condenser Corp 
2- 3-4-9-10-13-14-15-17-19 (¥). 

Amperax Electronic Corp. 

10 (v¥). 

Arco-Elmenco 
9-11-12-13-14-18-19. 

Associated American Winding 
Machinery 3. 

Astron Corp. 1-3-4-11-13-14. 

Automatic Coil Mfg. Ltd. 1-6. 

Balco Research Labs. 

7-11-14 (h). 

British Insulated Callender’s 
Cables Ltd. 5-10-15. 

Cambridge tata Co. Ltd. 

Cape Thermionic Corp. 

1 

Centralab Div., Globe-Union, 
Inc. 1-6-10. 

Cornell-Dubilier Elec. Cor, 

1-2-3-4-5-6-10-11-12- 13-1: 15- 
17-18-19 (h). 

Corning Glass Works 9. - 

Corson Electric Mfg. Corp. 
5-10-13-14-15-17 (h). 

Dawe Instruments Ltd. 

A/S Danbridge 2-16. 

Dubilier Condenser Co. (1925) 
Ltd. 1-2-3-4-5-6-7-8-10-12-13-14- 
15-17-18 (h). 

Eastern Precision Resistor Corp. 
2-5-10-11-14-17. 

Eitel-McCullough Inc. (v¥). 

Electro-Measurement, Inc. 2 (h). 

ms YY Fabricators, Inc. 


moseae Instrument Co. Inc. 2. 
Endevco Corp. 2. 


Fansteel Metallurgical Corp. 
3-4-19-19(p). 

Ferranti Ltd. 20. 

Film Ca —— Inc. 3-10 (h). 

Filtron Inc 
5-6-9-10-11- 13-14-15-17. 

General Radio Co. 2-16-18. 

Good-All Electric Mfg. Co. 
12-14. 

Gulton Industries, Inc. 1. 

ee & Braun A.G. 
8-10-16 

Illinois Condenser Co. 

-3-4-5-13 (h). 

Johnson Matthey & Co, Ltd. 
3-4-5-18 (h, v) 

Lapp Insulator Co., Inc. 8-9 (p). 

P. R. Mallory & Co. Inc. 
3-4-5-19 (h). 

Micamold Electronics Mfg. 
Corp. 3-4-11-12-13-14-17-18 


(h, p) 
Mucon Corp. 1-6. 
Muirhead & Co. Ltd. 
2-12-13-16 (h). 
Onondaga Pottery Co., 
Electronics Div. 1-15. 
Phillips 7 Co, Ltd. 
10-13-15 (h). 
Plastic Capacitors Inc. 
5-10-13-14. 


Pyramid Electric Co. 
1-3-4-9-10-11-13-14-18. 
Radio Materials 1-6. 
Rosenthal 1-3-7-12-13 (h). 
Sangamo Electric Co. 
1-3-4-5-6-11-12-13-14-18-19. 
Servomex Control Ltd. 2. 
Shalicross Mfg. Co. 17. 
W. S. Shamban & Co. 14, 
Solar Mfg. Corp. 1-6. 
Sprague International Ltd. 
1-2-3-4-5-6-7-9-10-11-12-13- 
14-15-16-17-18-19-(h, p) 
Steatite Insulations Ltd. 1-6-10. 
Steatit Magnesia A. G. 


1-6-7-10. 

Telefonaktiebolaget L. M. 
Ericsson 

Telegraph Condenser Co. Ltd. 
1-2-4-5-6-10-12-13-14-15- 
17-18 (h). 

Telephone Mfg. Co. Ltd. 
11-13-14-15-18. 

Texas Instruments Inc. 19. 

A/S Ling A Jensen Condenser 
Prods. Ltd 
1- 2 4-5-67-10-11- 12-13-14- 
15-18 (h). 

United Electronic Mfg. Corp. 3. 
Vitramon, Inc. 1-6-9 (h). 

= Welwyn Electrical Labs. Ltd. 9. 
Wilhelm Westermann 

1-3-7-12-13 (h, p). 


CAPACITORS, VARIABLE 


Note: Hermetically sealed, pressure 
or vacuum types are indicated by 


(h), (p) or (v). 
1, Trimmer, 5. Tuning, 
Air Receiver 
6. Tuning, 
itter 
7. Semicon- 
ductor 


2. Trimmer, 


Canadian Admiral Corp. Ltd. 5. 

Erie Resistor of Canada Ltd. 2. 

Hammond Mfg. Co. Ltd 

— Engrg. Co. Ltd. 

The Plessey Co. of Canada Ltd. 
1-3-5-6. 


Radio Condenser Co. Ltd. 5-6. 

Rogers Electronics & 
Components Div. of Philips 
Electronics Ind. Ltd. 1-2-5-6. 


Automatic Coil Mfg. Ltd. 2. 
Balco Research Labs 2 (h). 

Bud Radio Inc. 1-2-3-6, 
Cambridge Thermionic Corp. 2. 
Cardwell Condenser Corp. 1-5. 
Centralab Div. Globe Union Inc. 


2. 

.Eitel-McCullough Inc. 4-6. 

Goldring Mfg. Co. Ltd. 2. 

The Hammarlund Mfg. Co. Inc. 
1-3 (p). 

Hughes Prods. Div., 
Aircraft Co. 7. 

J. F. D. Electronics Inc. 5-6(h). 

—- Bros. (London) Ltd. 


E. F. Johnson Co. 1-6. 

Lapp Insulator Co. Inc. 6(p). 

National Co. Inc. 

Pacific Semiconductors, Inc. 7. 

Rosenthal Isolatoren 2. 

Sangamo Electric Co. 3. 

F. W. Sickles Div., General 
Instrument Corp. 1. 

Solar Mfg. Corp. 2. 

Sprague Int. Ltd. 1-2-3. 

Steatite Insulations Ltd. . 

Steatit—Magnesia A. G. 


Hughes 
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A/S Tobias Jensen Condenser 
Products Co. Ltd. 2. 
Torotor A/S 1-3-5-6. 
s Welwyn Electrical Labs 2. 


CASES—Diode & Transistor 


Advance Components Ltd. 
The Carborundum Co., Globar 
Plant 
L. L. Constantine & Co. 
Electrical Industries, Div. of 
Philips Electronics, Inc. 
Engineered Electronics Co. 
Sprague International Ltd. 
Staver Co., Inc. 


CASES—Instrument & Meter 


Armaco 

Canadian Research Institute 

Canadian Westinghouse Co. Ltd., 
Electronics Div. 

Conway Electronic Enterprises 
Reg’d. 

Electronic Enterprises Ltd. 

Hammond Mfg. Co 

Humble Mfg. Co. Ltd. 

Pylon Electronic Development 
Co. Ltd. 

Research Industries Ltd. 

Spilsbury & Tindall Ltd. 

Springfield Labs. 


Falstrom Co. 

Firma Tage Schouboe 
Alfred Imhof, Ltd. 

Premier Metal Products Co. 
Waldom Electronics, Inc. 
Winston Electronics Ltd. 


CAVITIES—Microwave 


Andrew Antenna Corp. Ltd. 
a Radio Co, of Canada 


Massland Engrg. Co. Ltd. 
Research Industries Ltd. 
Rogers Electronics & 
Components Div. of Philips 
Electronics Ind. Ltd. 
Sinclair Radio Labs. Ltd. 
Sperry Gyroscope 


Airtron Inc. 

American Electronic Labs., Inc. 

Bogart Mfg. Corp. 

Bomac Labs., Inc. 

Control Electronics Co., Inc. 

Diamond Antenna Microwave 
Corp. 

Eitectale Prods. Engrg. Co., 
nc. 

Douglas Microwave Co. Inc. 

Eitel-McCullough Inc. 

Electronic Specialty Co. 

Ferranti Ltd. 

F-R Machine Works, Inc. 

Frequency Standards Ltd. 

a Goodrich, Sponge Prods. 

iv. 

Gruen Industries, Inc. 

Kearfott Co. Inc. 

Meridian Metalcraft, Inc. 

Microwave Associates, Inc. 

Telerad Mfg. Corp. 

Transco Products Inc. 

Waveline Inc. 


CELLS—Photoelectric 


® Canadian Research Institute 

Conway Electronic Enterprises 
Reg’d. 

Polytronics Co. 

Rogers Electronics & 
Components Div. of Philips 
Industries Ltd. 

Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd. 


Computer ‘Measurements Corp. 

Dawe Instruments Ltd 

— Electric Products Co. 
nc 

Hoffman Electronics Corp. 

International Rectifier Corp. 

Dr. B. Lange 

Megatron Ltd. 

Siemens Edison Swan Ltd. 


CELLS—Standard 


The Plessey Co. of Canada Ltd. 
Polytronics Co. 


Hartmann & Braun A. G. 
® Muirhead & Co. Ltd. 


CHAMBERS 


1. Aititude 

2. Fungus Test 

3. Ionization 

4. Pressure 

5. Rain & 
Sunshine 


Canadian Curtiss- brave Ltd. 3. 

® Canadian Research Institute 8-9. 
Dominion Electrohome Industries 
Ltd. 1-4-5-8. 
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Electronic Associates Ltd. 

Philips Electronics Industries 
Ltd. 3. 

Thermovolt Instruments Ltd. 8-9. 


Antlab, Inc. 9. 

Atlas Engineering Corp. 8. 

Atomic Labs., Inc. 3. 

Belling & Lee Ltd. 

California Technical Industries 
Div. of Textron Inc. 1. 

Conrad, Inc. 1-2-4-5-6-8-9. 

Consolidated Electrodynamics 
Corp., Rochester Div. 1. 

Electronics Instruments Ltd. 3. 

Emerson & Cuming Inc. 9. 
NRC Equipment Corp. 1. 

General Radiological Ltd. 3. 

International Radiant Corp. 
1-4-5-7-8-9. 

McMillan Industrial Corp. 7. 

Savage & Parsons Ltd. 8. 

Shielding, Inc. 7. 

Trop Arctic Inc. 4-6-8-9. 

The Victoreen Instrument Co. 3. 


CHANGERS—Automatic 
Record 


Canadian Admiral Corp. Ltd. 
= Canadian General Electric Co. 


td. 
The Plessey Co. of Canada Ltd. 
os 1” ee Sound Reproducers 
td. 


Collaro Ltd. 

Electroacoustic GmbH 

Garrard Engineering & Mfg. Co. 
Ltd. 


Geerz-Gebr 

Luxor Radio A. B. 

Perpetuum-Ebner 

Stromberg-Carlson Co. Div. of 
General Dynamics 

Tesa Construzzioni 
Ellettromeccaniche 

Webcor Inc. 


CHASSIS—Metal 


Bishop Sons & Co. Ltd. 
ar Radio Co. of Canada 
d 


Conway Electronic Enterprises 
Dominion Aluminum Fabricating 


td. 
Electronic Research & 
Development Co. Ltd. 
Hammond Mfg. Co. 
Measurement Engrg. Ltd. 
Pylon Electronic Development 
Co. Ltd. 
Raytheon Canada Ltd. 
RCA Victor Co. Ltd. 
Renfrew Electric Ltd. 
Research Industries Ltd. 
Standard Television Prod. Ltd. 
St. Johns Metal Stamping Co. 


All Power Transformers Ltd. 
Bud Radio, Inc. 
Falstrom Co. 
Alfred Imhof, Ltd. 

® Premier Metal Products Co. 
Union Steel Chest 

® Van Norman pete, Inc., 

Electronics 

ew Electrical Radio Co. 


CHECKERS—Cable 


® Canadian Research Institute 


California Technical Industries 
Div. of Textron, Inc. 

Manson Labs., Inc. 

Peschel Electronics, Inc. 

Savage Co. 


CHOPPERS—dc-ac 


= Tinsley Instruments 


Airpax Products Co. 

Barnes Development Co. 

The Bristol Co. 

Etelco Ltd. 

General Radiological Ltd. 
Hastings Raydist Inc. 
Instrument Development Labs., 


ne. 
Kearfott Co. Inc. 
P. R. Mallory & Co., Inc. 
Metropolitan Vickers Electrical 
Co. Ltd. 
Servomechanisms, Inc., 
Mechatrol Div. 
Stevens-Arnold, Inc. 
Telectro Ind. 
Transval Engineering Corp. 
Universal Transistor Prods. 
Corp. 


CIRCUITS 


1. Computer, 2. Plug-in 
Packaged 


3. Potted 


-—" ¢ Circuit Techniques Ltd. 


Bailey Meter Co. Ltd. 2. 
Ferranti Electric Ltd. 1-2-3. 


Servomechanisms (Canada) Ltd. 
Sharpe Instruments Ltd. 2. 


Airpax Products i? 1. 
® Burroughs Corp 
® Centralab Div., PGlobe- -Union, 
Inc. 2-3. 
Computer Control Co., Inc. 1-2. 
Cubic Corp. 2-3. 
Donner Scientific Co. 1. 
Electronic Assoc., Inc. 2. 
Electronic Specialty Co. 1-2-3. 
Elliott Bros. Ltd. 1-2-3. 
Engineered Electronics Co. 1-2. 
Guiton Industries, Inc. 1-2. 
® Hoover Electronics Co. 2. 
—— Industries, Components 
iv. 
Opad Electric Co. 2-3. 
Patterson, Moos Div. of 
ie « oe Winding Co. Inc. 
Photocircuits Corp 
S. A. Rochar Electronique 1-2. 
Servonics, Inc. \e 
alkirt Co. 2 3. 
bs | Electrical Radio Co. 


CIRCUITS, PRINTED 


1. Etched 3. Stamped & 
2. Plated embossed 


Allied Circuit Techniques Ltd. 
1-2-3. 


Croname (Canada) Ltd. 1. 
Ferranti Electric Ltd. 1-2. 
Measurement Engrg. Ltd. 1. 
Micarta Fabricators Ltd. 1-2-3. 
Oki & Willadsen Ltd. 1-2. 
RCA Victor Co., Ltd. 1. 
Spaulding Fibre Co. of Canada 
Ltd. 1-2-3. 
United-Carr Fastener Co. of 
Can. Ltd. 1-2. 


BJ Electronics, Borg-Warner 


orp. 1. 

Centralab. Div., Globe-Union, 
Inc. 1-2. 

Computer Control Co., Inc. 1. 

Cossor Instruments Ltd. 1. 

Croname, Inc. 1-2. 

Dale Products., Inc. 1-2-3. 

Donner Scientific Co. 1. 

Electra Lab., Inc. 1-2. 

Electronic Assoc., Inc. 1. 

Elliot Bros. Ltd. 1-2-3. 

Engineered Electronics Co. 1. 

Formica Ltd. 2. 

Gulton Industries, Inc. 1-2. 

Litton Industries Components, 
Div. 1-2. 

Murphy Radio Ltd. 2. 

Patterson, Moos Div. of 
Universal Winding Co., Inc. 
1-2-3. 

Photocircuits Corp. 

Sanders Associates, Inc. 1. 

bel 2 my | Electrical Radio Co. 


CLAMPS for TUBES 


Dominion Fasteners Ltd. 
Hellerman Canada Ltd. 


Atlas E-E Corp. 
The Birtcher Corp. 
® International Electronic Re- 
search Corp. 
National Co., Inc. 
Staver Co., Inc. 


CLIPS—Fuse 


= Canadian Geneesl Electric Co. 
Ltd., E.E.&T.D. 


Aerolite Electronics Corp. 

Atlas E-E Corp. 

Belling & Lee Ltd. 

Bussmann Mfg. Div. McGraw- 
Edison Co. 

Commercial Plastics Co. 

Littelfuse Inc. 

Siemens Edison Swan Ltd. 


CLIPS—Grid 


Aerolite Electronics Corp. 
Commercial Plastics Co. 


CLIPS—Test 


® Canadian Research Institute 


Aerolite  ~o4er® Corp. 
Belling & Lee Ltd. 
Commercial Plastics Co. 
Grayhill, Inc. 

Mueller Electric Co. 
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CLUTCHES—Magnetic 


Te Cyetien Fairbranks-Morse 

‘o. Lt 

eT Siectechome Indus- 
tries, 

Ferranti Blectri Ltd. 

Helipot Cor 

Marsland Saoes. Co. Ltd. 


Dynamic Gear Co., Inc. 

The Electric Construction Co, 
Globe Industries Inc. 

The A. W. Haydon Co. 
International Resistance Co. 
Kearfott Co. Inc. 

P.L.C. Design Corp. 

Servo Corp. of America 


COILS 


1. af Choke 
2. Choke 


5. 
6. 
1. 


8. Printed 
9. 


10. rf Choke 


& 
15. Toroidal 


Aerovox Canada Lid. 10.15. 
Allied Circuit Techniques Ltd. 8. 


® Automatic Telephone & Sound 


Services Ltd. 

Automatic Coil Mfg. Ltd. 
8-9-10-14 

Bayly Engrg. Ltd. 1-3-5-15. 

Electronic Components Ltd. § 

—- Engrg. 2-3-5-9-10- 
11-12. 

Ericsson Telephone Sales of 
Canada Ltd. 9. 

L. H. Frost (Canada) Ltd. 2-5-9. 

General Instrument, w. 
Sickles of Canada Ltd. 
2-8-10-11-14, 

Hammond Mfg. Co. Ltd. 
2-3-10-15. 

The eae Co. Ltd. 7. 

International Resistance Co. Ltd. 


2-10. 
J. 7 < om Co. Ltd. 
Magnetic Coil Co. 3-5-9-2. 
Marsland Engrg. Co. Ltd. 12. 
Measurement Engrg. Ltd. 15. 
Oki & Willadsen Ltd. 8. 
Osborne Electric Co. Ltd. 
2-3-4-5-6-7-8-11-12-13. 
The Plessey Co. of Canada Ltd. 
1-2-3-4-5-9-10-11-12-13-14-15, 
Douglas Randall Canada Ltd. 
5-9-15. 


RCA Victor Co. Ltd. 10-13-14, 

S. G. Smallwood Ltd. 10-14, 

Spilsbury & Tindall Ltd. 1. 

sae c Telephones & Cables 

Co. (Canada) Ltd. 15. 

Standard ean Prod. Ltd. 
1-2-3-5-8-9-10-11. 

Stanwyck Coil Prods. Ltd. 
1-2-3-5-9-10-11-14, 

Tinsley Instruments. 2. 

F. V. Topping Electronics Ltd. 
10-11. 


Aemco, Inc. 

Aladdin We Deets 2 1-2-3-5-9- 
10-11-14, 

Arnold Magnetics Corp. 
1-2-3-5-10. 

Associated American Winding 
Machinery 
1-2-3-4-5-6-7-8-9-10-11-12-13-14. 

Automatic Coil Co. Inc. 
2-8-10-11-12-14. 

Belling & Lee Ltd. 3. 

Burnell & Co. 15. 

Caledonia Electronic Transfor- 
mer Corp. . 

Cambridge Thermionic Corp. 


8-10. 
Carad Corp. 2-3-9-10-11. 
Cinema Engr. Div. of Aerovox 
Corp. 10-15. 
Control, A Div. of Magnetics 
Inc. 15, 
Del Electronics Corp. 2-11. 
Electro Engrg. Works 1-2-3-5. 
Epco Products, Inc. 1-2-3-15. 
Eitel-McCullough, Inc. 5 
Ferranti Ltd. 1-2. 
Film Capacitors, Inc. 2-10. 
Filtron Co. Inc. 10-11, 
Firma Jorgen Schou, 2-3. 
General Radio Co. 2. 
Goodman Industries Ltd. 13. 
Grundig Radio Werke 13-14. 
Guardian Electric Mfg. Co. 9. 
Gulton Industries, Inc. 15. 
——— Seal Transformer Co. 


oS Electronic Products Co. 


Ingenier Buro Atlas 13-14, 

Johnson Electronics, Inc. 
1-2-3-10-11-13-14-15. 

The Keyswitch Co. 9 

Litton rrr Inc. 
1-2-3-5-9-10-11-14, 

Merit Coil 2 Transformer Corp. 
1-2-3-8-9-10-12-13-14. 

Mico Instrument C ~ 15. 

Microtran Co., Inc. 

Muirhead & Co. Lia 2-3. 

Murphy Radio Ltd. 1-2-3. 

National Co. Inc. 2-3-10. 

Opad Electric Co. 15. 

Phillips Control Corp. 5-9. 

were Instrument So. 

0-11-15 

Servomechanisms Inc., Special 
Prods. Div. 15. 

F. W. Sickles Div., General 
Instrument Corp. 5-15. 

Sioux Radio Prod. 
1-2-3-5-8-9-10-11-12-14-15. 

Stanwyck Coil Products Ltd. 
2-8-9-10-11-14-15. 

Stratton & Co. Ltd. 10. 

Superex Electronics Corp. 
1-2-8-10-11. 

Telephone Mfg. Co. Ltd. 9. 

Thordarson Meissner 
2-3-10-11-13-14, 

Torotor A/S 10-13-14, 

Triad Transformer 14, 

Vari-L Co., Inc. 15. 

Waters Mfg., Inc. 2-3-10-15. 

Whiteley Electrical Radio Co. 
Ltd. 2-3-10-11-12-13-14-15. 


COMMUNCATION 


SYSTEMS 


1. Aircraft 
2. Airport 


Control 
3. Carrier 

Current 
4. Facsimile 
5. Induction 


Amalgamated Electric Corp. 
Ltd. 3. 
Automatic Electric (Canada) 
-9-12. 


Automatic Telephone & Sound 
Services Ltd. 3-4-5-8-9. 

Aviation Electric Ltd. 1-6. 

Canadian General Electric Co. 
Ltd., E.E.&T.D 
1-2-3-7-8-9-12. 

Canadian Marconi Co, 6-12. 

Canadian Motorola Electronics 
Ltd, 3-5-7-8-9-12. 

Canadian Westinghouse Co. 
Ltd., Electronics Div. 
3-4-7-8-9-10-11-12. 

Canadian Westinghouse Co. Ltd. 
1-2-6-7-8-12. 

Collins Radio Co. of Canada 
Ltd. 1-2-7-10-12. 

Decca Radar Ltd. 1-2-6-7-8. 

Electromechanical Prods. 7. 

Electronic Materiels Int'l Ltd. 


1-2. 
Electronic wee & Develop- 
ment Co. 
Ericsson Toteghone ‘Sales of 
Canada Ltd. 1-3-5-6-8-9-12. 
Ferranti Electric Ltd. 10. 
Humble Mfg. Co. Ltd. 6-8. 
Lenkurt Electric Co. of Canada 
Ltd. 3-7-12. 
Measurement Engrg. Ltd. 
Northern Radio Mfg. Co. Ltd. 
3-10-11 


Philco Corp. of Canada Ltd. 12. 
The Plessey Co. of Canada Ltd. 
1-2-10-11-12. 
Radio Conpemniontens Equip- 
ment & Engrg. 
2-3-5-6-8-12. 
Raytheon Canada Ltd. 1-2-6-7-8. 
RCA Victor Co. Ltd. 1-2-6-7. 
Sinclair Radio Labs. Ltd. 1-7-12. 
Spilsbury & Tindall 6-8-12. 
Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd. 
1-3-7-8-9-10. 
T.M.C. (Canada) Ltd. 2-6-10-12, 
F. V. Topping Electronics Ltd. 


1 12. 

The Wind Turbine Co. of 
Canada Ltd. 7. 

Adler Electronics, Inc. 15. 

American Electronics Labs., Inc. 
1-6-7-8 


Rex Bassett, Inc. 6. 

Bendix Aviation Corp. 1-8-9-12. 

Budelman ag | Corp. 3-7. 

Frank R. Cook » DB 

Craig Systems, ——y 2-4-8. 

Crosby Labs., Inc. 4. 

Allen B. Du Mont Labs., Inc 
(Int. Div.) 7-8-9-12. 

Electronic Specialty Co, 1-2-7. 
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Etelco Ltd. 3-7-10. 
Fisher Research Labs., Inc. 5-6. 
Industrial Radio Corp, 8. 
LT.E. ng yy Co. 7. 
Kaar E: 2< 
—— 1. Prods., 
nc 
Lynch Carrier Systems, Inc. 3. 
oore 9 r.~g? Le 3-11. 
Muirhead & Co. Ltd. 4. 
Murphy Radio Ltd. 2 -3-6-7-12. 
ag Co., Inc. 1-2-3-6-7-9. 
Neill Co., Inc. 9. 
North Electric Co. 3. 
Pacific Automation Prods., Inc. 


Philco Corp. Gov. & Ind. Div. 7. 


Racal Engrg. Ltd. 
Radio Specialty Mfg. Co. 8. 


Railway re 9. 


Redifon England Ltd. 6- 
Sarkes Tarzian, Inc. 7. 
Stromberg-Carlson Co. Div. of 
General Dynamic 3. 
Telectro Industries 1. 
Telefonaktiebolaget L. M. 
Ericsson. 3-9. 
Telephone Mfg. Co. Ltd. 3-9. 
Telerad Mfg. Corp. 7. 
Television Utilities Corp. 


Ultradyne, Inc. a. 


COMMUTATORS— 
Switching 
Allied Circuit Techniques Ltd. 


Electro-Miniatures Corp. 

Electro-Tek 

The A. W. Haydon Co. 

“ea Development Labs., 
nc. 

Librascope Inc. 

Owen Labs., Inc. 

Radiation, Inc. 


COMPARATORS 


1. Automatic 4. Inductance 
Resistance 5. Iron Core 
2. Circuit .Q 
Linearity 7. Voltage 
3. Dielectric 


® Canadian Research Institute. 
1-3-4-5-6-7 


Helipot Corp. 2. 
Measurement Engrg. Ltd. 3. 
Thermovolt Instruments Ltd. 


® British Physical Labs. 3-4-7. 

@ A/S Bruel & Kjaer 1-3-4-5-6. 
A/S Danbridge. 1. 
Electro-Measurements Corp. 4. 
General Radio Co. 3-4-6. 
Industrial Test Equipment Co. 


Litton Industries, Components 
Div. 12. 
Owen Labs., Inc. 7. 
Peschel Electronics, Inc. 3. 
Radiometer. 6. 
Savage Co. 1-2-3-4-5-6-7. 
H. Scott, Inc. 7. 
Sensitive Research Instrument 
Corp. 
Servonics, Inc. 1-2-4-7. 
Telephone Mfg. Co. Ltd. 7. 


COMPUTERS 
A Analog D Digital 


Bailey Meter Co. Ltd. A. 
The Bristol Co. of Canada Ltd. 


Burroughs Corp. Electro Data 
iv. D. 
ay wane Applied Research Ltd. 


Canadian Aviation Electronics 
t ° 
Canadian General wm Co. 
Ltd., E.E. & T.D. A. 
Canadian Research Institute. 


Canadian Westinghouse Co. Ltd., 


Electronics Div. A-D. 
Computing Devices of Canada 
Ltd. A. 
Ferranti Electric Ltd. A-D. 
Garrett Mfg. Corp. of Canada 
Ltd. A-D. 
International Business Machines 
Co. Ltd. A-D. 
Radio Communications Equip- 
ment & Engrg. Ltd. A. 
Raytheon Canada Ltd. A. 
Servomechanisms (Canada) Ltd. 


Sharpe Instruments Ltd. A-D. 

Sperry Gyroscope Co. A. 

Standard Electric Time Co. of 
Canada Ltd. A. 

Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd. D. 


Analogue Controls, Inc. A. 
Beckman Berkeley Div. A. 
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Bendix Aviation Corp. D. 
Chadwick-Helmuth Co. A. 
Computer Control Co., Inc. D. 
Cubic Corp. D. 

Donner Scientific Co. A 

Electro- yg Inc. A. 

Electronic Assoc., 

Evershed & Visnsies “itd. A. 

Feedback Controls, Inc. A 

Gulton Industries, Inc. A-D. 

Heath Co. A. 

Hewlett-Packard Co. 

Laboratoire Central > Télécom- 
munications. 

Librascope Inc. A-D. 

Metropolitan Vickers Electrical 
Co. Ltd. A-D. 

Patterson. Moos Div. of Uni- 
versal Winding Co., Inc. A-D. 

— Corp. Gov. & Ind. Div. 


Potter Instrument, Inc. D. 

Redifon England Ltd. A. 

Reflectors Corp. A. 

Remington Rand Univac Div. of 
Sperry Rand Corp. D. 

S. A. Rochar ww * ‘omeeg A. 

Servonics, Inc. A-D. 

Southern Instrument Ltd. A. 

Subsystems Div., Servomechan- 
isms, Inc. D. 


CONES—Speaker 


Oxford Electric Corp. 
Rola Celestion Ltd. 
Waldom Electronics, Inc. 


CONNECTORS 


. Anode 8. Interlock 

. Audio 9. Miniature 
. Antenna 10. Phono 
. Coaxial Cable 11. Power 
Printed 

Circuit 


14. Subminiature 
15. Waterproof 


Aircraft Marine Prods. of 
Canada Ltd. 6-12-15. 

Airtron Canada Ltd. 11. 

Amphenol Canada Ltd. 1-2-3-4- 
5-6-7-8-9-10-11-12-13-14-15, 

Andrew Antenna Corp. Ltd. 3-4. 

Armaco, 9-14, 

Aviation Electric Ltd. 4-6-7-9-15. 

Benco Television Associates Ltd. 
3-4- 


12. 
® Burndy Canada Ltd. 
4-6-7-8-9-11-12-15. 

Cannon Electric Canada Ltd. 
2- 7-9-1 1-12-13-14-15. 
Ericsson Telephone Sales of ° 

Canada Ltd. 4-7. 
Jerrold Electronics Corp. 4-9-13. 
Joy Mfg. Co. (Canada) Ltd. 4. 
= Quality Hermetics Ltd. 
The Plessey Co. of Canada Ltd. 
3-4-6-7-9-13-15. 
# Sinclair Radio Labs. Ltd. 3-4. 
N. Slater Co. Ltd. 11. 
= T.M.C. (Canada) Ltd. 3. 
United-Carr Fastener Co. of 
Canada Ltd. 1-10. 


Aerialite Ltd. 9-10-13. 

Aerolite Electronics Corp. 10-11. 

Alcon Metal Products, Inc. 3-10. 

Allied Industries, Inc. 
4-6-7-9-13-15. 

Anton Electronics. 7-8-12. 

Associated Engrg. Corp. 11. 

——_ Metal Prod. Corp. 
2-4-9-11-12-13-14-15-7. 

Belling & Lee Ltd. 
2-3-4-5-7-8-9-10-11-12-13-14-15. 

Bendix Aviation Corp., Scintilla 
Div. 6-7-9-11-14-15. 

Birnbach Radio Co., Inc. 
1-2-8-10. 

Blonder-Tongue Labs. Co. 4-13. 

Bogart Mfg. Corp. 3. 

Cambridge Thermionic Corp. 
5-9-12. 

Circon Component Co. 
1-2-. 3-5-8-9010-11- 12-13-14. 

Coaxial Connector Co., Inc. 
1-2-3-4-5-9-10-11-13-14-15. 

Commercial Plastics. 10-11. 

Continental Connector Corp. 
1-4-6-7-9-11-12-14, 

Dage Electric Co., Inc. 
1-4-6-7-9-13-14-15. 

A/S Danavox. 10-14, 

Danbury-Knudsen Div. of 
Amphenol. 

The Deutsch Co. 2-4-6-7-8-9-15. 

Diamond Antenna & Microwave 


Corp. 3-4. 

——— Prods. Engrg. Co., 
nc. > 

Eagle Electric Mfg. Co., Inc. 
6-8- 


il. 
Eby Sales Co. 1-2-3-10. 
Hugh H. Eby Co., Inc. 10-11, 
Eitel-McCullough, Inc. 1, 
Elco Corp, 2-4-6-9-11-12-14, 
Electrical Industries Div. of 
Philips Electronics, Inc. 7. 


Electronics Corp. 11. 
Elextrix Terminals & Connectors 
Ltd. 6. 
Entron, Inc. 13. 
General Radio Co. 4. 
Gulton Industries, Inc. 4-5-14, 
Industrial Prods. Co 
a 3 foe 5 
F. Johnson. 9. 
Malco Tool & Mfg. Co. 8-12. 
~ on Moulded Prods. Corp. 


Microdot, Inc. 4-6-9-12-14. 
Microwave Associates, Inc. 
5-10-13-15. 
Mosley Electronics, Inc. 3. 
Murphy Radio Ltd. 3-6. 
National Co., Inc. 1-2-3. 
Permonite Mfg. Co. 1-8-10. 
Richards Electrocraft, Inc. 6-9-10. 
Siemens Edison Swan Ltd. 
1-4-10-11-22. 
Stratton & Co. Ltd. 1, 
Switchcraft, Inc. 2-10. 
Tru-Connector Corp. 4-9-14, 
Waldom Electronics, Inc. 8-10, 
Waltham Horological Corp. 
3-4-13. 


Whiteley Electrical Radi > 
Ltd. 15. niaede ey 


Winchester Electronics, Inc. 
1-2-4-6-7-8-9-1 1-12-14-15. 

Daniel Woodhead Co. 6. 

Workman TV, Inc. 10. 


CONTACTORS 


Dominion Electrohome Indus- 
tries Ltd. 
7 — General Electric Co. 


Aemco Inc. 
es Superior Electric Co. 


The Electric Construction Co. 
F. Johnson. 

The Keyswitch Co. 

Leach Corp. 


CONTACTS—Electrical 


Amphenol Canada Ltd. 

Cannon Electric Canada Ltd. 

Engelhard Ind. of Canada Ltd. 
Osborne Electric Co. Ltd. 


Aemco, Inc. 

Electro- Miniatures Corp. 
Fansteel Metallurgical Corp. 
Johnson Matthey & Co. Ltd. 
The Keyswitch Co. 

P. R. Mallory & Co., Inc. 
Permonite Mfg. Co. 

Siemens Edison Swan Ltd. 
Staver Co., Inc. 


CONTROLS 


Alarm System 28. Mechanical 

Automatic Switch 
Tuning 29. Moisture 

Automatic 30. Oxygen 
Voltage 31. Package 
Regulating Wrapping 


me = pH 
. Photoelectric 
Chemical 34. Protographic 


. Counting & xposure 
. Positioning 
Dimension 36. Power Level 
Door a 
Printing 
Radio 
Remote 
. Register 
° —— 
utter 
- Film Thickness 42. Servo 
Flame Failure 43. Smoke and 
Flexible Combus- 


tion 
Electronic 
- Fluid Con- 44, Sound 
ductivity 
Fluid Flow 45. § 
17. ~—— Process- 


. Frequency 47. Temperature, 


46. Strain 


Electronic 
48. Tentering 
49. 
50. 


Loop Regula- 51. 
tio 


n ° 
- Machine 53. 
54, 


55. 
56. 
5 


Heat Treating 
idit: 


® Automatic Electric Canada Ltd. 
Automatic Telephone & Sound 
Services Ltd. 1-44, 
Barber Colman of Canada Ltd. 
3-5-13-19-31 — 
Bepco Canada Ltd. 
23-33-43-56. 
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The Bristol Co. of Canada Ltd. 
5-15-16-18-19-30-32-37-42-43-45- 
46-47-49-55. 


Canadian Curtiss-Wright Ltd. 
7-12-16-23-26-29-45 


Canadian General Electric Co. 


Canadian Marconi Co. 
3-8-23-. 


Canadian Research Institute. 
CIR oe 9 -~* el 
32-33-34-35-43-44-47-49-51. 

Canadian Sonic Co. 26-46-52. 

Canadian Westinghouse Co. 
Ltd., Electronics Div. 
1-3-6-7-9-10-18-19-22-25-26-33- 
35-39-40-4 1-42-43-46-49-56. 

wey Radio Co. of Canada 

“Plectronic E 

Games lectronic Enterprises. 
eee sas 44-45-52. 

Dominion Electrohome Indus- 
tries Ltd. 1-5-6-7-8-9-10-11-12- 
13-15-16-17-23-24-25-26-27-31- 
32-33-35-36-40-41-43-45-46-47- 
48-49-50-5 1-52-53. 

Electrolabs. 3. 

Electronic Associates Ltd. 
1-6-16-17-22-23-33-35-39-40-41- 


Electronic Research & Develop- 
ment Co. Ltd. 1-2-10-13-17-23- 
32-33-39-44-45. 

Electronic — of America 
(Canada) Ltd. 
1-6-8-13-21-23-33-40-43-49. 

Engineered Sound Systems Ltd. 


Ericsson Telephone Sales of 
Canada Ltd. 1-8-18-43-49. 

Executone Communications 
Systems Ltd. 44, 

Ferranti Electric Ltd. 42-43. 

Fisher Scientific Co. Ltd. 
5-30-32-47. 

The Foxboro Co., Ltd. 
§-15-16-17-19-20-23-26-29-30-32- 
35-37-43-45-46-47-55. 

Garrett Pw 3 Corp. of Canada 
Ltd. 

Helipot Corp. 18. 

Honeywell Controls 
1-16-20-21- o3 95 32.37-42-43-47- 


53-54, 

Humble Mfg. Co. Ltd. 43. 

International Business Machines 
Co. Ltd. 1-2-3-10. 

George Kelk Ltd. 

=-22-33-42-46-47-48. 

Lenkurt Electric Co. of Canada 

Ltd. 1. 


J. R. Longstaffe — Ltd, 49. 

Measurement Engrg. Ltd. 
1-4-5-6-7 “8-9-1011. -12-13-14-15- 
16-17-18-20-21-22-23-25-26-29- 
31-32-33-35-37-38-40-41-43-47- 
48-49-50-51-55. 

Milltronics Ltd. 3-16-24-36-46. 

National Sound Services Ltd. 


R. H. Nichols, Ltd. 3-39. 
Northern Radio Mfg. Co. Ltd. 


39. 
Osborne Electric Co. Ltd. 1-3-25. 
Philips Electronics Industries 
Ltd. 6-19-20-21-32-37-47-53. 
The Plessey Co. of Canada Ltd. 


39-43-44, 
Polytronics Co. 19-33-43-47-51. 
Powertronic Equipment Ltd. 
10-18-43. 
Radio Communications Equip- 
ment & Engrg. 
1-6-17-33-39. 
Douglas Randall Canada Ltd. 10. 
Raytheon Canada Ltd. 10-35-42. 
Research Industries Ltd. 1-6-7. 
Servomechanisms (Canada) Ltd. 
6-35-37-42. 
Sharpe Instruments Ltd. 
5-6-16-17-19-32-33-42-43-49. 
C. R. Snelgrove Co. Ltd. 18. 
Sperry Syvssenye- 35-42-43. 
Springfield Labs 
3-6-10-16-37-46-47-54-55. 
Standard Electric Time Co. of 


Taylor Instrument Co. of Canada 
Ltd. 1-5-15-16-17-20-23-32-35- 
37-45-46-53-55. 

Thermovolt Instruments Ltd 
3-15-16-18-19-20-23-27- 28-29-32- 
5 ity ~ ae 

F. V. Topping Electronics Ltd. 


18. 
Ward Leonard of Canada Ltd. 
0. 


Acoustica Associates. 23-52. 

Aemco, Inc. 49. 

i Research Instrument Co., 
nc. 

‘= Di “of Esna. 49. 
lied Control Co., Inc. 16-23. 

American Electric Mfg. Corp. 


Analogue Controls, Inc. 
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26-27-42-46. 

Atkomatic Valve Co., Inc. 16. 
Atlas Valve Co, 16-20-23-37. 
Automatic Timing & Controls, 

Inc. 9- 5. 
Automatic Valve ae Inc. 16. 
Avien, Inc. 

Baird-Atomic, 

a 16-17-18-23-24-31-43-49-55, 
Barnes Development Co. 6. 
Beckman Instruments, Inc., 

Berkeley Div. 6-12-26-36. 
Beckman Instruments, Systems 


iv. 6. 

Belling & Lee Ltd. 49. 

Berdix Aviation Corp. 23-52. 

Brooks Rotameter Co. 16. 

Bowman Instrument Corp. 
6-35-42 lo 

Bruel & Kjaer. 15. 

Cambridge Instrument Co. Ltd. 
15-19-20-32-37-47-54. 

Cinema Engrg. Div. of Acrovox 
Corp. 44, 

Computer Measurements Corp. 6. 

Consolidated E!ectrodynamics 
Corp., a. Div. 53. 

Control Panel Cor 
1-6-9-10-12-13-31-33-54-55, 

Controls Electronics Co. Inc. 
18-42. 

The S. H. Couch Co., Inc. 1. 

Dale Prods., Inc. 39. 

Deuta-Werke GmbH 
25-26-27-28-29-30. 

Detroit Controls Corp. 10-28. 

Diehl Mfg. Co. 42-50. 

Allen B. Du Mont Labs., Inc. 
(Int. Div.). 39. f 

Dunn Engineering Associates, 
Inc. 6-15-16-29-32 

Eastern Industries, Inc. 42. 

Ebert Electronics Corp. 
15-16-22-23-33. : 

Electrical Communications, Inc. 


The Electric Construction Co. 
3-9. 


Electronic Assoc., Inc. 
3-10-24-35-42-49, 

Electronic meee ace Ltd. 5-32. 

Electronic Specialty 
1- 2:3-9-10-18-23-35-42-44-49-54, 

Electronics Corp. of America, 
Photo Switch Div. 33. 

Electro-Snap Corp. 
14-21-27-28-29-. 

El-Tronics Corp. 20-29. 

George Ellison Ltd. 16-28. 

Evershed & Vignoles Ltd. 
15-16-23-37-43-53. 

Fairchild Controls Corp., Com- 
ponents Div. 1-5-10-16-17-23- 
35-36-37-42-45-47. 

Farmer Electric Products Co., 
Inc, 6-17-22-23-25-28-31-33-35- 
40-41-43-49-55-56. 

Feedback Controls, Inc. 42. 

Fenwal Controls, Inc. 5-19-47. 

Fisher Research Labs., Inc. 
23-2' 


The Foxboro Co. 1-3-4-5-12-15- 
16-17-19-20-23-26-29-32-35-36- 
37-42-43-45-46-47-50-5 1-53-55. 

General Radio Co. 3 

Globe Ind., Inc. 30. 

Gorrell & Gorrell. 49. 

Great Lakes Mfg. Corp. 
37-42-54. 

Greenleaf Mfg. Co. 42-43-46-54, 

Gulton Industries Inc. 
42-47-52-57 

Hallamore oye Co. 44, 

Hartman & Braun 
15- {6-19-20-23-30-92-43-37-43-49, 


Hoover Electronics Co. $5. 

Horstmann Gear Co. Ltd. 21. 

Hughey & Phillips. 39. 

Industrial Control Co, 42. 

Industrial Instruments, Inc. 
5-15-20. 

Instrument Development Labs., 
Inc. 33. 

Isotope Developments Ltd. 
6-23-26-55. 


I/S Jensen Electric. 47. 

Joens, 3-15-16-18-19-20-23-27-28- 
29-32-40-42-43-47-53-54-55. 

Kearfott Co., Inc. 16-23-26-35-42, 

Kepco Labs., Inc. 3-24. 

Leach Corp. 3-9-10-14-18-24-27- 
28-31-36-37-42-43-50-54, 

Lesa Construzzioni Ellectro- 
meccaniche. 2, 

Librascope, Inc. 1-2-5-6-12-16-17- 
23-34-37-42 


The Lux Clock Mfg. Corp. 49. 
Manson Labs., Inc. 18. 
Metals & Controls Corp. 47. 
Metropolitan Vickers Electrical 
Co. Ltd. 1-3-6-9-10-11-18-33-35. 
Moore Associates, Inc. 1-39, 
F. I. Moseley Co. 42. 
Muirhead & Co., Ltd. 42. 
Murphy Radio Ltd. 39. 
Narda Ultrasonics Corp. 52. 
National Co., Inc. 18-42-43-50, 


National Le ad Supply Co, 44, 

NJE C a S 

Norden etay Cop, Precision 
Components Div. 

Northam ee Inc, 37. 

NRC Equipment Corp. 53. 

Nuclear Corn. of America, Inc. 
12-23-26-45 


Opad Electric Co. 3-6-9-18. 
Owen Labs., Inc. 46. 
Pacific Automation Prods., Inc. 


Paragon Electric Co. 49. 
Patterson, Moos Div. of Uni- 
versal Winding Co., Inc. 

1-43-4 


Photocon Research Prod. 34, 

Pneu-Trol, Inc. 16. 

Polarad Electronics Corp. 32. 

Polyphase Instrument Co. 46. 

Potter Instrument, Inc.6-18-40-49, 

Precision Welder & Flexopress 
(Canada) Ltd. 56. 

PREH Elektrofeinmechanische 
Werke. 3. 

Radio Corp. of America. 39-43. 

Revere Corp. of America. 
16-23-33-55. 

Ripley Co., Inc. 
6-8-21-23-31-33-43. 

Robertshaw-Fulton Controls Co. 
The Instrument Div. 4- 

S. A. Rochar Electronique. 
9-10-16-18-35-49-52. 

Arthur C. Ruge, Inc. 47 

Sanborn Co. 46. 

Serdex, Inc. 20-47. 

Servo Corp. of America. 42. 

Servomex Controls, Ltd. 
3-9-42-4, 


Servonics, Inc. 22-26-27-42-46. 
Siemens Edison Swan Ltd. 9-42, 
Sifam Electrical Instruments Co. 
Ltd. 47. 
a Aerocessories, Inc. 
1 


Sinclair-Collins Valve Co. 16. 

Skinner Electric Valve Div. 16. 

Slaughter Co. 21. 

Sodeco, Societe des Compteurs 
de Geneve. 6. 

Sola Electric Co. 3. 

Statham Labs., Inc. 46. 

Stromberg Carlson Co. Div. of 
Gen. Dynamics. 44. 

Stromberg Time Corp. 49. 

Superior Electric Co. 3. 

Television Utilities Corp. 33-43. 

Telextro Inc. 1-49. , 

Tel Instrument Electronics Corp. 
3 


Transistor Devices, Inc. 3. 

The Trix Electrical Co. Ltd. 44. 

United Electric Controls Co. 
§-8-17-19-20-23-27-28-29-31-37- 
47-53-54, 

Vactric (Control Equipment) 
Ltd. 9-42. 

Vectrol Energ., Inc. 9-10-18-24- 
33-42-43-47-50-54-56. 

Veeco Vacuum Corp. 53. 

Walkirt Co. 17-18-49, 

Waugh Engrg. Co. 16-18. 

Whiteley Electrical Radio Co. 
Ltd. 44, 


CONVERTERS 


8. Power Fre- 
quency, 
Electronic 

9%. Power Fre- 


1. Analog to 
Digital 


2. Card to Tape 

3. Computing 

4. Digita! to 
Analog 

5. Frequency 10. ——— Fre- 
Shift 

Vibrator 

ll. ssb Receiver 
Vibrato 

12. rf 

13. Tape to Card 

14. Television 
(uhf to vhf) 


Airtron Canada Ltd. 6. 
Beama Engrg. Ltd. 14. 
Benco Television Associates Ltd. 


Canadian General Electric Co. 
Ltd., E.E. & T.D. 9-10, 
Canadian Sonic Co. 10, 
ElectroData Div. Burrough 
Corp. 3. 
Electronic Associates Ltd. 1. 
Ferranti Electric Ltd. 2-13. 
International Business Machines 
Co., Ltd. 1-2-3-6-13. 
Neeere Radio Mfg. Co. Ltd. 


5-6-7. 

The Plessey Co. of Canada Lid. 
5-6-7-12. 

Pylon Electronic Development 
Co., Ltd. 6-8. 

Research Industries Ltd. 10. 

a eee Ltd. 
2-3-4-13. 


Sperry G yroscope Co. 1-3-4, 
Springfield Labs 
—— Television Prod. Ltd. 
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= T.M.C. (Canada) Ltd. 5-6-7. 


® F. V. Topping Electronics Ltd. 8. 


Watkins Electronics Ltd. 14. 


Aerialite Ltd. 12-14. 
or <r Television & Radio. 


Applied Research Inc. 14, 
Arnoux Corp. 1-4. 
BJ —¢ ee Borg-Warner 


‘orp 

Beckman Instruments Inc., 
Systems Div. 1-2- 

Berkeley Div.. Beckman Instru- 
ments Inc. 1-2-3-4-13. 

Behiman Engrg. Co. + 

David Bogen Co. Inc. 


Blonder Tongue Labs., ‘Co, 12-14. 
4. 


Coleman Engrg. Co. Inc. I 

Chadwick-Helmuth Co. 3. 

Communications Measurements 
Labs. 8. 

Computer Control Co. Inc. 
1-2-3-4-13. 

Control Panel Corp. 1-3-4. 

Cornell-Dubilier Elec. Corp. 10. 

Donner Scientific Co. 3. 

Eicor, Inc. 9. 

Electronic Associates, Inc. 1-3-4, 

The Electric Construction Co. 9. 

Electro-Instruments, Inc. 1-2-4, 

Electro Measurements, Inc. 13. 

Electric Specialty Co. 9. 

om Research Associates 


td. 8. 

Elliot Bros. Ltd. 3. 
Entron, Inc. 12-14, 
Epsco, Inc. 1-4. 
Ferranti Ltd. 4. 
Gulton Industries, Inc. 1. 
Hammarlund Mfg. Co. Inc. 12. 
Hoover Electronics Co. 1-4. 
Industrial Control Co. 1. 
Industrial Test Equipment Co. 8. 
Instrument Development Labs., 

Inc. 1. 
Kato Engrg. Co. 9. 
Laboratoire Central de Telecom- 

munications. 1-4, 
Librascope Inc. 1-2-3-4-13. 
Mark Simpson Mfe. Co. Inc. 10. 
Motor Generator Corp 
Newton Bros. (Derby) Lid. 9%. 
Non-Linear Systems, Inc. 
Owen Labs., Inc. 4. 
Pacific Automation Prods., Inc. 


3. 
Polyphase Instrument Co. 8. 
ae we . oe Inc. 
Racal Skee. Ltd. 11. 
Radiation, Inc. 1-3-4-6. 
Radio Frequency Labs. 8. 
S.A. Rochar Electronique. 1-6-7. 
Servonics, Inc. 1-3. 
Southern Instruments Ltd. 1. 
Telechrome Mfg. Corp. 5. 
Tel Instrument Electronic Corp. 


Tow Laboratories, Inc. 1 

Ultradyne, Inc. 8. 

Universal Transistor Products 
Corp. 6-7- 

Waugh Engrg. Co, 4-7-10. 


COOKERS—Electronic 
= Canadian General Electric Co. 
Ltd., E.E. & T.D. 


Conway Electronic Enterprises 
Reg’d. 
Raytheon Canada Ltd. 


Radio Heaters Ltd. 


CORD SETS 


Amphenol Canada Ltd. 
Campbell Manufacturing Co. 


Ltd. 
Cord (Canada) Ltd. 
Electronic Components Ltd. 
Len Finkler & Co. 


Associated Engrg. Corp. 

Audio Development Co. 

Eagle Electric Mfg. Co., Inc. 
Pacific Automation Prods., Inc. 
Peerless Prods., Inc. 

Trimm Inc. 

Waldon Electronics, Inc. 


CORDS 
1. Line 
2. Patch 
Aircraft Marine Prods. of Can- 
ada » ae 
® Boston Insulated Wire & Cable 
Co, Lt 2-3. 
Cords (Canada) Ltd. 1. 
Len Finkler & Co. 1-2. 
Phillips Electrical Co. Ltd. 1. 
* T.M.C. (Canada) Ltd. 2. 
X-Ray a Radium Industries Ltd. 


3. Retractile 


Associated Engrg. Corp. 1-2. 
Audio Development Co. 1-2. 
Birnbach Radio Co., Inc. 1-2-3. 


Eagle Electric Mfg. Co., Inc. 1. 
Electrosonic Corp. 2. 
General Radio Co. 1-2. 
Lapp Insulator Co., Inc. 2. 
whem Automation Prods.. Inc. 


Pomona Electronics Co. 2. 
Royal Electric Corp. 1. 
Stromberg Carlson Co. Div. of 
Gen. Dynamics. 1-2-3, 
Telectro Industries Corp. 3. 
Telephone Mfg. Co. Ltd. 1-2-3. 
Trimm, Inc. 2. 
Waldom Electronics, Inc. 


CORES 


6. Iron 

7. Powdered 

8. Slug Tuning 
Units 


9. Tape Wound 
10. Toroidal 


Aerovox Canada Ltd. 
1-3-4-5-6-7-8-10. 

Allen-Bradley Canada Ltd. 4. 

Canadian Westinghouse Co. 
Ltd., Electronics Div 
1-2-3-4-5-6-7-9- 

El-Met Parts Lid 1-3-5-6. 

Ericsson Wireg Sales of 
Canada Ltd. 7-10, 

Neosid (Canada) Ltd. 5-6-7-8-10, 

Micarta Fabricators Ltd. 
1-2-9-10. 

The Plessey Co. of Canada Ltd. 
3-4-6-7-8-10. 


Raytheon Canada Ltd. 1. 
Rogers Electronics & Compo- 
nents Div. of Philips Elec- 

tronics Ind. Lid. 4. 
Acromag, Inc, 10. 
Airtron Inc. 4, 
The Arnold Engrg. Co 
1-3-5-6-7-8-9-10. 
Associated American Winding 
Machinery. 1-9. 
Automatic Mfg. Div., 
Instrument Corp. 4- 
Burroughs Corp. 
we ce oy Components, Inc 
General Py eramics Corp. 4-5. 
International pocagance Co. 10. 
Kearfott Co. Inc. 4, 
Magnetic Core Corp. 2-5-6-7-10. 
Magnetic Metals Co. 5-9. 
Magnetics, Inc. 5-7-9-10, 
Murex Ltd. §, 
National Mouldite Co 
7-8-10. 


General 


Polypenco, Inc. 5-7-8. 
Polyphase Instrument Co. 10. 
Pyroferric Co., Inc. 5-6-7-8. 
D. M. Steward Mfg. Co. 2-3-4, 
Superex Electronics Corp. 4-8. 
Telephone Mfg. Co. Ltd. 5-7. 
Whiteley Electrical Radio Co 
Ltd. 1-5-6-9, 


COUNTERS 


Alpha 
Sensitive 
Beta 


Sensitive 


.. Geiger 
9. Mechanical 
. Neutron 
Sensitive 
. Photoelectric 
Medical 
13. 1 
14, Revolution 
15. Scintillation 
16. X-Ray 
Bepco Canada Ltd. 11. 
Canadian Marconi Co. 5-6. 
Canadian Research Institute. 
5-11-14, 
Canadian Westinghouse Co. 
Ltd., Electronics Div. 11. 
ree Devices of Canada 
td 
Dominion Electrohome Indus- 
tries Ltd 
1-2-5-7-8-10-11-12-14-15-16. 
Electronic Associates Ltd, 1-2-3- 
4-5-6-7-8-10-11-12-13-14-15-16, 
Electronics Corp. of America 
(Canada) Ltd. 11. 
Ericsson Telephone Sales of 
Canada Ltd, 4-5. 
Ferranti Electric Ltd. 3-5-7. 
Humble Mfg. Co. Ltd. 8. 
George Kelk Ltd. 11. 
Marsland Engrg. Co. Ltd. 4. 
Measurement Engrg. Ltd. 
1-2-4-5-6-7-8-11-15. 
R. H. Nichols Ltd. 14, 
Philips Electronics Industries 
Ltd. 1-2-3-5-7-8-13-15-16, 
Polytronics Co. 11. 
Research Industries Ltd. 3. 
Rogers Electronics & Compo- 
nents Div. of Philips Elec- 
tronics Ind. Ltd. 3-6-8. 
Sharpe In .cuments Ltd. 
2-5-6-*-15, 
Sperry Gyroscope Co, 5-16, 





Standard Electric Time Co. of 
Canada Ltd. 5. 


Advance Electronics Lab., Inc. 5. 

Airmec Ltd. 1-2-5-6-7-8-9-11-14. 

Anton Electronics. 2-7-8-10-12-15. 

Automatic Timing & Controls, 
Inc. 9-14, 

Baird-Atomic, Inc. 1-2-3-4-5-6-7- 
8-10-11-12-13-14-15-16. 

Beckman Instruments, Inc., 
Berkeley Div. 3-5-6-14. 

BJ Electronics, Borg-Warner 


Bowman Instrument Corp. 
4- 


Burroughs Corp. 3-5-6. 

Computer Control Co., Inc. 3-5-6. 

Data Instruments Div., Telecom- 
puting Corp. 3-5-6-13-14. 

Dawe Instrument Ltd. 3-5-6-14. 

Drello Ing. Paul Drewell. 5. 

Durant Mfg. Co. 4-5-9-11-14. 

Electronic Assoc., Inc. 3-4-5. 

Electronic Instruments Ltd. 
1-2-10-16. 

Electronic Specialty Co. 5. 

Engineered Electronics Co. 5. 

English Numbering Machines 
Ltd. 9-14. 

Etelco Ltd. 3-5-6-7-8-15. 

Farmer Electric Prods. Co., Inc. 


Fisher Research Lab.. Inc. 8-15. 

General Radiological Ltd. 
1-2-3-7-8-10-13-15-16. 

Guardian Electric Mfg. 9. 

Heath Co. 8. 

Hewlett-Packard Co. 
1-3-5-6-11-14. 

os Electronic Prods. Co. 


1-4. 

Hoffman Electronics Corp. 11. 

Isotope Developments Ltd. 
1-2-5-7-8-10-13-15-16. 

J.B.T. Instruments. 14. 

Kearfott Co., Inc. 6. 

Dr. B. Lange. 11. 

Librascope, Inc. 4-5-9-11. 

Measurement Engrg. Ltd. 11-15. 

Moore Associates, Inc. 1-3. 

Mueller Labs. 4. 

Northeastern Engrg., Inc. 3-5-6. 

Northern Radio Co., Inc. 5-6. 

Nuclear Corp. of America/Int. 
Div. 1-2-3-7-8-10-12-13-15-16. 

Patterson, Moos Div. of Uni- 
versal Winding Co., Inc. 
1-2-7-8-14-15-16. 

Photocon Research Prods. 
5-9-1 


Photo-Crystals, Inc. 11. 

Potter Instrument, Inc. 
3-5-6-11-13-14. 

a Radiation Instruments 


15. 

Pyroferric Co., Inc. 1. 

Radiation Counter Labs., Inc. 
1-2-7-8-10-15. 

Revere Corp. of America. 4. 

Rheem Mfg. Co. 6. 

Ripley Co., Inc. 4-5-11. 

S. A. Rochar Electronique. 
3-5-6-7-8-14. 

Sodeco, Societe des Compteurs 
de Geneve. 4-11. 

Geo. Stevens Mfg. Co., Inc. 
4-5-9 


Tally Register Corp. 4. 
Telechrome Mfg. Corp. 3. 
Telecomputing Corp. Data 
Instrument Div. 3-5-6-13-14. 
Television Utilities Corp. 5. 
J. Langham Thompson Ltd. 
6-14. 
Trumeter Co. Ltd. 4-9-14, 
Universal Atomics Corp. 
1-2-3-4-5-6-7-8-10-12-15-16. 
The Victoreen Instrument. 
1-2-3-7-8-10-15-16. 
Universal Transistor Products 
Corp. 1-2-7-8-15-16. 
® Van Norman Industries, Inc., 
Electronics Div. 5. 
Victoreen Instrument Co. 


1-2-8-16. 
Walkirt Co. 3-5-6-14. 


COUPLERS—Directional 


Airtron Canada Ltd. 
= Radio Co. of Canada 
t 


Raytheon Canada Ltd. 
Research Industries Ltd. 
Sinclair Radio Labs. Ltd. 
Sperry Gyroscope Co. 
TMC (Canada) Ltd. 


Airtron Inc. 

Automatic Metal Prod. Corp. 

Blonder-Tongue Labs. Co. 

Bogart Mfg. Corp. 

Bomac Labs., Inc. 

Coaxial Connector Co. Inc. 

California Tech. Industries Div. 
of Textron Inc. 

Controls Electronics Co., Inc. 


a 


= Waters Mfg., 


Diamond Antenna Microwave 


Corp. 
Dielectric Prods. Engrg. Co., 
Inc. 


Douglas Microwave Co., Inc. 
Entron, Inc. 

Ferranti Ltd. 

F-R Machine Works Inc. 
General Radio Co. 

B. F. Goodrich Sponge Prods. 


iv, 
Hewlett-Packard Co. 

I-T-E Circuit Breaker Co. 

E. F. Johnson Co. 

Kearfott Co. Inc. 

Meridian Mefalcraft, Inc. 
Microwave Associates Inc. 

W. H. Sanders (Electronics) Ltd. 
Sierra Electronic Corp. 

Telerad Mfg. Corp. 

Transco Products, Inc. 
Waveline, Inc. 


COUPLINGS—Microwave 


Airtron Canada Ltd. 
Collins Radio Co. of Canada 
Ltd. 


RCA Victor Co. Ltd. 

Sinclair Radio Labs. Ltd. 
Sperry Gyroscope Co. 
Airtron, Inc. 

Bogart Mfg. Corp. 

Coaxial Connector Co., Inc. 
Controls Electronics Co., Inc. 
Diamond Antenna Microwave 


Corp. 
Dielectric Prods. Engrg. Co., 


nc. 
Ferranti Ltd. 
F-R Machine Works, Inc. 
I-T-E Circuit Breaker Co. 
Kearfott Co., Inc. 
Meridian Metalcraft, Inc. 
Narda Microwave Corp. 
Prodelin, Inc. 
Telerad Mfg. Corp. 
Waveline, Inc. 


COUPLINGS, SHAFT 
E. Reducers & 


F. Rigid & 
Extensions Flexible 


« Bach Simpson Ltd. E-F. 


The Canadian Fairbanks-Morse 
Co. Ltd. E-F. 


Birnbach Radio Co., Inc. E-F. 
British Insulated Callender’s 
Cables Ltd. F. 


Jackson Bros. henson) Ltd. E-F. 


E. F. Johnson Co. F. 

Kearfott Co. Inc. F. 

Litton Industries Compounds 
Div. E-F. 

Lord Mfg. Co. 

National Co., Inc. E. 

PIC Design Corp. EF. 

Refliectone Corp. E-F. 

Stratton & Co. Ltd. 

Inc. E-F. 


CRYSTAL CARTRIDGES 


Canadian Astatic Ltd. 
Conway Electronic Enterprises 
Reg’d. 


Len Finkler & Co. 
R. Mack & Co, Ltd. 


Cosmocord, Ltd. 

Electro Voice, Inc. 

Garrard Engrg. & Mfg. Co. Ltd. 

B. F. Goodrich, Sponge Prods. 
Div. 

Microwave Associates, Inc. 

Shane Bros., Inc. 

The Staver Co., Inc. 


CRYSTAL MOUNTS AND 
MIXERS 


Airtron Canada Ltd. 
Cone Electronic Enterprises 
e 

. Quality Hermetics Ltd. 
Raytheon Canada Ltd. 

= C. R. Snelgrove Co. Ltd. 
Allied Industries, Inc. 
Airtron Inc. 
American Electronic Labs., Inc. 
Bogart Mfg. Corp. 
Coaxial Connector Co. Inc. 
Diamond Antenna & Microwave 

Corp. 
F-R Machine Works Inc. 
- Goodrich Sponge Prods. 
iv. 

Gruen Industries, Inc. 
Hewlett-Packard Co. 
Meridian Metalcraft, Inc. 
Microwave Associates, Inc. 
Siemens Edison Swan Ltd. 
Sierra Electronic Corp. 
Standard Crystal Co. 
Waldom Electronics, Inc. 
Waveline, Inc. 


CRYSTALS 


6. Raw 

7. Rochelle 
Salts, 
Trans- 


ducer 
8. Sapphire 
9. Sapphire, 
Synthetic 
10. Scintillation 
unter 
11. Tourmaline, 
Frequency 
Control 
12. Unfinished 


1. Barium 
Titanate 
(for Trans- 
ducers) 

2. Color TV 
Frequency 
Control 

3. Grown, Ger- 


= Canadian General Electric Co. 4. 


Canadian Sonic Co. 

Conway — Enterprises 
Reg’d. 1-2-4. 

Dominion Electrohome Indus- 
tries Ltd. 10. 

Electronic Associates Ltd. 10. 

Engelhard Ind. of Canada Ltd. 


Ericsson Stges Sales of 
Canada 4. 

Linde Air Products Co., Div. of 
Union Carbide Canada Ltd. 9. 

Philips Electronics Industries 
Ltd. 10. 

Raytheon Canada Ltd. 3. 

C. R. Snelgrove Co., Ltd. 2-4-5. 

Spilsbury & Tindall Ltd. 4. 

Taylor Leslie Mining & Engrg. 
Corp. 

Titania Electric Corp. of Canada 
Ltd. 1-4-5. 


Anderson Labs., Inc. 5. 

Baird-Atomic Inc. 10. 

Rex Bassett, Inc. 4. 

Bliley Electric Co. 4. 

Bulova Watch Co. Electronics 
Div. 4. 

Cambridge Thermronic Corp. 4. 

Curtiss Wright Corp. 1-5. 

General Electric Co., Lamp 
Glass Dept. 6. 


« Hughes Prods. + Hughes 


Aircraft 
Nash & Thompson Ltd. 10. 
Quarzkeramik GmbH. 4-5. 
— Counter Labs., Inc. 
Radio Corp. of America. 2. 
S. A. Rochar Electronique. 1-4, 
Shane Bros., Inc. 7. 


® Sonotone Corp 


1. 
Standard Crystal Co. 2-4, 
Telechrome Mfg. Corp. 2. 
Thermosen, Inc. 3. 
J. Langham Thompson Ltd. 9. 


D 


DATA RECORDING 


EQUIPMENT 


Bailey Meter Co. Ltd. 

Canadian General Electric Co. 

= Devices of Canada 

td. 

Electronic Associates Ltd. 

Ericsson Telephone Sales of 
Canada Ltd. 

International Business Machines 
Co. Ltd. 

George Kelk Ltd. 

Radio Communications Equip- 
ment & Engrg. Ltd. 

Sharpe Instruments Ltd. 


— Corp. 

a— b Inc. 

BJ Electronics, Borg-Warner 
Corp. 

Barnes Development Co. 

Beckman Instruments, Inc., 
Berkeley Division 

Beckman Instruments, Inc., 
Systems Div. 

Bensen Lehner Corp. 

Century Electronics & Instru- 
ments Inc. 

Coleman Engrg. Co. Inc. 

Cubic Corp. 

A/S Danbridge. 

Electro-Instruments Inc. 

Electronics Assoc. Inc. 

Evershed & Vignoles Ltd. 

General Radio Co. 

Gulton Industries Inc. 

Hewlett-Packard Co. 

J. Langham —— Ltd. 

i iecascnne, Ee 

yr tan Vickers Electrical 


Moore Associates Inc. 

Nalder Bros. & Thompson Ltd. 
Non-Linear Systems Inc. 
Potter Instrument Inc. 
Radiation, Inc. 

Radio Corp. of America. 

S. A. Rochar Electronique 


Southern Instruments Ltd. 

Taily Register Corp. 

Telefonaktiebolaget L. M. 
Ericsson 

Television Utilities Corp. 


DECADE BOXES 
1. citance 3. Resistance 
2. Inductance 
Bayly Engrg. Ltd. 3. 
s Canadian Research Institute. 1-3. 
International Resistance Co. Ltd. 


Polytronics Co. 1-3. 
Tinsley Instruments. 1-2-3. 


Advance Components Ltd. 1. 

British Physical Labs. 1. 

— Instruments Co, Ltd. 

Cinema Engineering Div. of 
Aerovox Corp. 3. 

Chadwick- Helmuth = 1-2-3. 

Clarostat Mfg. Co., 

Cornell-Dubilier Elec. ~ Comp. 1-3. 

A/S Danbridge. 1-2-3. 

The Daven Co. 3. 

Dawe Instruments Ltd. 1-2-3. 

Electro-Measurement, Inc. 1-2-3. 

Electronic Instrument Co. Inc. 


General Radio Co. 1-2-3. 
Hartmann & Braun A.G. 1-2-3. 
Heath Co. 1-3. 
Industrial Instruments Inc. 1-3. 
Julie Research Labs. Inc. 3. 
Muirhead & Co. Ltd. 1-2-3. 
Shallcross Mfg. Co. 3. 
Simmonds Aerocessories, Inc. 
Taylor Electrical Instruments 
Ltd. 2-3. 
Winston Electronics Ltd. 1-3. 


DEHYDRATORS — 


Automatic 
Dielectric Prods. Engrg. Co., 


ne. 
Great Lakes Mfg. Corp. 
DELAY LINE CORES— 


Metallized 


General Radio Co. 

Shalicross Mfg. Co. 

be Electrical Instruments 
td. 


DELAY LINES 
1. Color TV 
2. D 


3. Distributed 
—Co 


5. Lumped— 
—Constant 
Fixed 


Fixed 

4. Distributed 
—Constant 
Variable 


aria 
7. Ultrasonic, 
Liquid or 
Solid 


Bayly Engrg. Ltd. 5. 
Canadian Electronics Co. 3-5. 
Canadian Sonic Co. 7. 
Helipot Corp. 4. 


Advance pepeonte Lab., Inc. 
1-2-3-4-5-6. 

Andersen Labs. Inc. 2-7. 

Bliley Electric Co. 3-7. 

Burnell & Co. Inc. 3-5. 

Cambridge Thermionic Corp. 5-6. 

Carad Corp. 3-5. 

Columbia Technical Corp. 1-2-3. 

Computer Control Co. Inc. 2-5. 

Control Electronics Co. Inc. 
1-2-3-4-5-6. 

Allen B. Du opens Labs., Inc. 
(Int. Div.). 1 

Filtron Co., Inc. 3-4-5-6. 

Globe Industries, Inc. 3-4. 

Gulton Industries Inc. 3-5-6. 

International Resistance Co. 4. 

Librascope, Inc. 2. 

Litton Industries Compound Div. 


Shallcross Mfg. Co. 3-5. 

F. _W. Sickles Div. General 
Instrument Carp. © 1-2-3-4-5-6, 

Taylor Electrical Instruments 
Ltd. 1. 

7” Instrument Electronics Corp. 


Telechrome Mfg. Cor. 1-3. 
Workman TV Inc. 1. 


DEMODULATORS 
E. Electronic M. Magnetic 


. Gua General Electric Co. 


td. E. 
# Collins Radio Co. of Canada 
Ltd. E 


Sharpe Instruments Ltd. E. 
s TMC (Canada) Ltd. E. 


Acromag, Inc. M. 
Airpax Products Co, M. 
Airtron Inc. E. 
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American Electronic Labs... Inc. 


Electro-Mechanical Research. E. 
Entron Inc. 

Industrial C ontrol Co. 

Rheem Mfg. Co. eM.” 

Sanders Associates Inc. E. 
Stevens-Arnold Inc. M. 
Ultradyne Inc. E. 

Varo Mfg. Co. E. 


DETECTORS 


1. Crystal 
2. Explosive 


15. 
7. Impedance 16. Water Leak 
® Canadian General Electric Co, 
Ltd., T.D. 
# Canadian Marconi Co. 13-14. 
s Canadian Research Institute. 
8-9-10-12-13-15-16. 
Canadian Sonic Co. 5. 
= Canadian Westinghouse Co. 
Ltd., Electronics Div. 
9-10-13-15. 
Conway Electronic Enterprises 
Reg’d.2-3-4-5-6-7-8-10-11-12. 
Dominion Electrohome Indus- 
tries Ltd. 9-13-16. 
Electronic Associates Ltd. 4-13. 
Electronics Corp. of America 
(Canada) Ltd. 3-13. 
Ericsson Telephone Sales of 
Canada Ltd. 3-13. 
George Kelk Ltd. 4-10. 
Measurement Engineering Ltd. 
3-4-9-13-15. 
Polytronics Ltd. 13. 
Raytheon Canada Ltd. 2. 
The Wind Turbine Co. of 
Canada Ltd. 14, 
X-Ray & Radium Industries Ltd. 
16. 


Baird-Atomic, Inc. 9. 
Ballantine Labs. Inc. 12. 
B J Electronics Borg Warner 
Corp. 14. 
Beckman easivemsente, Inc., 
Instruments Div. 8. 
Branson Instruments, Inc. 4-5. 
A. S. Bruel & Kjaer. 15. 
Chadwick-Helmuth Co. 15. 
Consolidated Electrodynamics 
Corp., Rochester Div. 8. 
Cossor Instruments Ltd. 5. 
Curtiss-Wright Corp. 5. 
Dawe Instruments Ltd. 15. 
Diamond Antenna & Microwave 
Corp. 14. 
Donner Scientific Co. 12. 
Dunn Engineering Associates 
Inc. 4. 
Electro-Measurement, Inc. 10. 
M. Falk. 4-5. 
F-R Machine Works Ltd. 14. 
Fisher a Lab. Inc. 
2-8-9-16. 
General E ‘lectric Co. (Lamp 
Wire & Phosphors). 9. 
General Radio Co. 10-12-15. 
B. F. Goodrich, Sponge Prods. 
Div. 1-7-14. 
Gulton Industries Inc. 4-15. 
Hanovia Lamps. 4-8. 
Hewlett-Packard Co. 1-11-12-14. 
Hoffman Electronics Corp. 
Industrial Control Co. 10. 
Industrial Test Equipment Co. 


Intitut Dr. Forster. 4-9. 

Isotope Developments Ltd. 1. 

Jerrold Electronics Corp. Ind. 
Products Div. 7-14 

Kin-Tel. 12. 

J. Langham Thompson Ltd. 15. 

Eric Lindgren Associates Inc. 
1-11-12-14. 

M. B. Manufacturing Co. 15. 

Microlab. 1. 

Microwave Associates, Inc. 
1-7-14. 

Millivac Instruments Div. of 
Cohn Electronics. 10. 

NRC Equipment Corp. 8. 

Narda Microwave Corp. 1-14, 

Owen Labs. Inc. 10. 

Patterson, Moos Div. of Uni- 
versal Winding Co., Ltd. 1-2-3. 

Philips Electronics Industries 
Ltd. 15. 

Photocon Research Prods. 5. 

Photovolt Corp. 13. 

Potter Instruments Inc. 4. 

Precision Radiation Instruments. 





Radio Corp. of , me 9. 

Ripley Co., Inc. 

Robertshaw- Fulton “Controls Co. * 
The Instrument Div. 15. 


Raytheon Mfg. Co. 2. 


W. H. Sanders (Electronics) Ltd. 


Servomechanisms Inc., Sub- 
systems Div. 3. 

Shallcross Mfg. Co. 12. 

Sierra Electronic Corp. 1. 

Taylor Electrical Instruments 
Ltd. 1-13-16. 


Tel instrument Electronics Corp. 


Telectro Industries. 3. 
Trio Labs Inc. 12. 
Veeco Vacuum Corp. 8. 
Waveline Inc. 14. 


DIAGNOSTIC EQUIP- 
MENT—Computer 
Conway Electronic Enterprises 
Reg’d 


Isotope Developments Ltd. 
Waterman Proaucts Co. Inc. 


DIAL CRYSTALS 


Conway Electronic Enterprises 


eg’d. 
# Oki & Willadsen Ltd, 
Radelin Ltd. 


Croname, Inc. 


DIALS—Instrument 


# Bach Simpson Ltd. 
Barber-Colman of Canada Ltd. 
Canadian Research Institute. 
The Foxboro Co. Ltd. 
Hathaway Kraemer Ltd. 
Helipot Corp. 

London Wood & Plastics Ltd. 
R. Mack & Co. Ltd. 

Oki & Willadsen Ltd. 
Radelin Ltd. 


X-Ray & Radium Industries Ltd. 


Allied Plastics Supply Corp. 

Circuit Instruments Inc. 

Croname, Inc. 

Evershed & Vignoles Ltd. 

Jackson Bros. (London) Ltd. 

E. F. Johnson Co, 

Kearfott Co. Inc. 

Metallics Inc. 

National Co. Inc. 

PIC Design Corp. 

Roller-Smith Instruments Inc. 

Sifam Electrical Instrument Co. 
Ltd. 

Weidom Electrionics Inc. 


DIALS—Precision 
Barber-Colman of Canada Ltd. 

® Canadian Research Institute. 
Helipot Corp. 

® Oki & Willadsen Ltd. 


X-Ray & Radiwm Industries Ltd. 


Jackson Bros. (London) Ltd, 

Metallics Inc. 

National Co. 

Sifam Electrical Instrument Co. 
d. 


DIFFERENTIALS 


Dynamic Gear Co. Inc. 


DIODES—Microwave Mixer 


Raytheon Canada Ltd. 
® Rogers Electronics & Compo- 
nents Div. of Philips Elec- 
tronics Ind. Ltd. 
® Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd. 
® Bomac Labs Inc. 
a Goodrich, Sponge Prods. 
iv. 
International Rectifier Corp. 
Kemtron Electron Prods. Inc. 
Microwave Associates, Inc. 
Sylvania Electric Products Inc. 
Electronics Div. 
Transition Electronic Corp. 
Westinghouse Electric Corp., 
Semi-conductor Div. 


DIODES 


1, Germanium 3. Silicon 
2. Silicon Power 
® Canadian General Electric Co. 
Ltd. 1-3-4, 
Canadian Line Materials Ltd. 3. 
® Rogers Electronics & 
Components Div. of Philips 
Electronics Ind. Ltd. 1-2- 
Raytheon Canada Ltd. 1-2-3. 
. oe: Telephones & Cables 
Co. (Canada) Ltd. 1-2-3. 
Testers Leslie Mining & 
Engineering Corp. Ltd. 2-3. 


Amperex Electronic Corp. 
Automatic Mfg. Div., General 
Instrument Corp. 
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® Bomac Labs. Inc. 2. 


CBS-Hytron, Div. of Columbia 
Broadcasting System, Inc. 1-2. 

Clevite Transistor Prods. 1-2-3. 

Fansteel ye Corp. 2-3. 

General Radio 1. 

General Transistor Corp. 1-2. 

Hoffman Electronics Corp. 2-3. 

B. F. Goodrich Sponge Prod. 
Div. 2-3. 

Hughes Products Div., 
Aircraft Co. 1-2-3. 

International Rectifier Corp. 
1-2-3. 

International Resistance Co. 1. 

Kemtron Electron Prod. Inc. 
1-2-3. 

Laboratoire Central De 
Telecommunications. 2. 

Microwave Associates, Inc. 2-3. 

Motorola Inc., Semiconductor 
Prods. Div. 2-3. 

Ohmite Manufacturing Co. 1. 

Pacific Semiconductors Inc. 1-2. 

Philco Corp. 1. 

Radio Receptor Co., Inc. 

Sylvania Electric Products Inc., 
Electronic Div. 1-2-3. 

Texas Instruments Incorporated, 
Semiconductor-Components 
Div. 2 

Thermosen, Inc. 3. 

Transitron Electronic Corp. 1-2-3, 

U.S, Dynamics Inc. 2-3. 

Westinghouse Electric Corp., 
Semi-conductor Div. 1-2-3. 


Hughes 


DISCS—Blank, Recording 
Audio Devices Inc. 
Reeves Soundcraft Corp. 
The Sound Scriber Corp. 


DIVIDERS—Power 


Conway Electronic Enterprises 
Reg’d 
Raytheon Canada Ltd. 


Carad Corp. 

Diamond Antenna Microwave 
Corp. 

Douglas Microwave Co. Inc. 

E. F. Johnson Co. 

Microlab. 


DIVIDERS—V oltage 


# Canadian Research Institute. 


Helipot Corp. 
Polytronics Co. 
Raytheon Canada Ltd. 


A/S Danbridge. 

Electro Measurement, Inc. 
Hartmann & Braun A.G. 

Julie Research Labs. Inc. 

Microlab. 

Shallcross Mfg. Co. 


DOSIMETERS 


Dominion Electrohome Indus- 
tries Ltd. 

Philips Electronics Industries 
Ltd. 


Baird-Atomic, Inc. 

Bendix Aviation Corp. 

BJ Electronics, Borg-Warner 
Corp. 

Dawe Instruments Ltd. 

Electronic Instruments Ltd. 

Etelco Ltd. 

General Radiological Ltd. 

Isotope Developments Ltd. 

G. T. Meillon. 

Patterson, Moos Div. of 
Universal Winding Co. Ltd. 

Photovolt Corp. 

Universal Atomics Corp. 

Universal Transistor Products 
Corp. 

Victoreen Instrument Co. 

Westinghouse Electric Int. Corp, 


DRIVERS—Recording 
Bailey Meter Co. Ltd. 


DRIVES—Small Electric 
Drive Mechanisms 


The Canadian Fairbanks-Morse 


0. ‘ 
Marsland Engrg. Co. Ltd. 


Acton Labs Inc. 

Barber-Colman Co. 

Bristol Motor Div. Vocaline Co. 
of America. 

Diehl Mfg. Co. 

Globe Industries Inc. 

The A. W. Haydon Co. 

National Co. Inc. 

Vectrol Engrg., Inc. 


1-2-3-4, 


DRYERS, ELECTRONIC— 
Dehydration & Drying 


— Electronics Industries 
d 


Beckman Instruments, Inc., 
Systems Div. 
® Conrad Inc. 
Great Lakes Mfg. Co. 


DUPLEXERS—Microwave 


Airtron Canada Ltd. 
Andrew Antenna Corp. Ltd 
® Canadian General Electric Co. 


Ad. 
® Collins Radio Co. of Canada 
Ltd. 


Decca Radar (Canada) Ltd. 
Lenkurt Electric Co. of Canada 
Ltd. 
Raytheon Canada Ltd 
Research Industries Ltd 
® Sinclair Radio Labs. Ltd 


Airtron Inc. 

Automatic Metal Prod. Corp 

Bogart Mfg. Corp. 

Budelman Electronics Corp. 

Coaxial Connector Co. Inc 

Diamond Antenna & Microwave 
Corp. 

as 1 rm Prods. Engrg. Co. 


Electronic Speciality Co. 
F-R Machine Works, Inc 
2. Goodrich, Sponge Prods 
iv. 
Kearfott Co. Inc. 
Meridian Metalcraft, Inc 
Microwave Associates Inc 
Prodelin, Inc. 
Transco Prods., Inc 
Telerad Mfg. Corp. 
Waveline Inc. 


DYNAMOMETERS 


® Automatic Electric (Canada) 
Ltd. 


Bepco Canada Ltd 

The Canadian Fairbanks-Morse 
Co. Ltd 

Canadian General Electric Co. 
Ltd. 

Conw ay Electronic Enterprises 
Reg’d 

aT Electronics Industries 


Standard Electric Time of 
Canada Ltd 
Tinsley Instruments 


Cambridge Instrument Co. Ltd 

Electronic Co 

Ness & Wiegetchnik G.M.B.H. 

Radiation, Inc 

Schaevitz Engrg. 

Sensitive Research Instrument 
Corp. 

# Weston Instruments Div 

Daystrom Inc 


DYNAMOTORS 


The + on Fairbanks-Morse 
Co. Lt 
mL Materiels Int’! Ltd 


Barber-Colman Co. 

Carter Motor Co, 

Eicor, Inc. 

Electric Specialty Co 
Electronic Specialty Co 
Newton Bros. (Derby) Ltd. 
Sangamo Electric Co. 
Spilsbury & Tindall Ltd. 


E 
ELECTROCARDIOGRAPHS 


Conway Electronic Enterprises 
Reg’d 

Electronic Associates Ltd. 

Raytheon Canada Ltd. 

Research Instrumentation Ltd. 


The Birtcher Corp. 

Cambridge Instrument Co. Ltd. 

Edin Company Inc. 

Cgeeret Electric Co., X-Ray 
Dep 

soneies Products Div., 
Aircraft Co. 

Sanborn Co. 

Siemens Edison Swan Ltd. 


ELECTRODES—High 
Frequency 
Conway Electronic Enterprises 
Ree'd 
Fisher Sc entific Co., Ltd. 
Wappler Inc. 


Hughes 





ELECTRO- 
ENCEPHALOGRAPHS 


Coeet Electronic Enterprises 


cg 
Electronic Associates Ltd. 
Research Instrumentation Ltd. 


Edin Co., Inc. 
® Hughes Prods. Div., 
Aircraft Co. 
Offner Electronics 
Siemens Edison Swan Ltd. 


ELECTRO- 
MAGNETOMETERS 


Hughes 


Canadian Applied Research Ltd. 


Conway Electronic Enterprises 
Reg’d. 
Electronic Associates Ltd. 
® George Kelk Ltd. 
The Plessey Co. of Canada Ltd. 
Sharpe Instruments Ltd. 


Institut Dr. Forster 


ELECTROMETERS 


# Canadian Research Institute 
Conway Electronic Enterprises 
Reg’d. 


Cambridge Instrument Co., Ltd. 
Curtiss Wright Corp. 

Electronic Instruments Ltd. 
General Radio Co. 

Hartmann & Braun AG 

Isotope Developments Ltd. 
Keithley Instrument, Inc. 
Victoreen Instrument Co. 


ELECTRO-SURGICAL 
APPARATUS 

# Canadian Research Institute 
Measurement Engrg. Ltd. 


The Birtcher Corp. : 
Dunn Engineering Associates 


Inc. 
General Electric Co., X-Ray 


pt. 
Liebel Flarsheim Co. 
Photovolt Corp. 


Precision Radiation Instruments, 


nc. 
Wappler Inc. 
ELEMENTS—Heating 


Canadian Chromalox Co. Ltd. 
~ ae General Electric Co. 
td 


Fisher Scientific Co. Ltd. 
Ungar Electric Tool Co., of 
Canada 


Bulova Watch Co. 

Eagle Electric Mfg. Co., Inc. 

Metropolitan Vickers Electrical 
Co., Ltd 

Norton Behr- Manning Overseas 
Inc. 


ELEMENTS—Heating, 
Crystal Oven 


Atlas Electric Products 
Rheem Mfg. Co. 
Standard Crystal Co. 


EMBEDDED ASSEMBLIES 


Amphenol Canada Ltd. 
Erie Resistor of Canada Ltd. 
Standard Television Prod. Ltd. 


Dale Prods., Inc. 

Electro Miniatures Corp. 
Electronic Specialty Co. 
Ferranti Ltd. 

Induction Motors Corp. 
Instrument Development Labs., 


nc. 
Murphy Radio Ltd. 
Telectro Ind. Corp. 
Walkert Co. 


EMBEDDED COM- 
PONENTS 


Amphenol Canada Ltd. 
Standard Television Prod. Ltd. 
Dale Prods., Inc. 
Electro-Miniatures Corp. 
Electronic Specialty Co. 
Ferranti Ltd. 

Induction Motors Corp. 
Instrument Development Labs., 


nc. 
Murphy Radio — 
Telectro Ind. Cor 
@ Welwyn Electrical Labs., Ltd. 


ESCUTCHEONS 


Amphenol Canada Ltd. 
« Oki & Willadsen Ltd. 
Osborne Electric Co. Ltd. 


Baird-Atomic, Inc. 
Croname, Inc. 

Dale Prods., Inc. 

Etelco Ltd. 

Jackson Bros. (London) Ltd. 
Waldom Electronics Inc. 


F 


FERRITES 


Aerovox Canada Ltd. 
Airtron Canada Ltd. 
Allen Bradley Canada Ltd. 


Collins Radio Co. of Canada Ltd. 


The Plessey Co. of Canada Ltd. 

Raytheon Canada Ltd. 

Rogers Electronics & 
Components Div. of Philips 
Electronics Ind. Ltd. 

Sperry Gyroscope Co. 

D. M. Steward Mfg. Co. 


Airborne Instrument Lab., Inc 

Airtron Inc. 

Automatic Mfg. Div., General 
Instrument Corp. 

Cascade Research Div. 

Crucible Steel Company of 
America 

Elna Ferrite Lab. 

Ferranti Ltd. 

Kearfott Co. Inc. 

Litton Industries, Components 
Div. 

National Moldite Co. 

D. M. Steward Mfg. Co. 

Superex Electronics Corp. 


FILMS—Capacitor 


Aircraft Marine Prods. of 
Canada Ltd. 

Ericsson Telephone Sales of 
Canada i 

Micarta Fabricators Ltd. 


FILTERS 


1. Antenna 
2. Band Elimi- 
nation 


10. Lighting (for 
Radio 


Towers) 
3. Band Pass 11. Low Pass 
4. Continuous- 12. Microwave 
Variable 13. Needle 
5. Crystal Scratch 
6. Detonation 14. Radio Inter- 
ference 


7. Electric 
Wave 15. Radio Range 
Section 16. Television 
17. uhf & vhf 


8. Equalizer 
9%. High Pass 18. Variable 
Electronic 


Airtron Canada Ltd. 12. 
Allen Bradley Canada Ltd. 


-17. 

Amphenol Canada Ltd. 9-16-17. 

Andrew Antenna Corp. Ltd. 
1-10-12. 

Bayly Engrg. Ltd. 2-3-7-8-9-11-12. 

Benco Television Associates Ltd. 
1-9-11-16-17. 

Canadian General Electric Co. 
Ltd. 1-10. 

Collins Radio Co. of Canada 
Ltd. 1-2-3-4-8-9-11-12. 

Eclipse Electronics Co. 1-14. 

Electronic Research & 
Development Co. Ltd. 9-11. 

Ericsson Telephone Sales of 
Canada Ltd. 3-5-9-10. 

Hammond Mfg. Co. Ltd. 
3-9-11. 

Jerrold Electronics (Canada) 
Ltd. 3-4- 7. 

Lenkurt Electric Co. of Canada, 
Ltd. 2-3-7-8-9-11-12. 

Northern Radio Mfg. Co., Ltd. 
2-3-9-11 

ev Electric Co. Ltd. 
2-3-9-10-11. 

The a Co. of Canada Ltd. 
9-11. 


Radio Cc ommunication Equipment 
& Engrg. Ltd, 2-14, 

RCA Victor Co., Ltd. 12-14-16. 

‘Research Industries Ltd. 

1-2-3-8-9-11-12. 

Rogers Electronics & 
Components Div. of Philips 
Electronics Ind. ay? —- 

Sinclair Radio Labs., 
1-2-3-4-7-9-10-11-12- 1415-17. 

Cc. R. Snelgrove Co. Ltd 
2-3-5-9-11-17. 

Standard Television Prod. Ltd. 
1-2-3-10-16, 

Telephone Mie, Co. Ltd. 
2-3-7-8-9- 

TMC (C aad) Ltd. 
1-2-3-5-8- 

F, V. fae ny Electronics Ltd. 1, 

The Wind Turbine Co. of 
Canada Ltd. 2-3-9-10-11. 

Watkins Electronics Ltd. 
1-2-3-16-17, 


Advance Components Ltd. 
1-2-3-4-5-6-7-' 


Aerolite Ltd. 
1-2-3-9-11-14-16-17. 

Airtron, Inc. 12. 

Aladdin Electronics 1-2-3-5-9. 

Alford Mfg. Co. 11. 

Allison Labs. 3-4-9-11. 

American Electronic Labs., Inc. 
1-2-3-4-9-11-12. 

American Electronics Co. 
2-3-9-11-14-16. 

Applied Research, Inc. 2-12-17. 

Automatic Metal Prod., Corp. 
3-9-11-17 


Balco Research Labs. 1-2-3. 

Rex Bassett, Inc. 14. 

Belling & Lee Ltd. 14-16. 

Bliley Electric Co. 5. 

Blonder-Tongue Labs. Co. 
1-8-17 


Bogart Mfg. Corp. 3-12. 

Bomac Labs., Inc. 12. 

A/S Bruel & Kjaer. 3-4-7-18. 

Bud Radio Inc. 9-11. 

Bulova Watch Co. Electronics 
Div. 2-3-5-9-11. 

Burnell & Co., Inc. 
2-3-5-7-8-9-11-15. 

Cambridge Thermionic Corp. 
2-3-9-11. 

Carad Corp. 2-3-9-11. 

Cinema Engrg. Div. of 
Aerovox Corp. 2-3-8-9-11. 

Controls Electronics Co., 

Cornell-Dubilier Elec. Corp. 
14-16-17. 

Krohn-Hite Export Corp. 
2-3-4-18. 

The Daven Co. 3-12. 

Diamond Antenna Microwave 
Corp. 1-2-3-4-5-9-11-12. 

——S Prods. Ls Co., 

1-2-3-9-11-16-17. 

Deaner Scientific Co. 3. 

Electronics Measurements Corp. 
1-3-9-14-16. 

meee x! pees Co. 
1-2-3-9-11-12-17 

Emerson Cuming, Inc. 
2-3-6-7-8-9-11-17. 

Entron, Inc. Tee 

Ferranti Ltd. 

Federal Electronic Sales. 3. 

Filtron Co., 
2-3-9-11- 12-14-17. 

Frequency Standards Ltd. 
1-2-3-11-12. 

Gonsest Radio Co. 3-9-11. 

Good . ppenee Prods. 

n> 2-3-9- 

Grundig Radio’ Werke. 16. 

Gulton Industries, Inc. 11. 

Hermetic Seal Transformer Co. 
2-3-7-9-11. 

Hewlett-Packard Co. 11-12. 

Hughes Products Div., Hughes 


Aircraft Co, 2-3-5-8-9-11- *t7- 18. 


International Research & 
Development Corp. 3-4. 

E. F. Johnson Co. 11. 

Kearfott Co., Inc. 12. 

James Knights Co. 1-2-3-5-9. 

Litton Industries, Components 
Div. 1-2-3-9-11-12. 

Meridian oe Inc. 
1-2-3-9-1 1-12 

Microlab. 
1-2-3-4-9-11-12-14-15-16-17. 

Microwave Associates, Inc. 
2-3-9-11-12 

J. W. Miller Co. 
1-2-3-4-5-6-7-8-9-10-11-12-13- 
14-15-16-17-18. 

R. W. Neill Co., Inc. 2-3-9-11. 

North Electric Co. 9-11. 

Opad Electric Co. 9-11. 

Ortho Filter Corp. 
1-2-3-5-7-8-9-11-14-15-17. 

Polyphase Instrument Co. 
2-3-7-9-11-17. 

Prodelin, Inc, 1-3-16-17. 

Quarzkeramik GmbH. 3-5. 

Radio > eed Labs. 
2-3-7-9-11. 

F. W. Sickles Div. General 
Instrument Corp. 2-3-9-11. 
Sierra Electronic Corp. 11-17. 

Southwestern Industrial 
Electronics Co. 3-9-11. 

Sprague International Ltd. 14. 

Standard Crystal Co. 5. 

Steatit-Magnesia -. _— 17. 

Stratton & Co. Ltd 

Superex Sioctronies She. 
1-9-11-14-16, 

Telechrome Mfg. Corp. 
8-9-11-16. 


‘ 


Telectro Industries Corp. 14. 

Telefonaktiebolaget L. 
Ericsson. 3-9-11. 

Telerad Mfg. Corp. 12. 

Torotor A/S. 1-9-11. 

Transco Products, Inc. 
1-2-3-17. 

Transistor Devices, Inc. 18. 

Triad Transformer. 3-11. 

Varo Mfg. Co. 3-9-11. 

Vidaire Electronics Mfg. Corp. 
1-9-11-14 

Waveline, Inc. 12. 
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Inc. 17. 


White Instrument Labs. 
2-3-7-9-11. 


FLANGES—Microwave 


Airtron Canada Ltd. 

Andrew Antenna Corp. Ltd. 
Collins Radio Co. of Canada Ltd. 
Sinclair Radio Labs., Ltd. 


Airtron Inc 
Diamond Antenna Microwave 


Corp. 
Dielectric Prods. Engrg. Co., 


nc. 
F-R Machine Works, Inc. 
I-T-E Circuit Breaker Co. 
Meridian Metalcraft, Inc. 
Narda ae Corp. 
Telerad Mfg. C 
United Aircraft Punts. Inc. 
Waveline, Inc. 


FLUXMETERS 


Bayly Engrg. Ltd. 

Canadian Research Institute 

Conway Electronic Enterprises 
Reg’d 


Cambridge Instruments Co., Ltd. 

Dyna-Empire, Inc. 

Hartmann & Braun AG. 

Sensitive Research Instrument 
Corp. 

Radio Frequency Labs. 

W. G. Pye Co. Ltd. 


FORKS—Tuning, Electrically 


Driven 
Conway Electronic Enterprises 


_Reg’d. 
# Tinsley Instruments. 


S. G. Brown Ltd. 
Cambridge Instrument Co., Ltd. 
Dr. Ing. Rudolf Hell 


® Muirhead & Co. Ltd 


Telectro Industries Corp. 
Varo Mfg. Co. 


FORMS 


1. Antenna 3. Resistor 
2. Coil 


le a Fibre Co. of Canada 


Neosid (Canada) Ltd. 2-3. 

Oki & Willadsen Ltd. 2. 
Osborne Electric Co. Ltd. 1. 
Panelyte Div., St. Regis Paper 


Co. 2. 
The Plessey Co. of Canada Ltd. 
Spaulding Fibre Co. of Canada 
Ltd. 2. 
— Television Prod. Ltd. 


Peerless Prods. Industries. 2. 
Permonite Mfg. Co 

Saxton Products Inc. 1-2. 
Steatit-Magnesia A. G. 3. 
D. M. Steward Mfg. Co. 2. 
Superex Electronics Corp. 2. 
Torotor A/S. 2. 

Waters Mfg. Inc. 2. 


FUSES 


Bepco Canada Ltd. 
ee General Electric Co. 
t 


Electronic Components Ltd. 
Great Lakes Electrical Specialties 


Ltd 
Smith & Stone Ltd. 
Belling & Lee Ltd. 
Bussman Mfg., Div., 
ison Co. 
Eagle Electric Mfg. Co., Inc. 
Hughes Products Div., Hughes 
Aircraft Co. 
Littelfuse, Inc. 
Siemens Edison Swan Ltd. 
Switchgear & Equipment Ltd. 
Telectro Ind. Corp. 


G 


McGraw 


GAUGES 


1. Beta 


2. Comparator 


. Dimension, 


'0- 
electric 
. Displace- 
ment 
Measuring 
Fuel 
Indicator, in 
13. Thickness, 
Electronic 
. Thickness, 
Ultrasonic 
Vacuum 
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Amalgamated Electric Corp. Ltd. 


Canadian Curtiss-Wright, Ltd. 
1-7-13. 


Canadian Fairbanks-Morse Co. 
Ltd. 6-12- . 

Canadian General Electric Co. 
Ltd. 12.13. 

Canadian Research Institute. 6. 

Canadian Sonic Co. 14. 

Canadian Westinghouse Co. Ltd. 
Electronics Div. 


Dominion Electrohome Industries 
13-14-15. 


Ltd. 1-7-9-10-11-12-1 
Electronic Associates Ltd. 
1 13. 
Fisher Scientific Co. Ltd. 8-15. 
Honeywell Controls Ltd. 9-15. 
Measurement Engrg. Ltd. 
2-. 7-9-13. 
Philips crew Industries 
Ltd. 4-7-9-12-15 
hea Instruments Ltd. 


15. 
Tinsley Instruments. 12. 


Anton Electronics. 7. 

Atlantic Research Corp. 9. 

Automatic Timing & Controls, 
Inc. 4 

Avien Inc. §. 

Baird-Atomic, Inc. 6. 

Bourns Labs. Inc. 9. 

Branson Instruments. Inc. 14, 

Bruel & Kjaer. 4-6-12. 

ow instrument Co. Ltd. 


Columbia Research Lab. 12. 
Consolidated Electrodynamics 
Corp. Rochester Div. 15. 


Dawe Instruments Ltd. 4-6-13-14, 


Daytronic Corp. 4. 

Dunn Eng. Associates Inc. 7. 

Dynamic insi.ument Co., Inc. 9. 

Edwards High Vacuum * td. 7-8. 

Eitel-McCullough, Inc. 15. 

Electronic instruments Ltd. 7. 

Endevco Corp. 9. 

Evershed Vignoles Ltd. 4-9. 

Fairchilds Controls Corp. 9. 

The Foxboro Co. 1-9-13. 

General Electric Co., X-Ray 
Dept. 

Gulton Industries, Inc. 12-13. 

Haenni & Co. A.G. 10-15. 

Hartmann & Braun A.G. 12. 

Industrial Control Corp. 12. 

Institut Dr. Forster. 13. 

Isotope Developments Ltd. 
1-5A-7-13. 

Kearfott Co. Inc. 9. 

J. Langham-Thompson Ltd. 
4-9-12. 

Metromx, 9. 

Metropolitan Vickers Electrical 
Co. Ltd. 7-15. 

Nash & Thompson Ltd. 13. 

NRC Equipment Corp. 7-8-15. 

P. K. Neuses Inc. 11. 

Photocon Research Prods. 
9-13-14, 

Photovolt Corp. 6. 

Precision Radiation Instruments, 
Inc. 6. 

Radiation Counter Labs. Inc. 1. 

Rahm Instruments Div., U. S. 
Gauge. 9-15. 

Revere Corp. of America. 


Robertshaw-Fulton es Co., 


The Instrument . 
Savage & Parsons Ltd. 11. 
Schaevitz Engrg. 9. 

H. H. Scott Inc. 6 

Sheffield Corp. 4-6-13. 

Siemens Edison Swan Ltd. 7-15. 
Sierra Electronic Corp. 7. 
Simmonds Aerocessories, Inc. 5. 
Southern Instruments Ltd. 


Statham Labs., Inc. 4-12. 

U. S. Gauge-Aircraft 
Instruments. 15. 

Veeco Vacuum Corp. 7-8-9-15. 

Waters Mfg. Inc. 10-11, 

Waugh Engrg. Co. 5. 


GALVANOMETERS 


® Bach Simpson Ltd. 
Barber-Colman of Canada Lid. 
The Canadian Fairbanks-Morse 

Co. Ltd. 

« Canadian Research Institute. 
Fisher Scientific Co. Ltd. 
Polytronic Co. 

Thermovolt Instrument Ltd. 

« Tinsley Instruments. 


Brush Instruments, Div. of 
Clevite Corp. 

Cambridge Instrument Co. Ltd. 

Century Electronics & 
Instruments, Inc. 

Dawe Instruments Ltd. 

Edin Co., Inc. 

Hartmann & Braun A.G. 

Hewlett-Packard Co. 

J B T Instruments Inc. 

1/S Jensen Electric. 


Kin-Tel. 

Dr. B. L x 

Photron Instrument Co. 
Radiometer. 

Sanborn Co. 

Savage & Parsons Ltd. 
Sensitive Research Instrument 


Corp. 
Shalicross Mfg. 
— Electrical Sestrument Co. 
t 


Triplett Electrical Instrument Co. 


Ernest Turner Electrical 
Instruments Ltd. 
« Weston Instruments Div., 
Daystrom Inc. 


GASES—Nitrogen & Rare 
Canadian Liquid Air Co. 
Fisher Scientific Co. Ltd. 
Linde Air Products Co., Div. of 
Union Carbide Canada Ltd. 


GEARS—Precision 


Canadian Applied Research Ltd. 
ae ee vices of Canada 
t 


® Helipot Corp. 
Douglas Randall Canada Ltd. 
——s Fibre Co. of Canada 
td. 
Sperry Gyroscope Co. 
Thermovolt Instrument Ltd. 


Beaver Gear Works, Inc. 

Bowmar Instrument Corp. 

S. G. Brown Ltd. 

Dynamic Gear Co., Inc. 

General Radio Co. 

Jackson Bros. (London) Ltd. 

Librascope, Inc 

Mechatrol Div. ‘Servomechan- 
isms, Inc. 

PIC Design Corp. 

U. S. Gear Corp. 

——— (Control Equipment) 

td. 


GENERATORS ELEC- 
TRONIC 

1. am-fm 

2. Harmonic 

Frequency 

> _— 
. No izing 

5. Picture 14. Signal, uhf 

or vhf 


Signal 
6. Pulse 15. Square 
Wave 
16. Ultrasonic 
17. Variable 


12. Signal, 


Ss 
13. Signal Tv 
Synchron- 


> er rf 
10. Frequency 


11. Signal, ssb 18. Wave form 


® Bach Simpson Ltd. 13. 
Canadian Motorola Electronics 
Ltd. 8-14, 
® Canadian Research Institute 
1-6-7-9-15-16-17. 
Canadian Sonic Co. 16, 
Canadian General Electric Co. 
Ltd. 1. 
Canadian Marconi Co. 1-3-4-6- 
7-8-9-10-12-13-14-15-17. 
Collins Radio Co. of Canada 


Ferranti Electric Ltd. 4. 

Jerrold Electronics (Canada) 
Ltd. 12 

Measurement Engrg. Ltd. 7-17. 

a Radio Mfg. Co. Ltd. 

Philips Electronics Industries 
Ltd. 1-6-7-8-9-15. 

Radio Communications Eqpt. 
& Engrg. Ltd. 1-5-7-8-9-18. 

Sperry Gyroscope Co. 3. 

Standard Telephones & Cables 
Mfg. 4-7-8-9-10-11-16. 

Stark Electronic Instruments 
Inc. 1-9-14, 

TMC (Canada) Ltd. 
2-4-7-9-11-17. 


Acoustica Associates. 16. 

Adler Electronics, Inc. 9-17. 

Advance Components Ltd. 
1-7-9-12-14-17. 

Advance Electronics Lab., Inc. 


Airborne Instrument Lab., Inc 

American Electronic Labs., Inc. 
15. 

Auéie Instrument Co. Inc. 1. 


‘o. 5. 

Beckman Berkeley Div. 6-18. 

Behiman Engrg. Co. 17. 

BJ Electronics, Borg-Warner 
Corp. 6-9-12-14-15-17. 

Bogart Mfg. oy 

Boonton Radio Corp. 1-12. 

Branson Instruments Inc. 16. 


A/S Bruel & Kjaer. 7-12-15-17. 


wy —-. . om 
Carter Motor C 
Chadwick- Hetmuth Co. 12. 
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Clough-Brengle Co. 
7-9-12-13-14-17. 
Coates Measurements 


orp. 2. 
Control Electronics A Inc. 6. 
Crosby Labs., Inc. 

Cubic Corp. 6-18. 

Curtiss-Wright Corp. 16. 

A/S Danbridge. 9-15-18. 

Dawe Instruments Ltd. 
1-2-4-6-7-15-16-17. 

Diamond Antenna & Microwave 
Corp. 2-3. 

Donner Scientific Co. 1-2-7-8-17. 

Allen B. Du Mont Labs. Inc. 6. 

Electronic Associates Inc. 4 

Electronic Instrument Co. Inc. 
1-5-7-8-9-12-13-15-18. 

Electronic Tube Corp. 15-18. 

M. Falk. 6-17. 

Ferranti Ltd. 3. 

Fisher Research Lab. Inc. 7-17. 

F-R Machine Works, Inc. 
3-6-17 


General Communications. 3. 
General Radio Co. 
1-4-6-12-14-15-17. 
General Ultrasonics Co. 16. 
B. F. Goodrich, Sponge Prods. 
Div. 3. 
Gruen Industries Inc. 2-6-9-14. 
Gulton Industries, Inc. 16-17. 
Heath Co. 7-9-12-15. 
Hewlett-Packard Co 
2-3-4-6-9-10-12-14-15-16-17-18. 
Hickock Electrical Instrument 
Co. 1 
Ideal ppoenion Meter Co., Inc. 
Industrial Text Equipment Co. 
7-16-17. 
Key Electric Co. 
1-3-4-5-6-7-8-9-10-12-13-14-17. 
Kearfott Co. Inc. 14-15, 
Wayne Kerr Labs. Ltd. 1-7-9-17. 
Kolisman Instrument Corp. 3. 
Lavoie Labs. Inc. 6-12 
Leach Corp. 17. 
Manson Labs. Inc. 
2-3-6-9-11-14-17. 
Measurements, A McGraw 
Edison Div. 
1-6-7-8-9-10-14-15-16-17. 
Microlab. 2. 
Microwave Associates, Inc. 1. 
Murphy Radio Ltd. 4. 
Narda Ultrasonic Corp. 16. 
National Co. Inc. 
1-2-4-7-8-9-10-11-12. 
New London Instrument Co. 
1-7-14, 
Northern Radio Co. Inc. 16. 
John Oster Mfg. Co. 3. 
Polarad Electronics Corp. 3-6-9. 
Precision Apparatus Co. Inc. 
1-6-7-8-9-10-11-12-13-14- 
15-16-17. 
Radio Corp. of America. 3-13. 
Radio Heaters 16. 
Radiometer. 1-4-7-6-y-14. 
RCA Victor Co. Ltd. 7. 
W. H. Sanders (Electronics) 
Ltd. 14, 
Savage & Parsons Ltd. 18. 
H. H. Scott Inc. 4. 
Southwestern Industrial Elec- 
tronic Co. 7. 
Taylor Electrical Instruments 
Co. 1-7-15. 
Telerad Mfg. Corp. 3-4. 
Television Utilities Corp. 5-6-13. 
Tel Instrument Electronic Corp. 
1-5-8-9-12-13-14-17. 
Telechrome Mfg. Corp. 
6-1 5 
Teletronic Lab. Inc. 6. 
Triplett Electrical Instrument 
Co. 1-6-9-12-13. 
Ultra-Violet Prods. Inc. 6-15. 
s Van Norman Industries Inc. 
Electronics Div. 3-10-11-12-14, 
Varo Mfg. Co. 15. 
Walkirt Co. 6-15-18. 
Wappler, Inc. 6-7. 
Winston Electronics I td. 
3-14-15. 


GENERATORS 
1. Engine 
driven 


driven 
2. Hand driven 4. Wind driven 
® Automatic Electric (Canada) 
Ltd. 1-3. 
Aviation Electric Ltd. 1. 
The Canadian Fairbanks-Morse 
Co. Ltd. 1-3. 


3. Motor 


® Canadian General Electric Co. 


Ltd. 1-3. 


@ Canadian Westinghouse Co. 
1, 


Ltd 


. Canadian Weriashouse Co. Ltd. 


Electronics Div. 3. 
E.C.C. Canada Ltd, 1-3. 
Leland Electric Canada Ltd. 3. 
Measurement Engrg. Ltd. 
1-7-9-15-17-18. 
The Plessey Co. of Canada Ltd. 
1. 


Powertronic Equi qr oa 1-3. 
Sinclair Radio abs. L 
= Turbine Co. of rs Ay 


Alto Scientific ¢ Co., Inc. 6-7. 

Berkeley Div. Beckman Instru- 
ments, Inc. 6- 

Bomac Labs., Inc. 3. 

British Physical Labs. 7-15. 

Diehl Mfg. Co. 3. 

The Electric Construction Co. 


Etelco Ltd. 2. 

General Radiological Ltd. 18. 

Globe Industries Inc. 3. 

Hewlett-Packard Co. 
2-3-4-6-7-9-10-14-15-16-17-18. 

Jerrold Electronics Corp. Ind., 
Prods. Div. 12-17 

Kato Engrg. Co. 17. 

Leach Corp. 1-3. 

Mechatrol Div., Servomechan- 
isms, Inc. 3. 

Muirhead & Co. Ltd. 2-15-17-18, 

—- Bros. (Derby) Ltd. 

Potter Instrument, Inc. 7-15. 

Radio Heaters Ltd. 3. 

Radiometer 1-4-7-8-9-12-14. 

S.A. Rochar Electronique 
16-17-18. 

Sierra Electronic Corp. 14-17. 

Servomex Controls Ltd. _— 

Tektronix, Inc. 6-15-17-18, 

Tel Instrument Electronic Corp. 
§-12-13. 

Vagtile (Control Equipment) Ltd. 


GEOPHYSICAL 


APPARATUS 


® Canadian Research Institute 


Conway Electronic Enterprises 
Reg’d. 

Dominion Electrohome Indus- 
tries 

Electronic Associates Ltd. 

Electronic Enterprises 

George Kelk Ltd. 

Sharpe Instruments Ltd. 

Tinsley Instruments 


Associated Research, Inc. 

Ernest Turner Electrical Instru- 
ments Ltd. 

Evershed & Vignoles Ltd. 

Fisher Research Lab Inc. 

Mandre! Industrial Instruments 

Nash & Thompson, Ltd. 

i oes Radiation Instruments, 
nc 

Universal Atomics Corp. 

Universal Transistor Products 
Corp. 


GYROSCOPES 


# Canadian General Electric Co. 


Ltd. 
Ferranti Electric Ltd. 
Sperry Gyroscope Co. 
S. G. Brown Ltd. 
Electronic Specialty Co. 
Fairchild Controls Corp., 
Components Div. 
Globe Industries Inc. 
Iron Fireman Mfg. Co. 
Kearfott Co. Inc. 
Muirhead & Co. Ltd. 
Norden-Ketay Corp., Precision 
Components Div. 


H 


HARDWARE & FINDINGS 





ADHESIVES 


B. F. Goodrich Canada Ltd. 

Minnesota Mining & Mfg. of 
Canada Ltd., Electrical 
Products Div. 

Paisley Prods. of Canada Ltd. 


Coast Pro-Seal & “Mfg. Co. 

The Connecticut Hard Rubber 
Co 

General Cement Mfg. Co. 

Induction Motors Corp. 

Lord Mfg. Co. 

Morningstar-Paisley of Canada 


Ltd. 
Norton Behr Manning Overseas, 
nc. 


BI-METALS—Thermostatic 


Engelhard Ind. of Canada Ltd 


Metals & Controls Corp. 
United Aircraft Prods. Inc 


CASTINGS—Precision 


Aluminum Co. of Canada Ltd. 
The Canada Metal Co., Limited 
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® Canadian Westinghouse Co. 
Ltd., Electronic Div. 
The Plessey Co. of Canada Ltd. 


Aerialite Ltd. 
Crucible Steel Company of 
America 


CEMENTS—Radio 
Amphenol Canada Ltd. 


General Cement Mfg. Co. 
Walso Electronics Mfg. Co. 
Workman TV, Inc. 


CHEMICALS 


1. Electronic 
2. Electroplat- 4. Tube 
ing 
Engelhard Industries of Canada 
Ltd. 2. 


Fisher Scientific Co. Ltd. 1-2. 
X-Ray & Radium Industries 
Ltd. 3. 


Electronic Chemical Corp. 1. 
General Cement Mfg. Co. 4. 
P. R. Mallory & Co., Inc. 2. 
United States Radium Corp. 
Workman TV Inc. 1. 


COATINGS 
1. Conductive 3. Salt Spray 
2. Protective Resistant 
Amphenol Canada Ltd. 1-2-3. 
The Canadian Fairbanks-Morse 
Co. Ltd. 2. 
Canadian Pittsburgh Industries 


1. 
Electrical Prods. Div. Ltd. 2. 
Halliday Armstrong Ltd. 2-3. 
Osborne Electric Co. Ltd. 2-3. 


Acheson Colloids ¢ Co., Div. of 
Acheson Ind., 

The Connecticut Hard Rubber 
Co. 2. 

General Cement Mfg. Co. 2-3. 

Murphy Radio Ltd., Electronics 


Div. 2. 
Norton Behr Manning Overseas, 


nc. 2. 
Schenectady Varnish. 3. 
Sonneborn Ltd. 2-3. 

Sparta Mfg. Co. 2. 
Waldom Electronics Inc. 2. 
Zophar Mills, Inc. 2. 


CORDS & CABLES—Dial 
Phillips Electrical Co. Ltd. 
Allied Plastics Supply Corp. 
Alpha Wire Corp. 

Eagle Electric Mfg. Co., Inc 
General Cement Mfg. Co. 
Gudebrod Bros. Silk Co. Inc. 
Jones Stroud Co. 

Waldom Electronics, Inc. 


CORDS—Lacing 
Allied Plastics Supply Corp. 
Alpha Wire Corp. 
Chemo Prods., Inc. 
General Cement Mfg. Co. 
Gudebrod Bros. Silk Co. Inc. 
Resin Industries Div. Borden 

Chemicals 


DECALCOMANIAS 
Decalcomania Co. Ltd., 
(Canada) 
W. H. Brady Co. 
Darling Technical Labs. 
Walso Electronics Mfg. Co. 


DOLLIES—Laboratory & 
Oscilloscope 
Fisher Scientific Co. Ltd. 
Raytheon Canada Ltd. 


Cossor Instruments Ltd. 
Electronic Tube Corp. 
Polarad Electronics Corp. 


FINISHES—Luminous 
Radelin Ltd. 
X-Ray & Radium Industries Ltd. 


FLUX—Brazing or Soldering 


The Canada Metal Co., Limited 

The . Fairbanks-Morse 
Co. Ltd 

Canadian ‘Liquid Air Co. 

Engelhard Industries of Canada 


td. 
Handy & Harman of Canada 
td. 
Kester Solder Co. of Canada 
Ltd 


F. V. Topping Electronics Ltd. 
Paisley Prods. of Canada Ltd. 


3. Luminescent 


General Cement Mfg. Co. 
P. R. Mallory & Co., Inc. 
Mico Instrument Co. 


GRILLES—Speaker 


Tenatronics Ltd. 


Eby Sales Co. 

Electro Voice Inc. 

Peerless Prods. Industries 

Saxton Prods., Inc., Wire & 
Cable Div. 

Walso Electronics Mfg. Co. 


GROMMETS 
F. Fibre R. Rubber 


Amphenol Canada Ltd. R & F 

Armet Industries Ltd. R 

Continental-Diamond Fibre of 
Canada Ltd. F. 

Hellerman Canada Ltd. R. 

National Fibre Co. of Canada 
Ltd. F. 

Oki & Willadsen Ltd. F. 

Spaulding Fibre of Canada 
Ltd. F. 


Allied Plzstics Supply Corp. F. 

Fastex Div., Illinois Tool Works 
General Cement Mfg. Co. F-R. 

Permonite Mfg. Co. F. 

Walso Electronics Mfg. Co. 


R&F. f 
Waldom Electronics, Inc. R. 


LABELS—Pressure Sensitive 
Avery Adhesive Label Corp. 
(Canada) Ltd. 


METAL PARTS 


1. Deep Drawn 5. Small 
2. Laminated Stampings 
3. Powdered 6. Spinnings 
4. Screw 7. Trimmings 
Machine 
Alliance Motors, Div. of The 
Easy Washing Machine Co. 


td. 6. 

The Canadian Fairbanks-Morse 

Co. Ltd. 4. 
« Canadian Westinghouse Co. Ltd. 

Electronics Div. 2-3. 

The Consolidated Mining & 
Smelting Co. of Canada 
Ltd. 3 

Dominion Fasteners Ltd. 5. 

Electronic Components Ltd. 5. 

F.A.J. Tools Co. 5. 

Humble Mfg. Co. Ltd. 5. 

# Oki & Willadsen Ltd. 5. 
Osborne Electric Co. Ltd. 2-4-5. 
The Plessey Co. of Canada Ltd. 

2-3-5. 
Sido Ltd. 4. 
N. Slater Co., Ltd. 1-5. 
Standard Television Prods. Ltd. 
The Staver Co., Inc. 1-2-5. 
St. John’s Metal Stamping Co. 
1-5. 
Terco Electronics, Inc. 4. 
United-Carr Fastener Co. of 
Can. Ltd. 1-5. 
The Wallace Barnes Co. Ltd. 5. 


Atlas E-E- Corp. 4-5 

Croname, Inc. 7. 

Falstrom Co. 4. 

Fuze on Prods. 4-7. 

General Cement Mfg. Co. 4. 

Litton Industries Compounds 
Div. 7. 

National Moldite Co. 3. 

Peerless Prods. Industries 4-5-7. 

United Aircraft Prods., Inc. 
1-4-5-6. 

Worcester Pressed Aluminum 
Corp. 1-5 


RESINS—Potting 


s Canadian General Electric Co. 
Ltd 


Halliday-Armstrong Ltd. 

Hysol (Canada) Ltd. 

Minnesota Mining & Mfg. of 
a Ltd., Electrical Prods. 
Div. 

Osborne Electric Co. Ltd. 

Paisley Prods. of Canada Ltd. 


Gulton Industries Lid. 
Induction Motors Corp. 
Murphy Radio Ltd. 
Zophar Mills, Inc. 


SHAFTS 
F. Flexible R. Rigid 


The Canadian Fairbanks-Morse 
Co. Ltd. F. 


Birnbach Radio, Co., Inc. F-R. 
Bud Radio Inc. F-R. 

Dynamic Gear Co. Inc. R. 
Foredom Electric Co. F. 

es xy Bros. (London) Ltd. 


E. F. Johnson Co. F-R. 
National Co. Inc. F-R. 
P.L.C. Design Corp. 


SOLVENTS—Epoxy Resin 
Paisley Products of Canada Ltd. 


General Cement Mfg. Co. 
Induction Motors Corp. 


SOLVENTS—Resin Flux 


Kester Solder Co. of Canada 
Ltd. 


London Chemical Mfg. Co. 


HARNESSES—Wire 


Airtron Canada Ltd. 

Amcan Electrical Harness Ltd. 
Amphenol Canada Ltd. 
Cannon Electric Canada Ltd. 
Electronic Components Ltd. 
Electronic Materials Int'l. Ltd. 
Fleck Mfg. 

National Sound Services Ltd. 
The Plessey Co. of Canada Ltd. 
TMC (Canada) Ltd. 


Allied Plastics Supply Corp. 

Alpha Wire Corp. 

Bendix Aviation Corp., Scin- 
tilla Div. 

Birnbach Radio, Co., Inc. 

Microdot, Inc. 

Phalo Plastic Corp. 

Permonite Mfg. Co. 

Revere Corp. of America 

Stromberg Carlson Co. Div. of 
General Dynamics 

Vidaire Electronics Mfg. Corp. 


HEADPHONES & HEAD- 
SETS 


Amplivox (Canada) Ltd. 
# Automatic Electric (Canada) 


Ltd. 
Campbell Manufacturing Co. 
Ltd. 


Electronic Materials Int'l, Ltd. 
Len Finkler & Co. 

® R. Mack & Co, Ltd. 
McCurdy Radio Industries Ltd. 
Spilsbury & Tindall Ltd. 

# TMC (Canada) Ltd. 


A/S Danavox 

S. G. Brown Ltd. 

Dawe Instruments Ltd. 

Etelco Co. 

Siemens Edison Swan Ltd. 

Stratton & Co. Ltd. 

Stromberg Carlson Co. Div. of 
General Dynamics 

Superex Electronics Corp. 

Telephone Mfg. Co. Ltd. 

Telex Labs., Inc. 

Trimm, Inc. 


HEADS 


1. Magnetic 
Drum 
(Memory) 

2. Magnetic 
Film 

# Canadian Astatic Ltd. 3. 

Ericsson Telephone Sales of 

Canada Ltd. 2-3-4. 

Ferranti Electric Ltd. 

The Plessey Co. of Canada Ltd. 
3. 


3. Recording 


Ampex Corp. 4. 

General Transistor, Western 
Corp. 1-4. 

Librascope Inc. 1-3-4, 

Potter Instrument Co. 
1-2-3-4. 

D. M. Steward Mfg. Co. 3. 

Shane Bros., Inc. 3-4, 

Sonotone C orp. 4. 

Southwestern Industrial Elec- 
tronics Co. 


HEARING AIDS 
Amplivox (Canada) Ltd. 


A/S Danavox 
Sonotone Corp. 


HEATING, ELECTRONIC 
1. Accessories 2. Dielectric 
SsO- 3. Induction 
ciated 
Equipment 
Bashor-Colman of Canada Ltd. 


Oneties Chromalox Co. Ltd. 1, 
Con General Electric Co. 
td. 3. 


* Canadian Research Institute. 2-3. 
Canadian Westinghouse Co. Ltd. 


Electronic Div. 1-3. 
ve | Electronic Enterprises 
Reg'd, 1-2-3. 
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. Tape 
Recording 


R. H. Nichols Ltd. 1. 
Philips Electronic Industries 
Ltd. 2-3. 


Amperex Electronic Corp. 1. 
Electro-Flex Heat, Inc. poe. 
Kahle Engineering Co. 
Induction Heating ay 1-2-3, 
Powertronic Equipment Ltd. 2-3 
Radio Frequency Co., Inc. 1- 2.3. 
Radio Heaters, Ltd. 1-2-3. 
Redifon (England). 1-3-4, 
United Aircraft Prods., Inc. 


Welduction Corp. 3. 


HOLDERS—Crystal 


Amphenol Canada Ltd. 
Quality Hermetics Ltd. 


Airtron Inc. 

Allied Industries, Inc. 
Automatic Metal Prod. Corp. 
The Birtcher Corp. 

Bliley Electric Co. 

Coaxial Connector Co. Inc. 

I. L. Constantin & Co. 
Diamond Antenna Microwave 


orp. 
a. Goodrich Sponge Prods. 


iv. 
E. F. Johnson Co. 
Jackson Bros. (London) Ltd. 
James Knights Co. 
Meridian Metalcraft, Inc. 
Microwave Associates, Inc. 
Mosley Electronics, Inc. 
Narda Microwave Corp. 
Radio Corp. of America 
Siemens Edison Swan Ltd. 
Standard Crystal Co. 


HORNS—Microwave 


Airtron Canada Ltd. 
Raytheon Canada Ltd. 
Sperry Gyroscope Co. 
Airtron Inc. 
DeMornay-Bonardi 
Diamond Antenna & Microwave 

Corp. 
F-R_ Machine Works, Inc. 
B. bee Goodrich Sponge Prods. 

v. 

Hewlett-Packard Co. 
Meridian Metalcraft, Inc. 
Microwave Associates, Inc. 
Narda Microwave Corp. 
Prodelin, Inc. 
Waveline, Inc. 
Telerad Mfg. Corp. 


HORNS—Speaker Projector 


Atlas Sound Corp. 

Electro Voice, Inc. 

Peerless Fabrikkerne A/S 

Rola Celestion Ltd. 

Stromberg Carlson Co., Div. of 
General Dynamics 

The Trix Electrical Co. Ltd. 

University Loud Speaker, Inc. 


HOUSINGS 


5. Public 
Address 
System 

6. Speaker 


1. Antenna 
2. Automobile 
Radio 
3. Instrument 
4. Plug-in 
Benco Television Associates Ltd. 
Industrial & Institutional Com- 
munications Ltd. 5-6. 
be Plessey Co. of Canada Ltd. 


Research Industries Ltd. 1-3. 


Aerialite Ltd. 1-2, 

Amco Engineering Co. 3. 
Argos Products Co., Inc. 6. 
Blonder-Tongue Labs. Co. 3. 
Bud Radio Inc. 6. 

Danbury Knudsen, Inc. 2. 
Falstrom Co. 3. 

Firma Tage Schouboe. 3 
Hartley Products Co. 6. 
Alfred Imhof, Ltd. 3. 
Lowell Mfg. Co. 6. 

National Sound Services Ltd. 


Premier Metal Products Co. 
3-5-6. 


Premax Prod. Div. of Chisholm 
Ryder Co., Inc. 1. 

Stromberg Carlson Co. Div. of 
General Dynamics. 5-6. 

The Trix Electrical Co. Ltd. 6. 

Transco Products, Inc. 


HYBRID JUNCTIONS— 


Microwave 


Airtron Canada Ltd. 
Peffer Sound System Ltd. 
Ratheon Canada Ltd. 
RCA Victor Co., Ltd. 


Airtron Canada Ltd. 
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Alford Mfg. Co. 

Bogart Mfg. Corp. 

Bomac Labs., Inc. 

Coaxial Connector Co. Inc. 
—— Antenna & Microwave 


Cor 
Dielectric Prods. Engrg. Co., 


wistasaie Specialty Co. 
Ferranti Ltd. 

F-R Machine Works, Inc. 

B. F. Goodrich Sponge Prods. 


iv. 
Hewlett-Packard Co. 
I-T-E Circuit Breaker Co. 
Kearfott Co. Inc. 
Meridian Metalcraft, Inc. 
Microwave Associates,Inc. 
Narda Microwave Corp. 
Telerad Mfg. Corp. 
Waveline, Inc. 


I 
INDICATORS— 


P 
23. 


24. 
25. 


26. 


28. 


29. 
30. 


31. 


Frequency 

Hardness 

Humidity, 
lectronic 


E 
. Tumination 


Associated Electronic Com- 
ponents. 4. 
Bailey Meter Co. Ltd. 
9-10-15-19-21-22-26-31-38. 
Bach Simpson Ltd. 
11-18-2 
Raster tee of Can. Ltd. 
19-22-31-34-35. 
Canadian Curtiss- Wright Ltd. 
8-15-16-17-33. 
® Canadian General Electric Co. 
Ltd. 6-11-14-16-23-31-34-35-39. 
® Canadian Marconi Co. 17-22. 
® Canadian Research Institute. 
1-3-4-9-11-14-18-22-23-25-30-31- 
32-35-36-38. 
Canadian Sonic Co. 12-16-20-34. 
® Canadian Westinghouse Co. Ltd. 


Electronics Div. 14-15-16-18-24. 


Conway Electronic Enterprises 
Reg’d. 2-3-4-5-7-8-9-11-12-13- 
14-15-16-18-20-21- 23-24-27- 

= -38-39-40-4 1-42. 

Dominion Electrohome Indus- 
tries Ltd. 6-8-9-10-11-12-13-15- 
16-17-20-24-24-31-34-35-36-37- 
38-41-42-43. 

Electronic Associates Ltd. 
10-15-24-31-33-36. 

Ericsson Telephone Sales of 
Canada Ltd. 15. 

Fisher Scientific Co. Ltd. 
6-9-12-19-21-22-33-35-38-39-41. 
The Foxboro Co. Ltd. 6-9-10-13- 
15-17-19-22-24-26-33-34-35-41. 
The Garret Mfg. Corp. of Can- 

ada Ltd. 26-35-4: 

Honeywell Controls Ltd. 
10-13-15-18-19-22-26. 

Humble Mfg. Co. Ltd. 31. 

George Kelk Ltd. 34-35. 

Measurement Engrg. Ltd. 8-10- 
13-14-15-16-17-18-24-31- 
35-36-38. 

Milltronics Ltd. 25-32-41. 

Philips Electronics Industries 
ra 6-9-13-15-17-19-22-26-29- 


5-39. 
be “shanaaed Co. of Canada Ltd. 


13. 
Polytronics Co, 31-35, 
Raytheon Canada Ltd. 20. 
Taylor Instrument Co. of Canada 
Ltd. 9-22-26-33-35-36-39-41. 
® TMC (Canada) Ltd. 


Thermo Electric (Canada) Ltd 


Thermovolt Instrument Ltd. 
10-13-15-22-26-31-35-39-40. 
Tinsley Instruments. 34. 


Acoustica Associates. 15. 
Airborne Instruments Lab., Inc. 


1-32. 
Airpax Products Co. 11. 
Allegany 1s tamneee Inc. 34-35. 
Antlab, Inc. 1. 
Automatic Timing & Controls 
Inc. 24- 1. 
Avien Inc. 15. 
B & F Instruments Inc. 34-47. 
BJ Electronics, Borg-Warner 


14 e 
& K Mfg. Co. 30. 

Baird Atomic, Inc. 14. 
Ballantine Labs Inc. 18. 

Bendix Aviation Corp. 42-43. 
Boonton Radio Corp. 8. 

British Physical Labs. 3-4-11. 
Brooks Rotameter Co. 10. 

The British Rototherm Co. Ltd. 


3s. 
A/S Bruel & re? 32-34. 
S. G. Brown Ltd. 
Brush wd Sa. 
Cede Instrument Co. Ltd. 


Computer Corp. 


il. 

Consolidated Electrodynamics 
Corp., Rochester Div. 39. 

a a Miniature Lamp Works. 


A S “Danbridge. 4. 
Dawe Instruments Ltd. 17-32-38. 
Donner Scientific Co. 18. 
Dynamic Instrument Co. Inc. 

1 


Edin Co., Inc. 34. 

Electronic Specialty Co. 1. 

Electronic Instruments Ltd. 
7-22-36. 

Electro- ay ng Corp. 19. 

Electro Snap Corp 

Eldorado Flecobics Co. 14-23. 

Elima GmbH. 24. 

El-Tronics Inc. 17. 

Endevco Corp. 26. 

Esterline Angus Co. Inc. 24. 

Evershed & Vignoles Ltd. 


10-11- re 26-33-39-40-41-42. 


Ferranti Ltd. 

Fisher ty Lab. Inc. 
9-15-17- 

John Fluke Mig. Co. Inc. 18-19. 

The Foxboro 
©7893. 10-13-15-16-17- 19-22-24- 
25-26-33-34-35-37-39-40-41. 

General Communications. 33. 

B. F. Goodrich, Sponge Prods. 
Div. 29. 

Gorrell & Gorrell. 36. 

Gulton Industries, Inc. 8-16. 

Hartmann & Braun A.G. 
9-10-18-19-21-22-24-26-34-35. 

pater Raydist Inc. 42-43. 
The A. W. Hayden Co. 36. 

Haydon Div., General Time 


Corp. 36. 
Hewlett Packard Co. 25. 
I.B.T. Instruments. 11. 
Industrial Control Co. 18-34. 
Industrial Instruments Inc. 9-13. 
Industrial Test Equipment Co. 


18. 
Iron Fireman Mfg. Co. 31-35. 
J.B.T. Instruments Inc. 35. 
Kay Electric Co. 29. 
Kearfott Co. Inc. 43. 
H. C. Kroeplin GmbH 8-16. 
Dr. B. Lange. 14. 
Langham Thompson Ltd. 
11-26-34-35-41. 
Measurements, A McGraw 
Edison Div. 11. 
Megatron Ltd. 14. 
Microwave Associates, Inc. 29. 
Millvac Instruments, a Div. of 
a Electronics. 18. 
H. Moseley. 19-35. 
NRC Equipment Corp. 39. 
Nash & Thompson Ltd. 8-30. 
Northam Electronics, Inc. 26. 
Nuclear Corp. of America Inc. 
8- 


15-33. 
Opad Electric Co. 11-24. 
Owen Labs, Inc. 18-34. 
Patterson Moos, Div. of Uni- 
versal Indicator Co. Inc. 35. 
Peschel Electronics, Inc. 4-7. 
Phaostron Instrument & Elec- 
tronic Co. 18-25-32. 
Photocon Research Labs. 8-16-26 
Photovolt Corp. 14-22-23-31-38. 
Polarad Electronics Corp. 22-29. 
Polyphase Instrument Co. 34-37. 
Radio Corp. of America. 1. 
Radiometer. 22-32. 
Rheem Mfg. Co. 22. 
Ripley Co., Inc. 15-31. 
S. A. Rochar Electronique. 
24- -36. 





Arthur C. Ruge, Inc. 35. 
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Revere Corp. of America. 
10-15. 


Robertshaw-Fulton Controls Co., 
The Instrument Div. 7-15. 

Sanborn Co. 25. 

Savage Co. 4-30. 

Savage & Parsons Ltd. 37. 

Sensitive Research Instrument 
Corp. 11. 

Serdex, Inc. 13-35. 

Schamandl K.G. 

Schaevitz Engrg. 24. 

H. H. Scott Inc. 32. 

Servomechanisms, Inc. Sub- 
systems Div. 

Shalicross Mfg. Co. 18. 

Sharpe Instruments Ltd. 22. 

Sheffield Corp. 8-16. 

Shurite Meters. 11. 

— Electrical Instrument Co. 

td 

Simmonds Acrocessories, Inc. 
15-18-19- 

Sioux Radio" Prod. 41. 

Southern Instruments Ltd. 
26-28-34. 

Statham Labs., Inc. 34. 

Sterling Mfg. Co. 1-15. 

Stromberg Carlson Div. of 
General Dynamics Corp. 10. 

Taylor Electrical Instruments 
Ltd. 25-26-29-30-31. 

Telectro Industries Corp. 
24-26-35, 


Telerad Mig. Corp. 11. 
Television Utilities Corp. 14-31. 


Triplett Electrical Instrument Co. 
3-25 


United Electric Controls Co. 35. 
United States Guage. 26-35-39. 
Veeco Vacuum Corp. 39. 
Walkirt Co. 2. 

® Waters Mfg., Inc. 37. 

Waugh Engrg. Co. 10-11. 

@ Wayne Kerr Labs. Ltd. 7. 

West Instrument Corp. 35. 

® Weston Instruments Di 
Daystrom Inc. 19. 

Wilson Mechanical Instrument 
Div. of American Chains 
Cable Co. 12. 

Zwick & Co. K. J. 12. 


INDUCTANCES 
VARIABLE 


M. Mechanical 
Operation 


S. Saturable 
Reactors 


* Canadian Westinghouse Co. Ltd. 


—Electronic Div. M-S. 
Conway Electronic Enterprises 
Reg’d. S. 
Electronic Engineering. S. 
General Instrument F. W. 
Sickles of Canada Ltd. M. 
Stanwyck Coil Prods. Ltd. M. 
Tinsley Instruments. M. 


Aladdin Electronics. M. 
Alto Scientific Co., Inc. M. 
Arnold Magnetics Corp. S. 
Burnell & Co., Inc. M 
Carad Corp. S. 

Electro Engrg. Works. S. 
Emerson & Cuming, Inc. 
General Radio Co. 

E. F. Johnson Co. M. 
Muirhead & Co. Ltd. 

G. Pye Co. Ltd. M. 
Sorenson & Co., Inc. S. 
Special Prods. Div. Servo- 

mechanisms, Inc. 
Stanwyck Coil Products Ltd. M. 
Superex Electronic Corp. 
Taylor _— Instruments 
Ltd 
Vari L a. Inc. S. 


INSTRUMENT PARTS— 

Precision 

Barber-Colman of Canada Ltd. 

Canadian General Electric Co. 
Ltd. 

Canadian Research Institute. 

Cymgutieg Devices of Canada 

Ltd. 


Conway Electronic Enterprises 
Reg’d. 

Ferranti Electric Ltd. 

Polytronics Co. 

——s Fibre Co. of Canada 


Thermovolt Instruments Ltd. 
Tinsley Instruments. 


Allied Plastics Supply or. 
J. Langham Thompson L 
Muirhead & Co. Ltd. 

P I C Design Corp. 

Precision Tube Co., Inc. 
Roller-Smith Instruments Inc. 
Sensitive Research Instrument 


Corp. 
— Electrical Instrumental Co. 
td. 


INSTRUMENTS—Graphic 
Recording 


Barber-Colman of Canada Ltd. 
The Bristol Co. of Canada Ltd. 
Canadian Applied Research Ltd. 
Canadian General Electric Co. 


td. 
Conway Electronic Enterprises 
Reg'd. 
Electronic Associates Ltd. 
Fisher Scientific Co. Ltd. 
ro Electronics Industries 
td. 
The Plessey Co. of Canada Ltd. 
Thermovolt Instruments Ltd. 
—— Associates of Canada 
td. 


Alford Mfg. Co. 

Antiab, Inc. 

Barnes Development Co. 

Beckman Instruments, Inc., 
Instruments Di 

A/S Bruel & Kjaer. 

Brush Instruments. 

Camille Bauer Ltd. 

Century Electronics & 
Instruments. 

Edin Co., Inc. 

Esterline-Angus Co. Inc. 

Evershed & Vignoles Ltd. 

The Foxboro Co. 

Gorrell & Gorrell 

Hartmann & Braun A.G. 

Hughes Products Div., Hughes 
Aircraft Co. 

Kay Electric Co. 

Millivac Instruments, Div. of 
Cohn Electronics. 

Minnea — Honeywell 
Regulator Co. 

Nalder oo & Thompson Ltd. 

Photron Instrument Co. 

Sanborn Co. 

Siemens Edison Swan Ltd. 

Southern Instruments Ltd. 

United States Gauge. 

Universal Transistor Prods. 


Corp. 
Westronics, Inc. 


INSTRUMENTS—Ultrasonic 


® Canadian Research Institute. 
Canadian Sonic Co. 
Dominion 7k 
Industries, Ltd. 
Raytheon Canada Ltd. 


« A/S Bruel & Kjaer. 
Branson Instruments, Inc. 
Curtiss-Wright Corp. 
Dawe Instruments Pia 
Gulton Industries, Inc. 


INSULATION MATERIALS 
& PARTS 





ALUMINUM OXIDE 


Aluminum Co. of Canada Ltd. 
Canadian Carborundum Co. Ltd. 
Fisher Scientific Co. Ltd. 


The Carborundum Co., Globar 
Plant. 
ppoctrente Mechanics, Inc. 
G. Sparking Plugs Ltd. 
Rashes Behr-Manning Overseas 
ne. 


ASBESTOS 


eT a Johns-Manville Co. 


® Oki * Willadsen Ltd. 
Spaulding Fibre Co. of Canada 
Ltd. 


ASPHALT & PITCH 


Schenectady Varnish. 
Zophar Mills, Inc. 


BEAD PARTS 
Geo. Bray & Co. Ltd. 
The Carborundum Co., Globar 
Plant. 
Steatite Insulations Ltd. 


CERAMICS & CERAMIC 

PARTS 

Amphenol Canada Ltd. 

Centralab Canada Ltd. 

Electrical Prods. Div., Minnesota 
Mining & Mfg. of Canada Ltd. 

The Plessey Co. of Canada Ltd. 

Smith & Stone Ltd. 


Advanced Vacuum ‘Prods. 

Geo. Bray & Co. Ltd. 

The Carborundum Co., Globar 
Plant. 

Centralab Div. Globe-Union Inc. 

Electronic Mechanics, Inc. 

General Ceramics Corp. 
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Induction Motors Corp. 

Kearfott Co. Inc. 

Norton Behr-Manning Overseas, 
nc. 


Steatit-Magnesia A.G. 
Steatite Insulations Ltd. 
D. M. Steward Mfg. Co. 


COIL DOPES 


Halliday-Armstrong Ltd. 
Walso Electronics Mfg. Co. 


ENAMEL 
Canadian Pittsburgh Industries. 
Minnesota Mining Mfg. Co. of 
— Ltd., Electrical Prods. 
iv. 


Schenectady Varnish. 
Waldom Electronics, Inc. 


FABRIC 


Minnesota Mining & Mfg. Co. of 
Canada Ltd., Electrical Prods. 


Div. 
Spaulding Fibre Co. of Canada 
Ltd. 


Electro Technical Prods. 


FIBRE & FIBRE PARTS 


Amphenol Canada Ltd. 

Continental Diamond Fibre of 
Canada Ltd. 

— Fibre Co. of Canada 


td 
Paisley Prods. of Canada Ltd. 
Oki & Willadsen Ltd. 
Spaulding Fibre of Canada Ltd. 


Allied Plastics Supply oy 
The Cleveland Container 
Flightex Fabrics, Inc. 
Permonite Mfg. Co. 

The Staver Co., Inc. 
Tufnol Ltd. 

Veb Vulcan Fibre. 


GLASS 
Fiberglas Canada Ltd. 
Fisher Scientific Co. Ltd. 
Minnesota Mining & Mfg. Co. of 
Canada Ltd., Electrical Prods. 


Div. 
Paisley Prods. of Canada Ltd. 
Quality Hermetics Ltd. 
Spaulding Fibre Co. of Canada 
Ltd. 


Allied Plastics Supply Corp. 
The Carborundum Co., Globar 
Plant. 


GLASS BONDED MICA 


Fiberglas Canada Ltd. 
Minnesota Mining & Mfg. Co. of 
Canada Ltd., Electrical Prods. 


Div. 
National Fibre Co. of Canada 
® Oki & Willadsen Ltd. 


Allied Plastics Supply Corp. 

East London Mica Works. 

Electronic Mechanics, Inc. 

—— & Co. (Manchester) 
td. 


GLASS FIBRE 


Amphenol Canada Ltd. 
Continental Diamond Fibre of 
Canada Ltd. 
Fiberglas Canada Ltd. 
Paisley Prods. of Canada Ltd. 
= Fibre Co. of Canada 
t 


= Oki & Willadsen Ltd. 
Spaulding Co. of Canada Ltd. 


Allied Plastics Supply Corp. 
Alpha Wire Corp. 
Chemo-Products Inc. 
Columbia Tape Mills. 
Electro Technical Prods. 
Flightex — Inc. 
Formica 

Molded Fiberglass Sheet Co. 
Robins Industries Cor 

H. Symons & Co. Pia 
Varflex Corp. 


IMPREGNATING 
COMPOUNDS 


Halliday-Armstrong Ltd. 

Hysol (Canada) Ltd. 

Minnesota Mining & Mfg. Co. of 
Canada Ltd., Electrical Prods. 


nv. 
Paisley Prods. of Canada Ltd. 
The Piessey Co. of Canada Ltd. 


Alpha Wire Corp. 
Induction Motors Corp. 
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Schenectady Varnish. 
Tufnol Ltd. 
Zophar Mills, Inc. 


‘LACQUER 


Canadian Pittsburgh Industries. 


Waldom Electronics, Inc. 


MICA 


® Canadian General Electric Co. 
Ltd. 


Minnesota Mining & Mfg. Co. of 
Canada Ltd., Electrical Prod- 
ucts Div. 

— Fibre Co. of Canada 

td. 


Allied Plastics Supply Corp. 
H. Clarke & Co. (Manchester) 


td. 
East London Mica Works. 


MICA PARTS 


Minnesota Mining & Mfg. Co. of 
Canada Ltd., Electrical Prod- 
ucts Div. 

National Fibre Co. of Canada 
Ltd. 

Oki & Willadsen Ltd. 

Osborne Electric Co. Ltd. 

Paisley Prods. of Canada Ltd. 

The Plessey Co. of Canada Ltd. 

Allied Plastics Supply Corp. 

Atlas E-E Corp. 

H. Clarke & Co. (Manchester) 


Ltd. 
East London Mica Works. 


NYLON 


Amphenol Canada Ltd. 
National Fibre Co. of Canada 


Ltd. 

Spaulding Fibre Co. of Canada 
Ltd. 

Allied Plastics Supply Corp. 


Polypenco, Inc. 
W. S. Shamban & Co. 


NYLON PARTS 


Amphenol Canada Ltd. 
National Fibre Co. of Canada 


td. 
a Oki & Willadsen Ltd. 


Osborne Electric Co. Ltd. 
Paisley Prods. of Canada Ltd. 
Smith & Stone Ltd. 

Spaulding Fibre of Canada Ltd. 


Allied Plastics Supply Corp. 
American Molded Prods. 

The Cleveland Container Co. 
Cosmo Plastics Co. 

Fastex Div. Illinois Tool Works. 
Gries Reproducer Corp. 
Peerless Prods. Industries. 
Permonite Mfg. Co. 

The Staver Co., Inc. 

W. S. Shamban & Co. 


PAPER 


Minnesota Mining & Mfg. Co. of 
Canada Ltd., Electrical Prod- 
ucts Div. 

— Fibre Co. of Canada 

Ltd. 

Paisley Prods. of Canada Ltd. 

es Fibre Co. of Canada 

td. 


Allied Plastics Supply Corp. 
Case Bros. 

Figeholms A.B. 

Natvar Corp. 

Papeteries Bolore. 

Tufnol Ltd. 


PAPER PARTS 


Minnesota Mining & Mfg. Co. of 
Canada Ltd., Electrical Prod- 
ucts Div. 

National Fibre Co. of Canada 
Ltd 


Oki & Willadsen Ltd. 

Osborne Electric Co. Ltd. 

Paisley Prods. of Canada Ltd. 

we Fibre Co. of Canada 
td. 


Allied Plastics Supply Corp. 
Case Bros. 

The Cleveland Container Co. 
Figeholms A. B 

Papeteries Bolore. 

The Staver Co., Inc. 

Tufnol Ltd. 


PLASTIC PARTS 


1. Extruded 3. Laminated 
2. Fabricated 4. Molded 


os Circuit Techniques Ltd. 


Amphenol Canada ig 1-2-3-4, 
Armet Industries Ltd. 
Arnold Banfield & Co. Sita. 2-3-4. 
es Tg General Electric Co. 

t 


E. C. C. Canada Ltd. 1-2-3-4, 
Hysol (Canada) Ltd. 2-3-4. 
Lion Rubber &. Plastics Ltd. 1. 
National Fibre Co. of Canada 
Ltd. 1-2-3. 

Oki & Willadsen Ltd. 2-4. 
Osborne Electric Co. Ltd. 4. 
Paisley Prods. of Canada Ltd. 


2-3-4. 

Panelyte Div. - St. a Paper 
Co. (Can.) Ltd. 2-3-4, 

Smith & ptone Ltd. 4, 

— Fibre of Canada Ltd. 


Aerialite Ltd. 1-2-3-4, 

Allied Plastics Supply Corp. 
1-2-3-4. 

Alpha Wire Corp. 1. 

H. Clarke & Co. (Manchester) 
Ltd. 2-3. 

The Cleveland Container Co. 
-. . 

Thomas De La Rue Ltd. 2-3-4, 

Fastex Div. itiinois ‘Loo! Works. 


14. 
Graynill Inc. 
Induction Motors Corp. 2-3-4. 
Maytair Molaed Products Corp. 
National Moldite Co. 4. 
Natvar Corp. 1. 
Peerless Prods. Industries. 2. 
Permonite Mfg. Co. 1-2-3. 
Polypenco, Inc. 1-2. 
W. S. Shamban & Co. 1-2-3-4, 
Siemens Edison Swan Ltd. 
1-2-3-4, 
Sparta Mfg. Co. 1-2-4. 
The Staver Co., Inc. 
lerco Electronics, Inc. 4. 
iufnol Ltd. 2-3. 
Ernest i1urner electrical Instru- 
ments. 4, 
Weckesser Co. 1-2-4, 


PLASTICS 


1. Films 3. Sheets 

2. Rods 4. Tubes 

Aircraft Marine Prods. of Can- 
ada td. 2. 

Arnoid sanneld & Co. Ltd. 2-3-4, 

Continental Diamond Fibre of 
Canada Ltd. 2-3-4, 

E.C.C, Canada Ltd. 2-3-4. 

Hathaway Kraemer _ 1-2-3-4, 

Hellerman Canada 4. 

Hysoi Canada Ltd. 12-34. 

Minnesota Mining & Mfg. Co. of 
Canada Ltd., biectricai Prods. 
Div. 1-4. 

— Fibre Co. of Canada 

Panelyte Div. St. Regis Paper 
Co, (Can.) Ltd. 2-3-4, 

Spaulding Fibre of Canada Ltd. 
2-3-4. 


ae ae Supply Corp. 

The Cleveland Container Co. 4. 

Chicago Molded Prods. 1-2-3-4. 

Natvar Corp. 4. 

Permonite Mfg. Co. 2-3-4. 

Polypenco, Inc. 1-2-3-4, 

Resin Industries Div., Borden 
Chemicals. 1-2-3-4. 

W. S. Shamban & Co. 1-2-3-4, 

Siemens Edison Swan Ltd. 
1-2-3-4, 

Sparta Mfg. Co. 1-2-3-4, 

‘lufnol, Ltd. 2-3. 

Varflex Corp. 4. 


QUARTZ-Fused 


Fisher Scientific Co. Ltd. 


General Electric Co. (Lamp 
Glass Dept.). 


RESINS 


Canadian Pittsburgh Industries. 

Hysol (Canada) Ltd. 

Minnesota Mining & Mfg. Co. of 
poy Ltd., Electrical Prod- 
ucts 

Paisley Prods. of Canada Ltd. 


Induction Movor Corp. 
Polypenco, Inc. 


RUBBER 


B. F. Goodrich Canada Ltd. 
Lion Rubber & Plastics Ltd. 


The Connecticut Hard Rubber 
Co. 


RUBBER PARTS 


Campbell Manufacturing Co. Ltd. 
B. F. Goodrich Canada Ltd. 
Lion Rubber & Plastics Ltd. 
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mig ¢ Connecticut Hard Rubber 


General Electric Co. (Lamp, 
Wire & Phosphors). 

The Staver Co., Inc. 

Lord Mfg. Co. 


SILICONE COMPOUNDS 


Armet Industries, Ltd. 

Canadian General Electric Co. 
Ltd. 

Dow Corning Silicones Ltd. 

Lion Rubber & Plastics Ltd. 

Alpha Wire Corp. 

Electro Technical Prods. 


SILICONE RUBBER 


Armet Industries, Ltd. 
ar General Electric Co. 
d 


td. 

Continental Diamond Fibre of 
Canada Ltd. 

Dow Corning Silicones Ltd. 

Lion Rubber & Plastics Ltd. 


Alpha Wire Corp. 

Birnbach Radio Co., Inc. 
Chemo-Prods. Inc. 

The Connecticut Hard Rubber 


0. 
Electro-Technical Prods. 
Natvar Corp. 

Silicone Seals Inc. 
The Staver Co. Inc. 
Varflex Corp. 


SLEEVING 


Armet Industries Ltd. 

Canadian Ribbon Tape Ltd. 

Hellerman Canada Ltd. 

Minnesota Mining & Mfg. Co. of 
Canada Ltd., Electrical Prod- 
ucts Div. 


Allied Plastics Supply Corp. 

Birnbach Radio Co., Inc. 

H. oe & Co. (Manchester) 

td. 

Fiberglas Canada Ltd 

Haneg Industries Ltd. 

Jenny Industries. 

Jones Stroud Co. 

Natvar Corp. 

Permanoid Ltd. 

Polypenco, Inc. 

Resin Industries Div. 

Sparta Mfg. Co. 

Sulfiex Corp. 

Varflex Corp. 

W. S. Shamban & Co. 

Thomas De La Rue Ltd. 

Westline Prods. Div. of Western 
Lithograph Co. 


TAPES 


Canadian Johns-Manville Co. 
Ltd. 


Lion Rubber & Plastics Ltd. 
Minnesota Mining & Mfg. Co. of 
Canada Ltd., Electrical Prod- 

ucts Div. 


Allied Plastics Supply Corp. 

American Super-Temperature 
Wires Inc. 

British Insulated Callender’s 
Cables Ltd 

W. H. Brady Co. 

Chemo-Prods. Inc. 

Columbia Tape Mills. 

™ Connecticut Hard Rubber 

0. 

Fibre Mfg. 

The E. Harris Co. Ltd. 

Johnson & Johnson 

Natvar Corp. 

Plymouth Rubber. 

Polypenco, Inc. 

Reeves Soundcraft Corp. 

Resin Industries Div. 
. S. Shamban & Co. 

Sparta Mfg. Co. 


TEFLON 


The Canadian Fairbanks-Morse 
0. > 

a Johns-Manville Co. 
td. 

Continental Diamond Fibre of 


Canada Ltd. 
Hellerman Canada Ltd. 


‘Minnesota Mining & Mfg. Co. of 


ony oS Ltd., Electrical Prod- 
ucts 
National "Fibre Co. of Canada 


t 
Oki & Willadsen Ltd. 


Allied Plastics Supply Corp. 

American Super-Temperature 
Wires Inc. 

Birnbach Radio Co., Inc 

Chemo-Prods. Inc 

= i comeen Hard Rubber 
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Discon Corp. 

Haveg Industries Inc. 
Hitemp Wire, Inc 

Peerless Prods. Industries. 
Pennsylvania Fluorocarbon. 
* a Inc. 

W. S. Shamban & Co. 
Siemens Edison Swan Ltd. 
Sparta Mfg. Co. 

The Staver Co., Inc 


VARNISH 


Canadian Pittsburgh Industries. 
ei oe General Electric Co. 
td. 
Minnesota Mining & Ff Co. of 
Canada Ltd., Electrical Prod- 
ucts Div. 


Allied Plastics Supply Corp. 
John C. Dolph Co. 
Schenectady Varnish. 


WASHERS 
Continental Diamond Fibre of 
Canada , 
National Fibre Co. of Canada 
td 


Oki & Willadsen Ltd. 
Spaulding Fibre Co. of Canada 
Ltd. 


oe ~ y Threaded Fastener, 
nc. 
Allied Plastics Supply Corp. 
The Carborundum Co., Globar 
Plant. 
Circon Component Co. 
Cosmo Plastics Co. 
Grayhill, Inc. 
Peerless Products Industries. 
Polypenco, Inc. 
. S. Shamban & Co. 
The Staver Co., Inc. 


WAXES 
Allied Plastics Supply Corp. 
Dixon Corp. 
Zophar Mills, Inc. 


INSULATORS 


1. Antenna 6. High Di- 
Insulators electric 
; Paper 


. Strain 
8. Test Clip 
9. Thermo- 
couple 
Spreader 10. Tower 
Fused 11. Transmitting 
Antenna 


Quartz 
12. TV Yoke 


® Beatty Bros. Ltd. 7-10-11. 

Electronic Equipment & Tube 
Dept. 1. 

Fisher Scientific Co. Ltd. 9. 

R. Mack & Co. Ltd. 7. 

Minnesota Mining & Mfg. Co. of 
Canada Ltd., Electrical Prod- 
ucts Div. 3. 

N. Slater Co. Ltd. 7. 

Oki & Willadsen Ltd. 1-6, 

> Plessey Co. of Canada Ltd. 


Polytronics Co. 9. 

Sinclair Radio Labs. Ltd. 

Smith & Stone Ltd. 3. 

Spaulding Fibre of Canada Ltd. 
2-6-12. 


Thermo Electric (Canada) Ltd. 9. 

The Wind Turbine Co. of Can- 
ada Ltd. 1-4-10-11. 

T.M.C. (Canada) Ltd. 1-10-11. 


Aerialite Ltd. 1-4-7-11. 

Birnbach Radio Co., Inc. 
1-3-4-7-11-8. 

Geo. Bray & Co. Ltd. 3-9. 

The oa ame Globar 
Plant. 3-4-9-10- 

Centralab Div., Globe- Union 
Inc. 3-4 

Electronic Mechanics, Inc. 3. 

General Electric Co. (Lamp 
Glass Dept.). 5-9. 

Grayhill, Inc. 8. 

Jackson Bros. (London) Ltd. 3. 

E. F. Johnson Co, 1-3-4-7-11. 

Lapp Insulator Co., Inc. Radio 

pecialties Div. 1-3-4-7-10-11. 

Mosley Electronics Inc. 

Mueller Electric Co. 8. 

National Co. Inc. 3-7-8. 

Onandaga Pcttery Co. 3. 

Premax Prod. Div. of Chisholm 
Ryder Co. Inc. 1. 

Quartz Fibre Prod. Co. 5. 

Revere Corp. of America. 9. 

ee Isolatoren GmbH 


Steatite Insulations Ltd. 3-9. 

. M. Steward Mfg. Co. 3. 
Stratton & Co. Ltd. 3. 
Tufnol Ltd. 1-7. 


INTEGRATORS-Electronic 


Barber-Colman of Canada Ltd. 

Canadian Applied Research Ltd. 

as Devices of Canada 
d 


t 
Electronic 7 Ltd. 
George Kelk 
Raytheon Caneas Ltd. 


Allegany Instruments Co., Inc. 

Alto Scientific Co., Inc. 

Antlab, Inc. 

Berkeley Division/Beckman 
Instruments, Inc. 

Donner Scientific Co. 

Electronic Assoc. Inc. 

Engineered Electronics Co. 

The Foxboro Co. 

Globe Ind., Inc. 

Greenleaf Mfg. Co. 

Librascope, Inc. 

Moore Associates Inc. 

S. A. Rochar Electronique. 

Servonics Inc. 


INTERCOMMUNICA- 
TION SYSTEMS 


Amalgamated Electric Corp. Ltd. 


Audio Vox Intercom Inc. 


Automatic Electric (Canada) Ltd. 


Automatic Telephone & Sound 
Services Ltd. 

Electrolabs 

Electronic Materiels Int’l Ltd. 

Engineered Sound Systems Ltd. 

Ericsson Telephone Sales of 
Canada Ltd. 

Executive Communications 
Systems Ltd 

Humble Mfg. Co. Ltd. 

Kitchener Electronics Industries. 

Measurement Engrg. Ltd. 

Philco Corp., Gov. & Ind. Div. 

Radio Communications Equip- 
ment & Engrg. Ltd. 

Telecom Ltd. 

RCA Victor Co. Ltd. 

Standard Telephone & Cables 
Mfg. Co. (C anada) Ltd. 


Auth Electric Co., Inc. 
Autophone Ltd. 

Burnell & Co. Inc. 

The S. H. Couch Co. Inc 
Dukane Corp. 

Electronic Specialty Co. 
Etelco Ltd. 

General Instrument Corp. 
Kellogg Switchboard & Supply 


Co. 
Lake Mfg. Co. Inc. 
Mark Simpson Mfg. Co., In 
Moore Associates Inc. 
R. W. Neill Co., Inc. 
Rheem Mfg. Co. 
Siemens Edison Swan Ltd 
Stromberg Carlson Co. dix 
General Dynamics. 
Talk-A-Phone Co. 
Telautograph Corp. 
Telectro Industries Corp. 
Telefonaktiebolaget L.M. 
Ericsson. 
Telephone Mfg. Co. Ltd 
Transelectric Mfg. Co. 
The Trix Electrical Co. Ltd 
Whiteley Electrical Radio C 


Ltd. 
Winston Electronics Ltd. 


INVERTERS-dc-ac 
# Canadian Westinghouse Co. 
Ltd., Electronic Div. 
® Collins Radio Co. of Canada 
Ltd. 
® Canadian General Electric Co. 
Ltd. 
Powertronic Equipment Ltd. 
Pylon Electronic Development 
Co., Ltd. 
Research Industries Ltd. 
« F. V. Topping Electronics Ltd. 


Arnoux Corp. 

Cornell-Dubilier Elec. Corp. 

Eicor, Inc. 

Electric Specialty Co. 

Electronic Assoc. Inc. 

a he Research Associates, 
ne. 

Electronic Bpoctelty Co. 

Greenleaf Mfg. Co. 

Gulton Industries Inc. 

Mandrel Industrial Instruments. 

Opad Electric Co. 

Perkin Engrg. Corp. 

Telectro Industries Corp. 

Terado Co. 

Transvaal eee | Corp. 

Universal Transistor Products 


Corp. 
Vibration Research Labs Inc. 


ION TRAPS 
The Plessey Co. of Canada Ltd. 
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Teleradio Engineering Corp. 
bes taped Electrical Radio Co. 
td. 


IRONS-Soldering 
The Canadian Fairbanks-Morse 
Co. Ltd 
+ Cpe General Electric Co. 
td 
Linde Air Products Co., Div. of 
Union Carbide Canada Ltd. 
Ungar Electric Tool Co. of 
Canada. 


Adcola Prods. Ltd. 

—— Electrical Heater Co. 
A.N.T.E.X. Ltd. 

Drake Electric Works. 

Electric Soldering Iron Co 

Firma S. Samuleritz. 

Gregg Electric Co. 

Wassco Electric Products Inc. 

Weller Mfg. Co. 

Zeva-Elektrizitats-Ges. 


ISOTOPES 
Atomic Energy of Canada Ltd. 
Isotope Developments Ltd 
New England Nuclear Corp. 
Nuclear Corp. of America Inst. 


Div. 
United States Radium Corp 


J 


JACK PANEL ASSEMBLIES 


® Canadian General Electric Co 

Ltd., E.E. & T.D. 

Electronic Materials Int'l. Ltd 

Electronic Research & Develop- 
ment Co. Ltd. 

Ericsson Telephone Sales of 
Canada Ltd. 

— Electric Co. of Canada 

d 


McCurdy Radio Industries Ltd. 

National Sound Services Ltd. 

Northern Radio Mfg. Co. Ltd. 
s Oki & Willadsen Ltd 

Powertronic Equipment Ltd 

Therme Electric (Canada) Ltd. 
s T.M.C. (Canada) Ltd 


Associated Engrg. Corp 

Audio Development Co 

Cinema Engineering Div. of 
Aerovox Corp 

Control Panel Corp. 

Coaxial Connector Co. Inc 

Enginecred Electronics Co 

General Radio Co 

The Keyswitch Co. 

Kellogg Switchboard & Supply. 

Nems-Clarke Co. Div. of Vitro 
Corp. of America 

Siemens Edison Swan Ltd 

Stromberg-Carison Co. Div. of 
General Dynamics 

Switchcraft, Inc 

Siemens Edison Swan Ltd. 

Trimm Inc 

JACKS 
Amphenol Canada Ltd 
# Automatic Electric (Canada) 

Ltd. 

Bayly Engineering Ltd 

The Canadian Fairbanks-Morse 
Co. Ltd 

Canadian General Electric Co. 

5. & T.D. 


Ericsson Telephone Sales of 
Canada Lid 

J. Johnson Co. 

National Sound Services Ltd. 

Powertronic Equipment Ltd. 

Raytheon Canada Ltd. 

Thermo Electric (Canada) Ltd. 

T.M.C. (Canada) Ltd 

United-Carr Fastener Co. of 
Canada Ltd. 


Aerolite Electronics Corp. 

Associated Engrg. Corp. 

Audio Development Co. 

Belling & Lee Ltd. 

Birnbach Radio Co. Inc. 

Cambridge Thermionic Corp. 

Cinema Engrg. Div. of Aerovox 
Corp. 

Commercial Plastics Co. 

Coaxial Connector Co., In 

Etelco Ltd. 

Hugh H. Eby Co., Inc. 

General Cement Mfg. Co. 

General Radio Co. 

Grayhill, Inc. 

Jackson Bros. (London) Ltd. - § 

E. L. Johnson Co. 

The Keyswitch Co. 

Litton Industries Components 
Div. 

National Co. Inc. 

Richards Electrocraft, Inc. 


Siemens Edison Swan Ltd. 

Stromberg-Carlson Co., Div. of 
General Dynamics. 

Switchcraft, 

Trimm Inc. 

Waltham Horological Corp. 


JEWELS-Glass 
Dialight Corp. 
Drake Mfg. Co. 
General Cement Mfg. Co. 
E. F. Johnson Co. 


JOINTS—Rotary, Microwave 
Raytheon Canada Ltd. 


Airtron Inc. 

Diamond Antenna & Microwave 
Corp. 

Ferranti Ltd. 

F-R Machine Works, Inc. 

B ne Goodrich Sponge Prods. 
iv. 

I-T-E Circuit Breaker Co. 

Kearfott Co. Inc. 

ee industries Components 
iv. 

Microwave Associates Inc 

Radiation Inc 

Telerad Mfg. Corp 

Waveline Inc. 


K 


KEYERS & COUPLERS 
Bayly Engrg. Ltd. 
Northern Radio Mfg. Co. Ltd 


Coaxial Connector Co. Inc. 

Electronic Specialty Co 

Nems-Clarke Co., Div. of Vitro 
Corp. of America. 


KEYERS—Frequency Shift 
Northern Radio Mfg. Co. Ltd 


Crosby Lab., Inc. 
Electronic Specialty Co. 
Manson Labs., Inc. 
National Co. Inc 
Radiation, Inc. 


KEYS & CODING EQUIP- 
MENT 
Spilsbury & Tindall Ltd 


Great Northern Telegraph Co 

E. F. Johnson Co. 

Nems-Clarke Co. Div. of Vitro 
Corp. of America. 


KNOBS 
Amphenol Canada Ltd 
Hathaway Kraemer Ltd 
s Oki & Willadsen Ltd 
# Rogers Electronics & Compon- 
ents Div. of ro Elec- 
tronics Ind. 


Dale Prods., Inc. 
Kurz-Kash Inc 
® Muirhead & Co. Ltd. 

Stratton & Co. Ltd 

Ernest Turner Electrical 
Instruments Ltd 

bas a Electrical Radio Co. 

td. 


L 


LAMINATES—Metal Clad 


Allied Circuit Techniques Ltd. 

Bakelite Co., Div. of Union 
Carbide Canada Ltd. 

Continental Diamond Fibre of 
Canada Ltd. 

or Fibre Co. of Canada 


td 
Panelyte Div., St. Regis Paper 
Co. (Canada) Ltd 
Spaulding Fibre of Canada Ltd. 


Allied Plastics Sup 
H. Clark & Co. ( 


ly Corp. 
anchester) 


Ltd. 
Thomas De La Rue Ltd. 
International Resistance Co. 
Metals & Controls Corp. 


LAMINATIONS— 
Transformer 
® Canadian Westinghouse Co. Ltd. 
Electronics Div. 
El-Met Parts Ltd. 
Osborne Electric Co. Ltd. 


Magnetic Metals Co. 
Magnetics, Inc. 
Webcor, Inc. 





LEADS—Test 


Amphenol Canada Ltd. 
= Canadian Research Institute. 
Len Finkler & Co. 


General Cement Mfg. Co. 
Phaostron Instrument & Elec- 
tronic Co. 
Superex Electronics Corp. 
Waterman Products Co. Inc. 
« Weston Instruments Div. 
Daystrom, Inc. 


LENSES 

1. Infra Red 
ical 

3. Television 


4. Television 
Magni- 


fying 
5. Television 
Projection 
Sharpe Instruments Ltd. 2. 


Baird-Atomic, Inc. 1. 
R. & J. Beck Ltd. 2. 
Allen B. Du Mont Labs., Inc. 


The English Glass Co. Ltd. 2. 
Hallamore Electronics Co. 3-4-5. 
Librascope, Inc. 1-2. 

McMillan Industrial Corp. 1. 
Servo Corp. of America. 1. 
Zoomar International, Inc. 2-3. 


LIGHTS 
3. Signal 


1. Dial, Panel 
& Pilot 4. Stroboscopic 
2. — Source 


Source 


Burgess Battery Co. 
® Canadian General isctric Co. 
Ltd. 


» Canadian Research Institute. 2-4. 


s Canadian Westinghouse Co. Ltd. 
Electronics Div. 
Electronic Associates Ltd. 2. 


D. Dial 


LOCATORS—Cable & Line 
Fault 


® Automatic Electric (Canada) 


= Canadian Research Institute. 


Associated Research Inc. 
Fisher Research Lab., Inc. 
Hartmann & Braun AG. 
Peschel Electronics, Inc. 
Sierra Electronic Corp. 
Shallcross Mfg. Co. 
Telephone Mfg. Co. Ltd. 


LOCKS 
S. Shaft 
Raytheon Canada Ltd. S. 


Birnbach Radio Co. Inc. D-S. 
Cambridge Thermionic Corp. D. 
Jackson Bros. ay rd Ltd. S. 
E. F. Johnson Co. D-S. 
National Co., Inc. Ds. 

Waldom Electronics Inc. D. 


M 


MACHINES 


15. Glass 
Working 
16. Impregnat- 


17. Marking 

18. Modular & 
Automatic 
Assembly 

19. Record 
Manufac- 


. Coil Wind- 
ing 

. Coil Wind- 
ing, 
Toroidal 

. Counting, 
Photo- 
electric 


Crystal Mfg. 
& Finish- Electronic 


Nash & Thompson Ltd. 20. 

Narda Ultrasonics Corp. 

NRC Equipment Corp. 8-16. 

Photovolt Corp. 12 

Popper & Sons, Inc. 17. 

py A ree Engraving Machine 

'o. 12-17. 

Reko-Kut Co. 11, 

The Rentron Corp. 10. 

Riehle Testing Machines, Div. 
American Machine & Metals. 


Schaevitz fore. A. 

Shalicross Mfg. Co. 7. 

— Electrical lostramnent Co. 
t 

Sodeco, Societe des Compteurs 

de Geneve. 7. 

The Sound Scriber Corp. 

10-11-22. 


Southern Instruments Ltd. 24. 

Taylor, Taylor & Hobson. 17. 

Telefonaktiebolaget L M 
Ericsson. 19. 

— Olsen Testing Machine 


b ie 
Trumeter Co. Ltd. 7. 
Wassco Electric Products Inc. 


21. 
Winston Electronics Ltd. 10. 


MAGNETIC ANALYSIS 
EQUIPMENT 
The Plessey Co. of Canada Ltd. 


Cambridge Instrument Co. Ltd. 
= Hughes Products Div., Hughes 
Aircraft Co. 
Institut Dr. Forster. 
Librascope, Inc. 
Metronix, Inc. 
Radio Frequency Labs. 


MAGNETIZERS & 
DEMAGNETIZERS 


Canadian Research Institute. 
Osborne Electric Co. Ltd. 


Stromberg Carlson Co. Div. of 
General Dynamics. 


MEMORY SYSTEMS 


= Canadian Research Institute. 
= Canadian Westinghouse Co. Ltd. 
Electronics Div. 
Electronic Associates Ltd. 
Ferranti Electric Ltd. 
International Business Machines 
Co., Ltd. 
The Plessey Co. of Canada Ltd. 
Raytheon Canada Ltd. 


BJ Electronics, Borg-Warner 
Corp. 

Electronic Assoc. Inc. 

Greenleaf Mfg. Co. 

Librascope Inc. 

Potter Instrument Co. Inc. 

Telectro Industries Corp. 


METEOROLOGICAL 
EQUIPMENT—Electronic 


Canadian Research Institute. 

Decca Radar (Canada) ‘Ltd. 

George Kelk Ltd. 

Radio Communications Equip- 
ment & Engrg. 

Raytheon Canada Ltd. 

F. V. Topping Electronics Ltd, 


Automatic Mfg. Div. of General 
Instrument Corp. 

Bendix Aviation Corp. 

A/S Danbridge. 

Hasting Raydist Inc. 

Dr. Ing. Rudolf Hell. 

Muirhead & Co. Ltd. 

Servo Corp. of America. 

bas > Electrical Radio Co. 

td. 


METERS 
Attenuation . Microwave 
Cable Moisture, 


Measurement Engrg. Ltd. 2. 
Philips Electronics Industries 9. Cues 22a “Transistor 
. Co. of 10. Dictating, Mfg. 
rom grew 1 SEES SD. o Electronic 23. Tube Manu- 
a 11. Dise Re- facturing 


Allied Plastics Supply Corp. 1. 2 24. ee & 
Chicago Miniature Lamp Works. 4 * Profil- Testing 
Citcon Component Co. 1-3. 13 Fonsi = by 
Communication Measurements 14. Glass ie 


The Plessey Co. of Canada Ltd. Tes Electronic 

Ampex Corp. Conductance 1 _ 

British Ferrograph Recorder. Phase Amado 

Crucible Steel Company of q~<—4 & 
America. ¥ Factor 

Librascope, Inc. Power 

Microtran Co., Inc. ” ” Balesowave 

Radio Frequency Labs. Power 

The Sound Scriber Corp. Output 


Lab., Inc. 4. 
Dialite Corp. Ps 
Drake Mfg. Co. 
Drello Ing. Paul | 4. 
Electro-Snap Corp. 1. 
Ferranti Ltd. 4. 
Firma Tage Schouboe. 1. 
The Foxboro Co. 1-3. 
General Cement Mfg. Co. 1. 
General Radio Co. 4. 
Hetherington, Inc. 1-3. 
Industrial Devices, Inc. 1. 
E. F. Johnson Co. 1. 
Measurement Engrg. Ltd. 2. 
Oxford Components, Inc. 1. 
Telectro Industries Corp. 4. 
Permonite Mfg. Co. 1. 
Savage & Parsons Ltd. 4. 
Ripley Co., Inc. 2. 


LINES— Slotted 
Andrew Antenna Corp. Ltd. 


Alford Mfg. Co. 

DeMornay-Bonardi. 

Diamond Antenna & Microwave 
Corp. 

Ferranti Ltd. 

General Radio Co. 

B. F. Goodrich, Sponge Prods. 


iv. 
Hewlett-Packard Co. 
Microwave Associates, Inc. 


Narda Microwave Corp. 
Telerad Mfg. Corp. 


LINKS—Antenna 
. ome Radio Co. of Canada 
* Canadian General Electric Co. 
t 
RCA Victor Co. Ltd. 
Prodelin, Inc. 
Telerad Mfg. Corp. 


LINKS—Television Micro- 
wave 
# Canadian General Electric Co. 
t 
s Standard Telephones & Cables 


g. Co. (Canada) Ltd 
RCA Victor Co. Ltd. 


Adler Electronics Inc. 
Prodelin, Inc. 
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Blowing 
The Canadian Fairbanks-Morse 
Co, Ltd. 1-2-17-21. 


= Canadian Research Institute. 


7-12-17. 
Canadian Sonic Co. 4. 


s Canadian Westinghouse Co. Ltd. 


Electronics Division. 1. 
Cannon Electric Canada Ltd. 21. 
Dominion Electrohome 

Industries Ltd. 7-24. 
Electromechanical Prods. 1. 
Ericsson Telephone Sales of 

Canada Ltd. 19. 

F.A.J. Tools Co. 18. 
Fisher Scientific Co. Ltd. 14. 
The E. Harris Co. Ltd. 17. 


= George Kelk Ltd. 7. 


a rt Electric Co. Ltd. 
5-20-24 

Servomechanisms (Canada) Ltd, 
7. 


Sonograph Ltd. 10-22. 
United Shoe Mach. of Canada 


A.A. Tools. 2-13. 

Arnold Magnetics Corp. 6. 
Artos Engrg. Co. 9-25. 
Atomic Labs. Inc. 14. 

Avo Ltd. 5. 

Rex Bassett, Inc. 8. 
Beckman Berkeley Div. 7. 
Boesch Mfg. Co., Inc. 5-6 
Calidyne Co. 24. 

Coil Winding Equipment Co. 


Consolidated Electrodynamics 
Corp., Rochester Div. 20. 

Dawe Instruments Ltd. 

Decker Engrg. Corp. 12. 

David Dowling Ltd. 12. 

Edwards High Vacuum Ltd. 
15-23. 

Electro Devices, Inc. 6. 

Evershed & Vignoles Ltd. 5. 

P. X. Fox Ltd. 6. 

Fry’s Metal Foundries Ltd. 7 

Goodman’s Industries, Ltd. 

Dr. Ing. Rudolf Hell. 12. 

Induction Motor Corps. 

International Research & Devel- 
opment Co. 1-24, 

Kahle Engineering Co. 
§-8-9-13-14-15-22A-23. 

Losenhausenwerk. 1-24. 

M. B. Mfg. Co. 24 

Micafil. 3-5-6. 

Mico Instrument Co. 5-12. 


MAGNETOMETERS 


Canadian Applied Research Ltd. 
Conway Electronic Enterprises 


Reg 
Sharpe Instruments Ltd. 
® Varian Associates of Canada 
Ltd. 


MAGNETS—Permanent 


Canadian General Electric Co. 


t 
The Indiana Steel Prods. Co. of 
Canada , 
Philips Electronics Industries 
Ltd 


The _ Co. of Caneda Ltd. 

The Arnold Engrg. Co. 

Crucible Steel Company of 
America. 

General Ceramics Corp. 

Mullard Overseas Ltd. 

Murex Ltd. 

Peerless Fabrikkerne A/S. 

D. M. Steward Mfg. Co. 

Whiteley Electrical” Radio Co. 
Ltd. 


MARKERS—Frequency, 
Microwave 
Control Electronics Co. Inc. 
F-R Machine Works, Inc. 
Kay Electric Co. 
Telerad Mfg. Corp. 


MARKERS—Wire 


Hellerman Canada Ltd. 


ig Engrg. Co. 
Brady Co. 
oct } een Nameplate Inc. 
Westline Products Div., Western 
Lithograph Co. 


MEGAPHONES—Electronic 


® Canadian Marconi Co. 

« Engineered Sound Systems Ltd. 
Len Finkler & Co. 

@ R. Mack & Co. Ltd. 
Measurement Engrg. Ltd. 

s F. V. Topping Electronics Ltd. 


Antrex Corp. 
Audio Equipment Co. Inc. 
Sound Craft Systems. 
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Sound Level 
. Standing 
Wave 
Ratio 
. Thermo- 
couple 
Vibration 
32. Volt-Ohm, 
Electronic 
33. Wave 
34. Wow & 
Flutter 
35. X-Ray 
Intensity 


. Frequency, 


18. Light 


. Acti Electric Sales (Can- 
ada) ~6-8-32. 
® Bach itenan Ltd. 
1-5-6-8-9-10-2 1-30-32. 
Bailey Meter Co. Ltd. 
11-21-22-30. 
Barber Colman of Canada Ltd. 
5-22-30-32. 
Benco Television Associates Ltd. 
0 


10. 
Bepco Canada Ltd. 14-24. 
The Bristol Co. of Canada Ltd 
11-14-18-22-30. 
® Canadian General Electric Co. 
Ltd. 6-8-13-i4-24. 
Canadian Sonic Co. 11-31. 
® Canadian Research Institute. 
1-2-3-4-5-6-7-8-9-13-14-16-17- 
18-21-22-26-27-28-30-31-32. 
® Canadian Marconi Co. 7-10-12- 
14-15-20-22-26-27-29-32-33. 
Conway Electronic Enterprises 
Reg’d. 1-5-6-10-11-13-14-16-18- 
23-24-30-34. 


Dominion Electrohome Indus- 
tries Ltd. Technical Prod. Div. 
4-8-11-20-31-35, 

Dawe Instruments Ltd. 
4-6-7-8-9-14-17-20-26-27-28-31. 

mex Associates Ltd. 

Ericsson Telephone Sales of 
Canada Ltd. 2. 

Fisher Scientific Co. Ltd. 3-21-22. 

Helipot Corp. 14-32. 

Honeywell Controls Ltd. 22. 

Jerrold Electronics (Canada) 


George Kelk Ltd, 4. 

M. B. Mfg. Co. 31. 

wee y Engrg. Ltd. 

Northern Radio Mfg. Co. Ltd. 
12-14 
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Philips Electronics Industries 
Ltd. 2-4- 4: 10-16-20-22-31-32-33-35 
Polytronics Co. 

Radio Communications Equip- 
ment & Engrg. Ltd. 2-4-10. 
Sharpe Instruments Ltd. 4-22-23. 

C. R. Snelgrove Co. Ltd. 14. 

Sperry Gyroscope Co. 
15-19-25-29. 

Standard a & Cables 

Stark haivsreaaite Instruments 
Ltd. 5-6-7-28-30-32. 

Taylor Instrument Co. of 
Canada Ltd 

Thermo Electric Canada Ltd. 30. 

Thermovolt Instruments Ltd. 
2-3-1 1-14-20-22-30-32. 

Tinsley Instruments. 2-3. 

T.M.C. (Canada) Ltd. 14-29. 

The Wind Turbine Co. of Can- 
ada Ltd. 29. 

X-Ray & Radium Industries 
Ltd. 35. 


Acromag, Inc. 14. 

Acton Labs Inc. 9-17-23. 
Advance Components Ltd. 27-32, 
Advance Electronics Lab., % 


Aerialite Ltd. 2. 
Allegany Instrument Co., Inc. 


14, 

Alto Scientific Co. Inc. 16-29. 

Associated Research, Inc. Ex- 
port Dept. 2-3-32. 

Automatic Mfg. Div. of General 
Instrument Corp. 

Avo Ltd. 32. 

Baird-Atomic, Inc. 4-8. 

Ballantine Labs Inc. 21. 

Barnes Development Co. 9. 

Rex Bassett Inc. 10-16. 

Berkley Div., Beckman Instru- 
ments, Inc. 
4-8-L1- 14-15-20-22- 32. 

BJ Electronics. 4-29, 

Blonder-Tongue Labs., 

Boonton Radio Corp. 27. 

British Insulated Callender’s 
Cables Ltd. 2. 

British Physical Labs. 
§-6-9-32-14-17-21. 

Brooks Rotameter Co. 11. 

A/S Bruel & Kjaer. 3-7-24-28-31. 

Budelman Electronics Corp. 
12-14-26. 

aS Technical Industries. 


Inc, 10, 
7 


Cambridge Instrument Co. Ltd. 
3-5-9-10-22-26-30. 

Camille Bauer Ltd. 23-24, 

Chemalloy Electronics Corp. 


Chicago Industrial Instrument 
Co. 22- 


Cc “lough- Brengle Co. 32. 

Coaxial Connector Co. Inc. 1. 

Control Electronics Co. Inc. 
2-15-23-26. 

Cramer Controls Corp. 8. 

Cubic Corp. 25- 

A/S Danbridge. 3-9. 

The Daven Co. 7-26-32. 

Dawe Instruments Ltd. 4-6-8-9- 
14-17-20-21-26-27-28-31-33. 

DeJur-Amsco Corp. 5-6-8-18-28. 

Diamond Antenna & Microwave 
Corp. 1-14-15-19-33. 

Donner Scientific Co. 7-21-32-34. 

Allen B. Du Mont Lab., Inc. 
12-14, 

a Instrument Co., Inc. 


Eldorado Electronics Co. 8-18. 
Electro-Instruments Inc. 8-14-32. 
Electro-Measurements Corp. 


Electro- “Mechanical Instrument 
So. 32. 
lectronic Associates, Inc. 32. 
lectronic Instruments Ltd. 
Elima GmbH. 14-23-24, 
El-Tronics Inc. 20. 


Empire Devices Prod. Corp. 7-10. 


Esterline-Angus Co., Inc. 14-24, 
mrenees § & Vignoles Ltd. 
1 


Ferranti Ltd. 24-49. 
Fisher Research Lab., Inc. 
2-4-20-2 


31. 
John Fluke Mfg. Co. 21-26-32. 
The Foxboro Co. 
8-9-11-20-21-22-26-30. 
F-R Machine Works, Inc. 
15-19-29-33. 
Frequency Standards Ltd. 15. 
General Communications, 15-25. 
General Radio Co. 2-3-5-6-11- 
12-16-20-26-28-29-31. 
Gertsch Prods. Inc. 14-15. 
Goodmans Industries Ltd. 31. 
B. F. Goodrich, Sponge Prods. 
Div. 1-15-17-19- 29-33. 
P. Gossen & Co. GmbH. 3-5-30, 
Gruen Industries, Inc. 14-33. 
Handel & Goltermann. 
1-10-17-23-26-33. 


Hartmann & Braun A.G. 2-3-5-9- 
10-14-17-21-22-23-24-30. 

The A. W. Havdon Co. 4-8. 

— aes General Time 


Heath von 16-26-27-29-32. 

Hermann Wetzer. 8. 

Hewlett-Packard Co. 
6-7-14-15-17-21-25-26-29-32-33. 

Hickok Electrical Instrument 
Co. §-6-7-12-14-21-24-28-30-32. 

Hitachi Ltd. 2. 

Industrial Control Co. 9-21. 

Industrial Development Labs 
Inc. 11-21. 

Industrial Instruments Inc. 20. 

Industrial Test Equipment Co, 
2-7-21-23-24-27. 

Institut Dr. Forster. 10-11. 

International Instruments, Inc. 


International Research & Devel. 
Corp. 14-31. 

J.B.T. instruments. 8-14-30. 

1/S Jensen Electric. 
§-6-9-13-18-21-23-30-32. 

E. J. Johnson Co. 29. 

M. C. Jones Electronics Co. Inc. 


Kay Electric Co. 
1-2-14-27-31-34, 

Wayne Kerr Labs. Ltd. 1-7-9-17. 
Lampkin Labs. Inc. 12-14. 

Dr. B. Lange. 13-18-21-22. 

M. B. Mfg. Co. 31. 

Manson Laboratories, Inc 14-15. 


Marion Electrical Instrument Co. 
8- 


Measurements, A McGraw 
Edison Div. 
7-10-12-14-15-16-32. 

Megatron Ltd. 13-18. 

Metronix, Inc. 10-32. 

Microwave Assoc. Inc. 
1-15-17-19-25-29-33. 

Mid Eastern Electronics. 8-20. 

Millivac Instruments. 22-32. 

Moses Electronics. 8. 

Muirhead & Co, Ltd. 17-23-27. 

Nalder Bros. & Thompson Ltd 

Narda Microwave Corp. 29. 

Non-Linear Systems, Inc. 32. 

Nuclear Corp. of America 
Instrument Div. 35. 

Opad Electric Co. 11. 

Peschel Electronics Inc. 2. 

Phaostron Instrument & Elec- 
tronic Co. 5-6-21-32. 

Photocon Research Prods. 18. 

Photovolt Corp. 22-13-18. 

Polarad Electronics Corp. 
10-19-22-25, 

Potter Instrument Co. Inc. 14-8. 

Precision Instrument Corp. 32. 

Precision Radiation Instru- 
ments, Inc. 4. 

W. G. Pye Co. Ltd. 22. 

Radio Corporation of America. 
10-14-15-28-32 

Radio Frequency Labs., Inc. 
2-17. 

Radiometer. 16-17-22-27-28-32. 

Racal Engrg. Ltd. 8 

Revere Corp. of America. 
4-11-30. 

Robertshaw-Fulton Controls Co., 
The Instrument Div. 9-31. 

S. A. Rochar Electronique. 
4-8-11-12-14-15-23. 

Roller-Smith Instruments, Inc. 1. 

Sanwa Electric Instrument 
Works. 32. 

Schomandl K.G. 14, 

H. H. Scott, Inc. 7-28. 

Sensitive Research Instrument 
Corp. 3-5-14-30. 

Shalicross Mfg. Co. 2-4-5-21-32. 

Shurite Meters. 8-14, 

Siemens Edison Swan Ltd. 32. 

Sierra Electronic Corp. 2-25-26. 

Sifam Electrical Instrument Co. 
Ltd. 6-8-30-32. 

Slaughter Co. 2. 

The wen Electronic Group 


Southern Instruments Ltd. 23. 

Southwestern Industrial Elec- 
tronics Co. 31-32. 

Sprague International Ltd. 9. 

Taylor Electrical Instrument 
Ltd. 2-3-4-5-6-7-9-12-14-17-21- 
26-30-31-32. 

Tektronix, Inc. 9-17A. 

Telechrome Mfg. Corp. 12. 

Telectronics Lab. Inc. 14-32. 

Tel Instrument Electronic Corp. 


Telectro Industries Corp. 34. 

Telerad Mfg. Corp. 
10-14-15-19-25-33. 

Trio Labs Inc. 21-23. 

Triplett Electrical Instrument 
Co. § . 

Ernest Turner Electrical Instru- 
ments Ltd. 5-32. 

Universal Atomics Corp. 35. 

Varo aE: Co, 14, 

Vectrol Engrg. Inc. 14. 

Victoreen Instrument Co. 35. 
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WacLine, Inc. 5-6-14-25-30-32. 
® Waters Mfg. Inc. 5-8-32. 
Waugh Engrg. Co. 11. 
Waveline, Inc. 15-19-25-29. 
® Weston Instruments Div. Day- 
strom Inc. 
5-6-8-9-13-14-18-23-24. 
Winston Electronics Ltd. 32. 


MICROFARADMETERS 


* Canadian Research Institute. 


British Physical L abs. 
Cambridge Instrument Co., Ltd. 
1/S Jensen Electric. 
Taylor Electrical Instruments 
Ltd. 
s Wayne Kerr Labs. Ltd. 


MICROMETERS—Electronic 


® Canadian Research Institute. 
® Stark Electronic Instruments 
Ltd. 


British Physical Labs. 

Dawe Instruments Ltd. 

Hickok Electrical Instrument 
Co. 

Institut Dr. Forster. 

Measurements A McGraw 
Edison Div. 

Schaevitz Engrg. 

Shardlow Micrometers Ltd. 


MICROPHONES 

6. Dynamic 

7. Magnetic 

8. Noise 
Cancelling 

9%. Velocity 


3. Condenser 
4. Contact 
5. Crystal 
Amplivox (Canada) Ltd. 7-8. 
Canadian Astatic Ltd. 2-4-5-6. 
Electronic Materiels Int'l. Ltd. 
2-4-5-6-7-8. 
Ericsson Telephone Sales of 
Canada Ltd. 1-2-4-5. 
Humble Mfg. Co. Ltd. 2. 
R. Mack & Co. Ltd. 2-4-6, 
S. H. Parker Co. 5. 
Research Industries Ltd 2. 
Standard Telephones & Cables 
Mfg. Co. 6. 


Audio Instrument Co. Inc. 3. 

S. G. Brown Ltd. 1-2-3-4-5-6-7. 

A/S Bruel & Kjaer. 3. 

Collaro Ltd. 5. 

Cosmocord Ltd. 2-5-7. 

DuKane Corp. 2-3-5-6-7-9. 

Electro Voice Inc. 1-2-5-6-8. 

Etelco Ltd. 2. 

Lustraphone Ltd. 1-2-5-6-8-9. 

Murphy Radio Ltd. 

Photocon Research Prods. 3. 

Primo Sound Research Inc. §. 

—_ Corporation of America. 

1-2-5-6-9. 

Shure Bros. Inc. 2-5-6-7-9. 

Spilsbury & Tindall Ltd. 2. 

Stromberg Carlson Co. 2-6. 

Telephone Mfg. Co. Ltd. 2. 

Telefunken GmbH. 
1-2-3-4-5-6-7-8-9. 

Turner Co. 2-5-6-7. 

Whiteley Electrical Radio Co. 
Ltd. 1. 


MICROSCOPES-Electron 


Philips Electronics Industries 
Ltd. 


—- Vv ickers Electrical Co. 
Ltd. 


Philco Corp. Gov. & Ind. Div. 

Radio Corp. of America. 

Taylor Electrical Instruments 
Ltd. 


MICROWAVE TRANSMIS- 
SION LINES 


Airtron Canada Ltd. 
Andrew Antenna Corp. Ltd. 
® Sinclair Radio Labs, Ltd. 
s Standard Telephones & Cables 
Mfg. Co. 
RCA Victor Company Ltd. 
Airtron Inc. 
Diamond Antenna & Microwave 
Corp. 
Dielectric Prods. Engrg. Co., 


ne. 
Electronic Specialty Co. 
F-R Machine Works, Inc. 
Ferranti Ltd. 
D. S. Kennedy & Co. 
Meridian Metalcraft Inc. 
Microlab. 
Prodelin, Inc. 
Telerad Mfg. Corp. 


MIXERS—Microwave 
Airtron Canada Ltd. 


® Canadian General Electric Co. 

Ltd., Electric Equipment & 
Tube Div. 

Raytheon Canada Ltd. 

Sinclair Radio Labs. Ltd. 

Sperry Gyroscope Co. 

bir Associates of Canada 

td. 


Airtron Inc. 

Bomac Labs. Inc. 

Diamond Antenna & Microwave 
orp. 

Douglas Microwave Co. Inc. 

Empire Devices Prod. Corp. 

Ferranti Ltd. 

F-R Machine Works, Inc. 

* Z. Goodrich, Sponge Prods. 
Div. 

Hewlett-Packard Co. 

Kearfott Co. Inc 

Meridian Metalcraft Inc. 

Microwave Assoc., Inc 

Narda Microwave Corp 

Telerad Mfg. Corp. 

Waveline Inc. 


MODULATORS 
1. Magnetic 3. Pulse 
2. Phase 
Raytheon Canada Ltd. 3. 
ss ‘enmaremnenes (Canada) Ltd. 


Airtron Inc. 1-2-3 

Carad Corp. 3. 

F-R Machine Works, Inc. 3. 
Ferranti Ltd. 3. 

Filtron Co., Inc. 3. 

General Magnetics Inc. 1. 
Hermetic Seal Transformer Co 
Polarad Electronics Corp. 1. 
Potter Instrument Co. Inc. 1 
Stevens-Arnold Inc. 1. 
Ultradyne, Inc. 2. 

Vectrol Engrg. Inc. 1. 


MONITORS 


1. am/fm 5. Phase 
lrans- 6. io- 
mitter activity 

2. Frequency 7. Shift 

3. Modulation 8. TV Trans- 

4. Neutron mitter 
Flux 


® Canadian General Electric Co. 
Lid., Electronic Equipment & 
Tube Div. 1-8. 
® Canadian Marconi Co. 2-3. 
Conway Electronic Enterprises 
Reg'd. 
Dawe Instruments Ltd. 
Dominion Electrohome Industries 
Ltd. Tech. Prod. Div. 
Electronic Associates Ltd. 6, 
Ericsson Telephone Sales of 
Canada Ltd. 2. 
Measurement Engrg. Ltd. 6. 
Northern Radio Mfg. Co. Ltd. 7. 
Philips Electronics Industries 
Lid. 6 


t . 
The Plessey Co. of Canada Ltd. 
1 


a M. C. (Canada) Ltd. 2-3-7. 
RCA Victor Company Ltd. 1-8. 


Acton Labs. Inc. §. 

B. J. Electronics. 4-6. 

Baird-Atomic, Inc. 4-6. 

Berkeley Division Beckman 
Instruments Inc. 2. 

Budelman Electronics Corp. 2. 

Control Electronics Co. Inc. 5. 

Crosby Labs. Inc. 3. 

Allen B. DuMont Laboratories 
Inc. Int. Riv. 2-3-8. 

Etelco Ltd. 6. 

General Radio Co. 1. 

General Radiological Ltd. 4-6. 

Grundig Radio Werke. 8. 

Hewlett-Packard Co. 2-3-8. 

Industrial Test Equipment Co. 5. 

Ingenieur Buro Atlas. 

Isotope Devel. 4-6. 

Lampkin Labs. Inc. 2-3. 

Murphy Radio Ltd. 8. 

Potter Instrument Co. Inc. 2 

Radio Corporation of America. 
2 


Taylor Electrical Instruments 
Ltd. 2. 


Telechrome Mfg. Corp. 8. 

Television Utilities Corp. 8. 

Universal Atomics Corp. 4-6. 

Universal Transistor Prods. 
Corp. 

Victoreen™ Instrument Co. 4-6. 

Walkirt Co, 2. 

Waterman Products Co. Inc. 


3-5. 
Waugh Engrg. Co. 2. 





5. Servo 
6. Speed Regu- 
lation 


6A. Stepping 

7. Synchronous 

. Timing 

Alliance Motors—Div. of the 
oay Washing Machine Co. 

Canadian Admiral Corp. Ltd. 3. 

— ee Co. Ltd. 

aa > General Electric Co. 

Deuta- Werke GmbH. 6. 

Dominion Electrohome Indus- 
tries Ltd. Tech. Prods. Div. 
1-2-3-6-8. 

E. C. C. Canada Ltd. 

Ericsson Telephone Sales of 
Canada Ltd 7- 

The Garrett Mfg. “Corp. of 
Canada Ltd. 5. 

Honeywell Controls Ltd. 5. 

The Hoover Co. Ltd. 1. 


Alliance Mfg. Co. 1-2-3. 
Barber-Colman Co. 1-2-7-8. 
The George W. Borg Corp. 1. 
British Motor Div. 6-7-8. 

S. G. Brown Ltd. 1-5-7. 
Collaro Ltd. 3. 

Cramer Controls Corp. 1-2-7-8. 
Diehl Manufacturing Co. 


1-5-6-7. 
The Electric Construction Co. 


Ferranti Ltd. 7. 

Foredom Electric Co. 1. 

General Industries Co. 1-3. 

Globe Industries Inc. 
1-2-5-7-8-4-6. 

The A. W. Haydon Co. 

1-2-4-6-7-8. 

saaea Industries Inc. 1-5-7. 

Kearfott Co. Inc. 5-7. 

Kolisman Instrument Corp. 5-7. 

Mechatrol Div. Servomechanisms, 
Inc. 2-5-7. 

Newton Bros. (Derby) Ltd. 1-5. 

Seaectro Corp. 1-2-5-7. 

Servonics Inc. 5. 

Vactric (Control Equipment) 
Ltd. 2-5-7. 

WacLine, Inc. 


MOUNTINGS—Vibration & 
Shock 
The Canadian Fairbanks-Morse 
Co. Ltd 


Electronic Materiels Int’! Ltd. 
B. F. Goodrich Canada Ltd. 


Aerialite Ltd. 

The Birtcher Corp. 
Lord Mfg. Co. 

M. B. Mfg. Co. 
Robinson Aviation, Inc. 


MOUNTS—Antenna 


Andrew Antenna Corp. Ltd. 
® Beatty Bros. Ltd. 
Measurement Engrg. Ltd. 


Aerialite Ltd. 

Antlab Inc. 

Coaxial Connector Co. Inc. 

Dielectric Prods. Engineering 
Co., Inc. 

General Cement Mfg. Co. 

Kenwood Engrg. Co. Ltd. 

Microwave Assoc., Inc. 

Narda Microwave Corp. 

Premax Prod. Div. of 
Chisholm Ryder Co. Inc. 

Prodelin Inc. 

Rohn Mfg. Co. 

Technical Appliance Corp. 


MOUNTS—Thermistor 
Ferranti Ltd. 
a Goodrich, Sponge Products 
iv. 
Telerad Mfg. Corp. 


MULTIMETERS 

® Bach Simpson Ltd. 

® Canadian Research Institute. 
— Electronics Industries 


. Stark Electronic Instruments 
Ltd. 
Thermovolt Instruments Ltd. 


Associated Research, Inc. 
Export 
Automatic Pig. Div. of General 
Instrument Corp. 
Avo Ltd. 
® British Physical Labs. 
Chicago Industrial Instrument 


Co. 
Clough-Brengle Co. 
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Cornell-Dubilier Electric Corp. 

Cubic Corp. 

The Daven Co. 

Electronic Instrument Co., Inc. 

Electronic Instruments Ltd. 

Electronic Specialty Co. 

Elima GmbH. 

Hartmann & Braun A.G. 

Heath Co. 

Hewlett-Packard Co. 

Hickok Electrical Instrument Co 

Ideal Precision Meter Co., Inc. 

International Instruments Inc. 

I/S Jensen Electric. 

Measurements, A McGraw- 
Edison Div. 

Nash & Thompson, Ltd. 

Non-Linear Systems Inc. 2. 

Phaostron Instrument & Elec- 
trical Co. 

Precision Apparatus Co. Inc. 

Sanwa Electric Instrument 
Works. 

Sensitive Research Instrument 
Corp. 

James S. Spivey, Inc. 

= Electrical Instruments 

d 


Teletronics Lab., Inc. 
Triplett Electrical Instrument 


o. 
Ernest Turner Electrical Instru- 
ments . 
Welch Mfg. Co. 
s Weston Instrument Div. 
Daystrom Inc. 


MULTIPLEX SYSTEMS— 
Frequency or Time 
Division 


Amalgamated Electric Corp. Ltd. 


Automatic Telephone & Sound 
Services Ltd. 

Canadian Motorola Electronics 
Ltd 


Canadian Westinghouse Co. Ltd. 


Collins Radio Co. of Canada Ltd. 


Lenkurt Electric Co. of Canada 
Ltd. 

Northern Radio Mfg. Co. Ltd. 

T. M. C. Canada Ltd. 


Applied Research Inc. 

Budelman Electronics Corp. 

Crosby Labs. Inc. 

Electronic Specialty Co. 

~~“ Development Co. 
nc. 

Etelco Ltd. 

General Electric Co. of England. 

Lynch Carrier Systems Inc. 

Radiation, Inc. 

Stromberg Carlson Co. 

Telechrome Mfg. Corp. 

Telephone Mfg. Co. Ltd. 


MULTIPLIERS 


1. Crystal 
2. Diode 
3. Electronic 
4. Frequency 
= Bach Simpson Ltd. 6. 
# Canadian Research Institute. 6. 
Conway Electronic Enterprises 
Reg’d. 6. 
Ericsson Telephone Sales of 
Canada Ltd. 4-5. 
ae * ae Radio Mfg. Co. Ltd. 


5. Magnetic 
6. Meter 
7. Servo 


® Stark Electronic Instruments 
Ltd 


. at ‘Topping Electronics Ltd. 


® Berkeley Division, Beckman 
Instruments Inc. 3-4-7. 
Donner Scientific Co. 3-4, 
Electronic Associates Inc. 3-7. 
Electronic Research Assoc. 4. 
General Magnetics Inc. 5. 
General Radio Co. 2. 
Hickok Electrical Instrument 
Co. 6. 
Industrial Control Co. 7. 
Industrial Test Equipment Co. 3. 
Manson Laboratories, Inc. 4. 
Sensitive Research Instrument 
Corp. 6. 
Servo Corp. of America. 7. 
Sifam ee Instrument Co. 
Southern Instruments Ltd. 3. 
Universal Transistor Products 
Corp. 3-4. 


N 
NETWORKS 


1. Crossover 
2. Directional 
Aatenna 
Phasing 
Aircraft-Marine Prods. of 
Canada Ltd. 4. 


3. Matching 
4. Pulse 


Forming 


The Bayly Engineering Ltd. 3. 
Ce? Radio Co. of Canada 

t 
Engineered Sound Systems Ltd. 


ma Rone Co. Ltd. 1-4. 
R. Mack Co. Ltd. 1. 

Micarta Fabricators Ltd. 1-4. 
— Plessey Co. of Canada Ltd. 


Raytheon Canada Ltd. 4. 
Standard Television Prod. Ltd. 1. 


Aerialite Ltd. 2-3. 

Blonder-Tongue Labs., 

Carad Corp. 4. 

Dielectric Products Engineering 
Co., Inc. 2-3. 

Eby Sales Co. 

Electronic Associates Inc. 3. 

Electronic Measurements Corp. 


Inc. 1. 


Electronic Specialty Co. 1-2-3-4, 

Entron, Inc. 3. 

Ferranti Ltd. 4. 

Filtron Co., Inc. 4. 

Jensen Mfg. Co. 1. 

Micamold Electronics Mfg. 
Corp. 4. 

Rola Celestion Ltd. 1. 

Shalicross Mfg. Co. 13. 

Telephone Mtg. Co. Ltd. 3. 

Telerad Mfg. Corp. 2. 

A/S Tobias Jensen Condenser 
Prods. Co d. 

Transco Prod., Inc. 1-2. 

Ultradyne, Inc. 3. 

Vidaire Electronics Mfg. Corp. 


1. 
Whiteley Electrical Radio Co. 
Ltd. 1. 


oO 


OHMMETERS 


1. Ohmmeters 3. Micro-ohm- 
2. Megohm- 


meters 


Autonet Electric Sales (Can- 
ada) Ltd. 1-4, 

Bach Simpson Ltd. 1-4, 

Canadian Research Institute. 
1-2-3-4, 

ers Electronics Industries 

td. 1. 
Polytronics Co. 1-2. 
Stark Electronic Instruments 


td. 1-3-4, 
Thermovolt Instruments Ltd. 
1-2-4. 


Alto Scientific Co. 1. 
Associated Research, Inc. 1-2-3-4, 
British Physical Labs. 1-3-4. 

A/S Bruel & Kjaer. 2. 
Cambridge Instrument Co, Ltd. 


Camille Bauer Ltd. 1-3-4, 

Chicago Industrial Instrument 
Co. 1-3-4, 

Cubic Corp. 1. 

Electro Instruments, Inc. 1. 

Electronic Instruments Ltd. 2-3-4, 

Elima GmbH. 1-2-3-4. 

Evershed & Vignoles Ltd. 1-2-4. 

General Radio Co. 2. 

Hartmann & Braun A.G. 1-2-3-4. 

Heath Co. 1. 

Hewlett-Packard Co. 1. 

Hickok Electrical Instrument Co. 


1-3. 
Ideal Precision Meter Co., Inc. 


Industrial Instruments, Inc. 
1-2-3-4, 

International Instruments, Inc. 1. 

I/S Jensen Electric. 1-2. 

Keithley Instrument, Inc. 1-2-3. 

Dipl.-Ing. Ulrich Knick. 2. 

Ge Vickers Electrical 
Co. Ltd. 

Nash & Picco Ltd. 2. 

Non-Linear Systems, Inc. 1. 

Phaostron Instrument & Elec- 
tronic Co. 1- 

Precision Apparatus Co., Inc. 1, 

Radio Corp. of America. 1. 

Radiometer .2. 

Sanwa Electric Instrument 
Works. 1 

Savage Co. 2. 

Shalicross Mfg. Co. 1-2-3-4, 

Siemens Edison Swan Ltd. 1-4. 

Southwestern Industrial Elec- 
tronics Co. 

by ty Electrical “Instruments 

Triplett Electrical Instrument 
Co. 1. 


= Waters Mfg., Inc. 4. — 
® Weston Instruments Div., 


Day- 
strom, Inc. 1. 


OSCILLATORS 


7. Oven Crystal 
Control 
Pulsed 
Pushbutton 
Frequency 
11. Sweeping 
12. Ultra-Low 
Frequency 
13. Ultrasonic 
Automatic Electric Sales 
(Canada) Ltd. 2-9. 
Canadian General Electric Co. 
Ltd. 2-10. 
Canadian Marconi Co. 2-7-10-11. 
Canadian Research Institute. 
2-4-5-10-13. 
Canadian Sonic Co. 12-13. 
Collins Radio Co. of Canada 
Ltd. 6-10. 
Conway Electronic Enterprises 
Reg’d. 1-7-8-11-13. 
Dawe Instruments Ltd. 2-12. 
Electronic Associates Ltd. 4-11. 
Len Finkler & Co. 
Jerrold Electronics (Canada) 
Ltd. 11. 
Lake Engineering Co. Ltd. 2-13. 
Measurement Engrg. Ltd. 2-10. 
R. H. Nichols Ltd. 2. 
Philips — Industries 
Ltd. 2-10-12 
7, Plessey Co. of Canada Ltd. 


Pylon Pesos Development 
Co., 

Rernen Canada Ltd. 7-10-11-13. 

Sharpe Instruments Ltd. 1-2. 

Sinclair Radio Labs. Ltd. 
1-2-6-10. 

Cc. R. Snelgrove Co. =e 4-7. 

Sperry Gyroscope Co. 

Standard ae ¥y Cables 
Mfg. Co. 10. 

Py. WV. TSoping Electronics Ltd. 

Tinsley Instruments. 1-2. 

Varian Associaies of Canada 
Ltd. 6 


Airborne Instruments Labs., Inc. 


Airtron Inc. 6. 

Alto Scientific Co. Ltd. 5-9. 

American Electronics Co. 2. 

Antlab Inc. 1. 

B & K Mfg. Co. 4. 

Rex Bassett Inc. 4-5. 

Bliley Electric Co. 4-10. 

Bomac Labs., Inc. 3. 

British Physical Labs. 2-8. 

S. G. Brown Ltd. 

A/S Bruel & Kjaer. 2-11-13. 

Bulova Watch Co. 4-7-10. 

California Technical Ind, 6. 

Control Electronics Co. Inc, 4. 

The Daven Co. 2. 

Dawe Instruments Ltd. 
2-10-12-13. 

Diamond Antenna & Microwave 
Corp. 10. 

Donner Scientific Co. 2-12. 

Electronic Instrument Co. Inc. 
2-10. 

Etelco Ltd. 2-4. 

Ferranti Ltd. 3-6. 

Fisher Research Lab. Inc. 2. 

General Ultrasonic Co. 13. 

General Instrument Corp. 2-10. 

General Radio Co. 1-2 

B. F. a Sponge Prods. 
Div. 6. 

Heath Co. 2-5. 

Hewlett Packard Co. 
2-4-6-10-11-12-13. 

Hoover Electronics Co. 10a. 

Huggins Labs. Inc. 8. 

Industrial Test Equipment. 
1-2-12. 

Int. Electronic Research Corp. 

J.B.T. Instruments. 2. 

E. F. Johnson Co. 10. 

Kay Electric Co. 8-10-11-12-13. 

Kearfott Co. Inc. 

Krohn-Hite Export ‘Corp. 9-12. 

Wayne Kerr Labs. Ltd. 2-10. 

James Knights Co. 4-7. 

J. Langham Thompson Ltd. 3. 

Manson Laboratories, Inc. 

-10. 

Measurements, a McGraw- 
Edison Div. 2-3-4-5-8-10-13. 

Microwave Assoc. Inc. 6. 

Muirhead & Co. Ltd. 2. 

Narda Ultrasonics Corp. 13. 

Nash & Thompson Ltd. 2. 

Northern Radio Co. Inc. 2-10. 

Phillips Control Corp. 2. 

Polarad Electronics Corp. 6-10. 

Precision Apparatus Co. Inc. 
2-10-11. 

W. G. Pye Co. Ltd. 3. 

Quarzkeramik G.m.b.H. 7. 

Radio Corp. of America. 6. 

wt? Frequency Labs Inc. 


Radiometer. 2-5. 
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S. A. Rochar Electronique. 2. 
Savage & Parsons Lid. 
Servomex Controls Ltd. 2-12. 
Siemens Edison Swan Ltd. 
James S. Spivey Inc. 2. 
Southwestern —— Elec- 
tronics Co. 
Taylor Be at Instruments 
Ltd. I 


Telechrome Mfg. Corp. 8. 
Telephone Mfg. Co. Ltd. 2-11. 
Telerad Mfg. Corp. 


Tel Instrument Electronic Corp. 


7-9-11. 
Triplett Electrical Instrument 
Co 


Universal Transistor Products 
Cor 

Vari. ES Co. Ltd. 11. 

Varo Mfg. Co. 1. 

Walkirt €o. 1-2-4-7-10. 

Wandel & Goltermann 
2-8-9-10-11-12. 


— Engrg. & Mfg. Corp. 


Winston Electronics Ltd. 2. 


OSCILLOGRAPHS 
1. Cathode 3. Direct 


Ray 
Camera 4. Multi- 

2. Cathode Element 
Ray 5. Recording 
Recording, 


Multi- 
channel 


® Canadian General Electric Co. 
Ltd. 2-5. 


Conway Electronic Enterprises 
Reg’d 5. 

Honeywell Controls Ltd. 3-5. 

Philips Electronics Industries 
Ltd. 1-2-3-5. : E 

Radio Communications Equip- 
ment & Engrg. Ltd. 1-2. 


Acton Labs. Inc. 3-5. 

Brush Instruments, Div. of 
Clevite Corp. 5. 

Cambridge Instrument Co. Ltd. 

Century Electronics & Instru- 
ments, Inc. 

Cossor Instruments Ltd. 1-2. 


Allen B. Du Mont Laboratories, 


Inc. 1-2. 
Edin Company Inc. 3-4-5. 
Electronic Tube Corp. 1-2. 


Fairchild Camera & Instrument 


Corp. 1. 
Ferran Ltd. 2. 
Hartmann & Braun A.G. 3-4-5. 
Hasler S.A. 1-2. 
Hathaway Instrument Co. 5. 
= Hughes Prods., 
J. Langham Thompson Ltd. 


1-3-5. : 
Mandrel Industrial Instruments 


Northern Radio Co., Inc. 3. 

Photron Instrument Co, 3-4-5. 

Radio Corp. of America 

= Sanborn Co, 3-4-5. 

Savage & Parsons Ltd. 3-5. 

Southern Instruments Ltd. 
1-2-3-5. 

Southwestern Industrial Elec- 
tronics Co. 

Wappler, Inc. 3-4. 


OSCILLOSCOPES 
1. Cathode 3. Portable 


4. Po 
2. Cathode 


Multiple 
Channel 
® Bach Simpson Ltd. 1. 
Philips Electronics Industries 
Ltd. 1-3. 
Radio Communications Equip- 
ment & Engrg. Ltd. 2. 


Rogers Electronic Tubes & Com- 


ponents Div. of Philips Elec- 

tronics Ind. Ltd. 

Standard Telephones & Cables 

Mfg. Co. 1. 

Stark Slectronic Instruments 
Lt 


F. V. “Topping Electronics. 1. 


American Electronics Labs., Inc. 


Cossor Instruments Ltd. 1-2-3. 
Allen B. Du 

Inc. 1-2-3. 
Electronic Instrument Co. Inc. 


Electronic Tube Corp. 1-2. 
Hasler S.A. 2. 

Hewlett Packard Co. 1-2. 
Hickok Electrical Instrument 


Co. 3. 
Hughes Prods., 
Co. 1- 


Jackson Electrical Instrument 
Co. 


Hughes Aircraft 


rtable 
Projection 


Mont Laboratories 


Hughes Aircraft 


Lavoie Labs Inc. 1-2. 
Metro-Vickers Electrical Co. 


. 1-3. 
Northeastern Engineering Inc. 
Precision Apparatus Co. Inc. 2. 
Radio Corp. of America. 
Radiometer. 1. 
Railway Communications Inc. 2. 
bal Sj Sanders (Electronics) 


Southern Instruments Ltd. 2-3. 
James S. Spivey Inc. 1. 
Sylvania Electric Corp. 1. 

® Tektronic Inc. 1-2-3. 
Trad Electronics Corp. 3 


Triplett Electrical Instrument Co. 


1. 
Waterman Products Co. Inc. 
. Waters Mfg. Inc. 


OSCILLO— 
SYNCHROSCOPES 
Raytheon Canada Ltd. 


Electronic ‘Tube Corp. 
Hewlett-Packard Co. : 
s Hughes Prods., Hughes Aircraft 


Co. : 
Sylvania Electric Corp. 


OVENS—Component or 
Crystal 


Conway Electronic Enterprises 
Reg’d. 


£ 
Fisher Scientific Co, Ltd. 
« C. R. Snelgrove Co. Ltd. 
Thermovolt Instruments Ltd 
Bliley Electric Co. 
Bulova Watch Co. 
Gruen Industries Inc. 
Kahle Engineering Co. 
James Knights Co. 
Manson Laboratories, Inc. 
Nash & Thompson Inc. 
Northern Radio Co., Inc. 
Owen Labs Inc. 
Quarzkeramik GmbH. 
Rheem Mfg. Co. 


Robertshaw-Fulton Controls Co., 


The Instrument Div. 
Standard Crystal Co. 
J. Langham Thompson Ltd. 


P 


PAINTS 

C. Conductive R. Resistive 
Aluminum Co. Canada Ltd. C. 
Canadian Pittsburgh Industries 


Ltd. C. 
Halliday-Armstrong Ltd. R. 
The E. Harris Co. Ltd. C. 
The Plessey Co. of Canada 

Ltd. R. 


General Cement Mfg. Co. C, 
Induction Motor Corp. C-R. 


PANELS 


1. Instrument 
2. Jack 


3. Receiving & 
Trans- 


mitting 
4. Relay Rack 
@ Automatic oes Sales (Can- 
ada Lt 


Bailey Knoter Co. Ltd. 1-3. 
Barber-Colman of Canada Ltd 


1. 
The Bristol Co. of Canada Ltd. 
Canadian General Electric Co. 
Ltd. 1. 
Canadian Research Institute 
Electronic Enterprises. 1. 
—. Electric Co, of Canada 
Ltd. 
Len Finkler & Co. 4, 
The Foxboro Co. Ltd. 1. 


Hammond Mfg. Co. Ltd. 1-2-3-4, 


Hathaway Kraemer Ltd. 1-3. 

Humble Mfg. Co. Ltd. 3-4. 

Lenkurt Electric Co. of Canada 
Ltd. 1-2-4, 

Measurement Engrg. Ltd. 4. 

Oki & Willadsen Ltd. 1-2. 

Powertronic Equipment Ltd. 
1-2-4. 

Pylon Electronic Development 
Co. Ltd. 


Standard Electric Time Co. of 
Canada Ltd. 

T.M.C. Canada Ltd. 2-3-4. 

Taylor Instruments Co. of 
Canada Ltd. 1. 

Thermo Electric Canada Ltd. 1. 

F. V. Topping Electronics Ltd. 
1 


X-Ray & Radium Industries 
Ltd. 1. 


Alfred Imhof Ltd. 1-4, 
s Amco Engineering Co. 4. 
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Bud Radio Inc. 4. 
Cinema Eng. Viv. of Aerovox. 


2. 
Control Panel Corp. 1-2. 
Croname, Inc. 1. 
Decker Engineering Corp. 1. 
Electro-Snap Corp. 1. 
Evershed & Vignoles. 1. 
Falstrom Co. 1-2-3-4, 
The Foxboro Co. 1-3. 
The Keyswitch Co. 2-4. 
W. L. Maxson Co. 4, 
Metallics Inc. 1. 
Premier Metal Products Co. 
1-3-4. 


Nems Clarke Inc. 2. 

National Sound Services Ltd. 2. 
Roller Smith Instruments Inc. 1. 
Stromberg Carlson Co. 2-4. 
Switchcraft Inc. 2. 

Thermovolt Instruments Ltd. 1. 
Trimm Inc. 

United States Radium Corp. 1. 


PAPER 


F. Facsimile 


R. Recording 
Canadian Charts & Supplies 
Ltd. R. 


Thermovolt Instruments Ltd. R. 
Edin Company, Inc. R. 
Dr. Ing Rudolf Hell. F. 
Muirhead & Co. Ltd. F. 


PERMEAMETERS—High H 


Boesch Manufacturing Co. Inc. 
Cambridge Instrument Co. Ltd. 


PHONOGRAPHS 


Canadian General Electric Co. 
Ltd. 


Collaro Audiovision Sales 

Electronic Enterprises Ltd. 

Hallicrafters-Canada Ltd. 

Monarch Radio Mfg. Co. 

RCA Victor Co., Ltd. 

ae Industries (Canada) 
td. 


- 7 Sound Reproducers 
t 


Collaro Ltd. 

Lenco Goldring Mfg. Co. Ltd. 

Lesa Costruzzioni Ellettro- 
meccaniche 

Luxor Radio A.B. 

Pilot Radio Corp. 

Stromberg Carlson Co. 

The Trix Electrical Co. Ltd. 


PHOTO-ETCHED 


COMPONENTS 
Allied Circuit Copasenes Ltd. 


® Oki & Willadsen Lt 


as Fibre Co. * Canada 


United-Carr Fastener Co. of 
Canada Ltd. 
X-Ray Radium Industries Ltd. 


PHOTOFLASH 


EQUIPMENT—Electronic 


Honeywell Controls Ltd. 


Dawe Instruments Ltd. 

Drello Ing. Paul Drewell 

Edwards High Vacuum Ltd. 

Ferranti Ltd. 

General Radio Co. 

Nems-Clarke Co. 

Sprague International Ltd. 

Ernest Turner Electrical Instru- 
ments Ltd 

Welch Mfg. Co. 

Winston Electronics Ltd. 


PHOTOMETERS 


* Canadian Research Institute 


Conway Electronics Enterprises 
Reg’d 


Dawe Instruments Ltd. 
Eldorado Electronics Co. 
Dr. B. Lange 
we olt Cor 

A. Bomar Eiectronique 
w elch Mfg. C 


PICKUP UNITS—Mobile TV 


Canadian General Electric 
Co. Ltd 


Grundig Radio Werke 
Radio Corp. of America 
Telefunken, GmbH. 


PICKUPS 


1. Industrial 
2. Magnetic 


4. Quartz 
Crystal 


3. Photoelec- 


tric 
Canadian Astatic Ltd. 1-4, 


Conway Electronics Enterprises 
Reg'd lo 

Electronic Associates Ltd. 3. 

Regency Electronics Ltd. 4, 


Collaro Ltd. <x 

Cosmocord Ltd. 4, 

Dawe Instruments Ltd. 3. 
Drello Ing. Paul Drewell. 1. 
Electro Machoniems Ltd. 1-2-4. 
Endevco Corp 

The Golding Mate. Co, 2-4, 
Hewlett-Packard Co. 3. 

J. Langham Thompson Ltd. 1. 
H. J. Leak & Company Ltd. 2. 
Manheim Mfg. & Belting Co. 1. 
Pickering & Co. Inc 

Southern lastrements Ltd. 


PILOT LIGHT 
ASSEMBLIES 


United-Carr Fastener Co. of 
Canada Ltd. 


Circon Component Co. 
Dialight Corp. 

Drake Mfg. Co. 

Eagle Electric Mfg. Co. Inc. 
Eby Sales Co 

The English Glass Co. Ltd. 
Heyman Mfg. Co 
Hetherington, Inc. 
Industrial Devices Inc. 

E. F. Johnson Co. 
Permonite Mfg. Co. 


PLATES 


1. Instruction 3. Plastic 
2. Name Lighting 
Allied Circuit Techniques Ltd. 2. 
Cc * Charts & Supplies Ltd. 
Canadian Research Institute. 2. 
Hathaway Kraemer Ltd. 1-2-3. 
London Wood & Plastics Ltd. 1. 
Oki & Willadsen Ltd. 1-2-3. 
Powertronic Equipment Ltd. 2. 
as 7 Fibre Co. of Canada 


The Foxboro Co. Ltd. 1. 
X- te & Radium Industries Ltd. 


Allied Plastics Sup oly Corp. 
1-2-3. . r 


Audio Development Co. 2. 

W. H. Brady Co. 1-2. 

Croname, Inc. 1-2, 

Electronic Research & Develop- 
ment Co. Ltd. 2. 

Formico Ltd, 1-2. 

Metallics Inc. 1-2. 

Mico Instrument Co. 2. 

North Shore Nameplate Inc. 1-2. 

Peerless Prod. Industries. 2. 

United States Radium Corp. 
1-2-3. 

Waldom Electronics Inc. 2. 


PLATING 


1. Metal or 
Plastic 


* Beatty Bros. Inc. 3. 


Engelhard Industries of Canada 
Ltd. 2. 

Johnson Matthey & Mallory 
Ltd. 2. 

Renfrew Electric Ltd. 1. 

Croname, Inc. 1. 


Dale Products Inc. 1. 
P. R. Mallory & Co. Inc. 2. 


PLUGS 


1. Telephone 3. Other 
2. Terminal 


Amphenol Canada Ltd. 1-2-3. 


® Automatic Electric (Canada) 


td. 
Electronic Materiels Int'l. Ltd. 
Ericsson Telephone Sales of 
Canada Ltd. 1-2. 
Lenkurt Electric Co. of Canada 
Ltd. 1-2-3. 
Powertronic Equipment Ltd. 3. 
Standard Electric Time Co. of 
Canada Ltd. 3. 


Aerialite Ltd. 3. 

Aerolite Electronics Corp. 1-2-3. 
Audio Development Co. 1. 
Acgematte & Precision Mfg. Co. 


Birnbach Radio Co. Inc. 1 

Carling Electric Inc. 1. 

Cinema Eng. Div. of Aerovox. 1. 

Commercial rn Co. 1-2-3. 

Etelco Ltd. 1. 

General Cement Mfg. Co. 1. 

Herman & Smith Inc. 3. 

The Keyswitch Co. 1. 

Lerco Electronics Inc. 2. 

— Industries Components 
iv. 





Preh Elektrofeinmechanische 
Werke. 2-3. 

Richards Electrocraft Inc. 1. 

Stromberg Carlson Co. 

Switchcraft, Inc. 1. 

Waltham Horological Corp. 1. 

Whiteley Electrical Radio Co. 
Ltd. 


POSTS—Binding 


oe Superior Electric Co. 
td 


Amphenol Canada Ltd. 

Raytheon Canada Ltd. 

Standard Electric Time Co. of 
Canada Ltd. 


Aerolite Electronics Corp. 
Alcon Metal Products, Inc. 
Belling & Lee Ltd. 
Birnbach Radio Co. Inc. 
Commercial Plastics Co. 
Eby Sales Co. 

Elco Corp. 

Firma Tage Schouboe. 
General Cement Mfg. Co. 
Gray Hill, Inc. 

Herman & Smith Inc. 

E. F. Johnson Co. 

J. Johnson Co. 

Litton Industries Inc. 
Malco Tool & Mfg. Co. 
National Co. Inc. 
Superior Electric Co. 
Waldom Electronics Inc. 


POTENTIOMETERS 


1. Absolute 6. Precision 
Pressure Carbon 
2. Differential Film 
ssure 7. Precision 
3. Induction Wire 
4. Initial Con- Wound 
tion 8. Rectilinear 
5. Precision 


Allen-Bradley Canada Ltd. 6. 
Barber-Colman of Canada Ltd. 
Douglas Randall Canada Ltd. 6. 
Helipot Corp. 3-5-7-8. 
Honeywell Controls Ltd. 3-7. 
The Plessey Co. of Canada Ltd. 


Taylor Instrument Cos. of 
Canada Ltd. 
Thermovolt Instruments Ltd. 


1-2-3. 


Analogue Controls Inc. 7. 
Bournes Lab Inc. 1-2-7. 

S. G. Brown Ltd. 7. 
Cambridge Instrument Co. Ltd. 


Centralab Div., 


Chadwick Helmuth Co. 7. 
Circuit Instruments Inc. 1-6-7. 
Clarostat Mfg. Co., Inc. 7. 
Colvern Ltd. 7. 

Dale Prod. Inc. 6-7. 

Daystrom Pacific. 7. 

Decker Engineering Cor. 2. 
DeJur-Amsco Corp. 7-8. 

Egen Electric Ltd. 6-7. 

Electro Measurements Inc. 5-7. 
Electronic Associates Inc. 7. 
Fairchild Controls Corp. 1-2-7-8. 
Ferranti Ltd. 7. 

P. X. Fox Ltd. 7-8. 

The Gamewell Co. 7. 

General Radio Co. 7. 

J. a Thompson Ltd. 


Lesa Construzzioni Ellettro- 
meccaniche. 

Litton Industries, Components 

iv. 7. 

P. R. Mallory & Co. Inc. 7. 

Maurey Instrument Corp. 7. 

Muirhead & Co. Ltd. 7. 

Norden-Ketay ee 6-7-8. 

Ohmite Mfg. Co. 

Preh Elektrofeinmechanische 
Werke. 1-2-6. 

Rahm Instruments Div. U. S. 
Gauge. 1-2. 

George Rattray Inc. 7. 

Spectrol Electronics Corp. 7. 

Steatit Magnesia A. G. 6-7. 

Technology Instrument Corp. 


Telectro Industries Corp. 1-2. 
« Waters Mfg. Inc. 7. 
Wirt Co. 1. 


POTS—Soldering 


® Canadian General Electric Co. 
Ltd. 


Dee Electric Co. 

Drake Electric Works. 
Electric Soldering Iron Co. 
Firma S. Samulevitz. 
Kahle Engrg. Co. 
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Globe-Union Inc. 


POWER SUPPLIES 


1. ac 
2. de 
3. High Volt- 
age 
4. Klystron 
5. Magnetic 
aame Fran Corp. Ltd. 
1-2- 
Aircraft-Marine Prods. of Can- 
ada Ltd. 1-2-3. 
Associated Electronic Compon- 
ents. 10. 
Automatic Electric (Canada) 
Ltd. 2-7-8-10. 
Aviation Electric Ltd. 8. 
Canadian Electronics Co. 
2-3-4-6-7-8-9-10. 
Canadian General Electric Co. 
Ltd. 1-2- 
Canadian Line Materials Ltd. 
2-7-8-9-10. 
Canadian Research Institute. 
1-2-3-7-8-9-10. 
Canadian Westinghouse Co, Ltd. 
3-4-6-7-8-9-10. 
Collins Radio Co. of Canada 
Ltd. 1-2-3-4-5-6-7-8-9-10. 
Frank R. Cook Co. 2 
Cossor Instruments Ltd. 8. 
Dawe Instruments Ltd. 4. 
Dominion Electrohome Indus- 
tries Ltd. Tech. Prod. Div. 2. 
Electronic Associates Ltd. 
2-3-7-10. 
Electronic Materiels Int'l. Ltd. 
1-2-7-8-9-10. 
Engineered Sound Systems Ltd. 


Ferranti Electric Ltd. 2-7-8-9-10. 

Isotope Devel. Ltd. 3-10. 

Lenkurt Electric Co. of Canada 
Ltd. 1-2-3-6-7-8-10. 

McCurdy Radio Industries Ltd. 
2-3-7-8-9-10. 

Measurement Engrg. Ltd. 7. 

R. H. Nichols Ltd. 2-7. 

Northern Radio Mfg. Co. Ltd. 
“7 

Osborne Electric Co. Ltd. 2-3. 

The Plessey Co. of Canada Ltd. 
2-7-10 

Powertronic Equipment Ltd. 
2-6-7-8-9-10. 

Pylon Electronic Development 
Co. Ltd. 1-2. 

Raytheon Canada Ltd. 1-2-3-10. 

Research Industries Ltd. 


8 
Servomechiz .nisms (Canada) Lid. 


1- 

Sola Electric (Canada) Ltd. 

Spilsbury & Tindall Ltd. 1-2-8. 

Standard Etectric Time Co. of 
Canada Ltd. 9. 

Standard Telephones & Cables 
Mfg. Co. 2-7. 

T.M.C. (Canada) Ltd. 2. 

F. V. Topping Electronics. 
1-2-8-9-10. 

Trans Electronics, Inc. 

3-7-8-9-10. 

Varian Associates of Canada 

Ltd. 4 


Airmec Ltd. 4. 

Airpax Products. 1-5. 

All Power Transformers Ltd. 
3-4-7-8-9-10. 

Alto Scientific Co. Inc. 8. 

American Electronic Labs, Inc. 
1-2-7-8. 

Arnold Magnetics Corp. 

2-3-5-7-8-9-1 


Arnoux Corp. 1-3-5- 7-8-10. 

Associated Research, Inc. 
Export Dept. 1-2-3. 

Automatic Mis. Div. of General 
Instrument Corp. 

Baird-Atomic, Inc. 3. 

Behlman Engrg. Co. 1-7-9-10. 

Berkeley Division, Berkman 
Instruments Inc. 2-10. 

Beto Electric Corp. 3. 

BJ Electronics. 3. 

Burroughs Corp. 2-10. 

California Computer Products. 
7-8-10 

Christie jBlectric Corp. 
2-5-7-9-1 

Ciao Measurements 


Lab. 9. 
Control Electronics Co. Inc. 


Control Panel Corp. 1-2-7-8-9-10. 
Cornell-Dubilier Electric Corp. 


-2. 
The S. H. Couch Co. Inc. 2. 
Cubic Corp. 4. 
Del Electronics Corp. 1-3. 
Dressen-Barnes Corp. 
1-2-3-4-5-7-8-9-10. 
The — Construction Co. 
Electric Specialty Co. 1-2. 
Electro Engrg. Works. 
2-3-4-5-6-7-9-10. 


Electro Prods Labs Inc. 1-2-10. 

Electronic Associates Inc. 2-7-8. 

Electronic Instruments Ltd. 3. 

Electronic Research Assoc. Ltd. 
1-2-8-9-10. 

Electronic Tube Corp. 1-3-7. 

Electronic Measurements Co. 
Inc. 1-7-8-9-10. 

Empire Devices Prod. Corp. 
1-2-3-7-9-10. 

Endevco, Corp. 7-10. 

Entron, Inc. 10. 

F-H Machine Works, Inc. 4-6. 

Fansteel Metallurgical Corp. 
-10. 

Film Capacitors Inc. 
2-4-7-8-9-10. 

Filtron Co., Inc. 1-3. 

John Fluke Mfg. Co. Ltd. 
2-3-4-7-8-9-10. 

General Magnetics Inc. 5-7-10. 

General Radio Co. 1-2-9. 

Gow-Mac Instrument Co. 10. 

Greenleaf Mfg. Co. 1-2. 

Gulton Industries Inc. 5-8-10, 

Hermetic Seal Transformer Co. 


245. 

Hewlett-Packard Co. 
2-3-4-6-7-8-9-10. 

Inet Div. Leach Corp. 2-7-10. 

Kepco Labs., Inc. 
1-2-3-4-5-6-7-8-9-10. 

Kin-Tel. 2-7-9-10. 

Krohn-Hite Export Corp. 2-7. 

J. Langham Thompson Ltd. 
7-8-9-10. 

Leach Corp. 1-2-3-5-7-8-9-10. 

Levinthal Electronic Prods. Inc. 

-9-10. 

Manson Laboratories, Inc. 
1-2-3-4-6-7-9-10. 

Millivac Instruments. 1-7-10. 

Murphy Radio Ltd. 1-2-7. 

NJE Corp. 1-2-3-5-7-8-9-10. 

R. W. Neill Co., Inc. 2. 

Neutronic Associates. 
1-2-3-7-9-10. 

Newton Bros. (Derby) Ltd. 
1-3-7-10. 

Northeast Scientific Corp. 
2-3-7-9-10. 

Nugent Electronics Co. 8. 

Nutron Mfg. Co. Inc. 2-9. 

Opad Electric Co. 
1-2-3-4-5-6-7-8-9-10. 

Oregon Electronic Mfg. Co. 
1-2-5-7-8-9-10. 

Owen Labs, Inc. 1-2-7-8-9-10. 

Perkin Engrg. Corp. 2-5-7-8-9-10. 

Peschel Electronics Inc. 
1-2-3-4-6-7-9-10. 

Phillips Control Corp. 
2-3-7-8-9-10. 

Plastic Capacitors Inc. 
1-2-3-9- 

Polarad Electronics Corp. 4-6-10. 

Polytronics Co. 10. 

Pyroferric Co., Inc. 8. 

Radio Frequency Lab Inc. 
1-7-9-10. 

Rheem Mfg. Co. 1-2-3-7-8-10. 

S. A. Rochar Electronique. 2-7-8. 

W. H. Sanders (Electronics) 
Ltd. 4. 

Savage & Parsons Ltd. 1-2. 

Schauer Mfg. Corp. 2-7-10. 

Serv — A wee Ltd. 
1-2-7-8-9-10. 

Siemens Edison Swan Ltd. 
7-9-10. 

Slaughter Co. 2-3-9. 

The Solartron Electronic Group 
Ltd, 1-2-7-9-10. 

Solus Electronic Tubes Ltd. 3. 

Sorensen & Co. Inc. 1-2-7-8-9-10. 

Southwestern Industrial Elec- 
tronics Co. 

Special Products Div. Servo- 
mechanisms, Inc. 5-7-8. 

The Superior Electric Co. 10. 


Technology Instrument Corp. 1-5. 


Tel Instrument Electronic Corp. 
1 


Telechrome Mfg. Corp. 1-2-7-10. 

Telectro Industries Corp. 1-2-8. 

Telephone Mfg. Co. Ltd. 2-7-10. 

Telerad Mfg. Corp. 4-6-8. 

Transistor Devices, Inc. 2-7-8-10. 

Trans Electronics, Inc. 
1-2-3-7-8-9-10. 

Transval Engineering Corp. 
1-3-8-9-10. 

Ultradyne Inc. 1-2-3-7-8-9-10. 

Universal Transistor Prods. 
a 1-2-3-4-5-7-8-9-10. 

Varo Mfg. Co. 1-2-8. 

Vectrol Engrg. Inc. 2-7-9-10. 

Vibration Research Labs Inc. 8. 

Walker Rectifier Co. 2-10. 

Wappler, Inc. 2. 

Waveline Inc. 6. 


PRE-AMPLIFIERS for 
COMMUNICATION 
RECEIVERS 


® Canadian General Electric Co. 
Ltd. 
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Cossor (Canada) Ltd. 

Electronic Materiels Int'l. Ltd. 

Electronic Research & Develop- 
ment Co. Ltd. 

Ericsson Telephone Sales of 
Canada Ltd. 

Ferranti Electric Ltd. 

Northérn Radio Mfg. Co. Ltd. 

The Plessey Co. of Canada Ltd. 

"7 Electronic Development 

0. a 

Raytheon Canada Ltd. 

T.M.C. (Canada) Ltd. 

Applied Research Inc. 

A. R. & T. Electronics Inc. 

Nems Clarke, Inc. 

Redifon England Ltd. 

Radio Corp. of America. 

Telefunken GmbH. 

Universal Transistor Prods. 


Corp. 
Whiteley Electrical Radio Co. 
Ltd. 


PRE-AMPLIFIERS for 
OSCILLOSCOPES 
«. — Radio Co. of Canada 


Cossor (Canada) Ltd. 
Electronic Enterprises. 
Jerrold Electronics (Canada) 


Ltd. 
— Electronics Industries 
Ltd. 


Allied Research Inc. 
British-Physical Labs. 
—_ B. Du Mont Laboratories, 
nc. 

Electronic Tube Corp. 
Hewlett-Packard Co. 
Kay Electric Co. 
Millivac Instruments. 
Nems Clarke Co. 
Radio Corp. of America. 
Southern Instruments Ltd. 
Sylvania Electric Corp. 

@ Tektronix Inc. 
Watermar. Products Co. Inc. 


PRE-AMPLIFIERS— 
Phonograph 


Canadian General Electric Co. 
Ltd. 


Engineered Sound Systems Ltd. 

F. V. Topping Electronics Ltd. 

RCA Victur Company Ltd. 

David Bogen Co. Inc. 

Electronic Instrument Co. Inc. 

Electro Voice Inc. 

Heath Co. 

H. J. Leak and Company Ltd. 

Lustraphone Ltd 

Mark Simpson Mfg. Co. Ltd. 

Pilot Radio Corp. 

Precision Electronics, Inc. 

Rhein Sound Systems. 

Stromberg Carlson Inc. 

The Trix Electrical Co. Ltd. 

a Electrical Radio Co. 
td. 


PRE-SELECTORS 
Ericsson Telephone Sales of 
Canada Ltd. 
Frequency Standards Ltd. 


PRESSURIZATION UNITS 


Eastern Industries, Inc. 
Great Lakes Mfg. Corp. 


PRINTERS 
1. High Speed 
2. Keyboard 

# International Business Machines 

Co. Lt 


3. Line 


Berkeley Division Beckman In- 
struments Inc. 1-3. 

Electro Instruments Inc. 1. 

Electronic Associates Inc. 1. 

Dr. Ing. Rudolf Hell. 1. 

Hewlett Packard Co. 3-1. 

Non-Linear Systems. 2. 

Potter Instrument Co. 1. 

Radiation, Inc. 1. 


PROBES 


1. High Fre- 
quency 

2. High Volt- 
age 


3. Microwave 
4. Other 


® Bach Simpson Ltd. 1-2. 
Electronics Corp. of America 
(Canada) Ltd. 4. 
® Sinclair Radio Labs Ltd. 1-2-3-4, 
7 ~- Electronic Instruments 
t 


Airtron, Inc. 3. 
Arnoux Corp. 4. 
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BJ. Electronics. 4. 
Diamond Antenna Microwave 


en 3. 
Allen B. Du Mont Labs., Inc. 1. 
F-R Machine Works, Inc. 3. 
Hewlett-Packard Co. 1-2-3. 
Hickok Electrical Instrument 


Co. 2. 
International Resistance Co. 4. 
Kay Electric Co. 1-3-4, 
Kingston Electronics Corp. 4. 
Measurements, a McGraw- 
Edison Div. 1. 
Phaostron + * & Elec- 
tronic Co. 1-2. 
Polarad Electronics Corp. 3. 
Radio Corp. of erica. 3. 
Sensitive Research Instrument 


‘orp. 2. 
Slaughter Co. 1. 
® Tektronix, Inc. 1. 
Telerad Mfg. Corp. 3. 
Waterman Products Co. Inc. 


1-4. 
« Welwyn Electrical Labs Ltd. 2. 


PUBLIC ADDRESS 
SYSTEMS 


Audio Vox Intercom., Inc. 
Automatic Telephone & Sound 
Services Ltd. 
Dominion Electrohome Indus- 
tries Ltd. Tech. Prod. Div. 
Electronic Enterprises. 
Electronic Research & Develop- 
ment Co. Ltd. 
Engineered Sound Systems Ltd. 
Ericsson Telephone Sales of 
Canada Ltd. 
Industrial & Institutional Com- 
munications Ltd. 
McCurdy Radio Industries Ltd. 
Measurements Engrg. Ltd. 
Peffer Sound Systems Ltd. 
Radio Communications Equip- 
ment & Engrg. 
F. V. Topping lectronics Ltd. 
Atlas Sound Corp. 
David Bogen Co. Inc. 
Budelman Electronics Corp. 
Lake Manufacturing Co., Inc. 
H. J. Leak & Co. Ltd. 
Lowell Mfg. Co. 
Mark Simpson Mfg. Co. Inc. 
National Theatre Supply Co. 
Telectro Industries Corp. 
The Trix Electrical Co. Ltd. 
as > ed Electrical Radio Co. 
td. 


R 


RACKS—Mounting & Relay 


Bishop Sons & Co. Ltd. 
om General Electric Co. 
t 


Canadian Research Institute. 
Collins Radio Co. of Canada 


Ltd. 
Sleamond Mfg. Co. Ltd. 
Humble Mfg. Co. Ltd 
Lenkurt Electric Co. of Canada 


Measurement Engrg. Ltd. 
Northern Radio Mfg. Co. Ltd. 
Renfrew Electric Ltd. 
Research Industries Ltd. 
Spilsbury & Tindall Ltd. 
T.M.C. (Canada) Ltd. 


Bud Radio Inc. 

Craig Systems Inc. 
Falstrom Co. 

Alfred Imhof Ltd. 

The Keyswitch Co. 

Lord Mfg. Co. 

Premier Metal Products Co. 
Robinson Aviation, Inc. 
Savage & Parsons Ltd. 
Alois Zettler, GmbH. 


RADAR SYSTEMS 


Canadian Applied Research Ltd. 


= Canadian General Electric Co. 


# Canadian Westinghouse Co. Ltd. 


Decca Radar (Canada) Ltd. 

Philco Corp. of Canada Ltd. 

Radio Communications Equip- 
ment & Engrg. Ltd. 

Raytheon Canada Ltd. 

Sperry Gyroscope Co. 

Spilsbury & Tindall Ltd. 

RCA Victor Co. Ltd. 


Airtron Inc. 

Bendix Aviation Corp. 

cya Engineering Associates 
ne. 

Ferranti Ltd. 

Gilfillan Bros. Inc. 

General Instrument Corp. 

Gruen Industries Inc. 

Levinthal ~ 4m Prods. Inc. 

Murphy Radio Ltd. 

Telerad Mfg. Corp. 


RADIOSONDES 


= George Kelk Ltd. 
« F. V. Topping Electronics Ltd. 


A. S. Brown Ltd. 
Bendix Aviation Corp. 
F. W. Sickles Div. of General 
Instrument Corp. 
bas td Electrical Radio Co. 
td. 


RADOMES 


Andrew Antenna Corp. 
Diamond Antenna Microwave 


Corp. 
Hathaway Kraemer Ltd. 
Induction Motors Co 
McMillan Industrial 
Telerad Mfg. Corp. 


RATIOMETERS 


® Canadian Research Institut-. 
# George Kelk Ltd 
® Tinsley Instruments. 


Cambridge Instrument Co. Ltd. 

Cubic Corp. 

Electro Instruments Inc. 

Ernest Turner Electrical Instru- 
ments Ltd. 

F-R Machine Works, Inc. 

Hewlett-Packard, Inc. 

Sensitive Research Instrument 


Corp. 
be Electrical Instruments 
td. 


REACTORS—Saturable 
Sperry Gyroscope Co. 


Arnold Magnetics Corp. 
Carad Corp. 
Control, A Div. of Magnetics, 


nc. 

Elliott Bros. Ltd. 

Hermetic Seal Transformer Co. 

Industrial Transformer Corp. 

Servomechanisms Inc., Special 
Prods. Div. 

Sorensen & Co., Inc. 


RECEIVERS 


1. Aircraft 11. 
2. am Fixed 2 


juency 
3. am/fm 13. 
‘ommuni- > 

1 


cation 
Automatic 16. 
Radio 
Alarm 17. Radio 
. Automobile 


18. 
. Single Side 
Band 


20. Transitor 
Operated 
21. ubf 
22. vhf 
23. vhf Omni 
10. fm Range 
Airtron Canada Ltd. 14, 
Automatic Radio Co. §. 
Aviation Electric Ltd. 2-13-17. 
® Canadian General Electric Co. 
Ltd. 1-2-8-9-12-15-19-20-21. 
. Conetee Marconi Co. 


® Canadian Westinghouse Co. Ltd. 


Electronics Div. 1-2-3-5-7-8-9- 
11-13-14-16-17- ‘ue 
® Collins Radio Co. of C 
Ltd. 1-2-3-7-8-9-10-11- ae 1s-17- 
19-20-21-22-23. 
Electrical Prods. Mfg. Co. 20. 
Electronic Materiels Int'l. Ltd. 
1-2-3-9-10-12-17-20-21-22. 
Electronic Research & Develop- 
ment Co. Ltd. 2-7-8-9-13. 
Ericsson Telephone Sales of 


Canada Ltd. 2-3-5-7-9-10-13-16. 


Ferranti Electric Ltd. 2. 

Hallicrafters-Canada Ltd. 3-7. 

Lenkurt Electric Co. of Canada 
Ltd. 8-9-11-14. 

Measurement Engrg. Ltd. 20. 

Northern Radio Mfg. Co. Ltd. 


8-11 
Pho Corp. of Canada Lid. 


The Plessey Co. of Canada Ltd. 
2-3-5-7-8-9-16-21-22. 

Raytheon Canada Ltd. 
2-3-7-13-17-2' 


Regency Electronics Ltd. 
2-4-7-10-16- 


RCA Victor Co. Ltd. 3-5-8-14-20, 


Sperry Gyroscope Co. 12-14, 
Spilsbury & Tindall Ltd. 
2-3-9-10-13-16-20-22. 
« T.M.C. (Canada) Ltd. 
2-3-7-8-9-13-19. 
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« F. V. Topping Electronics Ltd. 
2-7-13-16-20. 


Airborne Instruments Labora- 
tory, Inc. 14. 

Airtron Inc. 14, 

American errr Labs., Inc. 
1-2-3-7-9-14-20-21-22. 

Applied ecm Inc. 19-21-22. 

Rex Bassett, Inc. 7-9. 

Bendix Aviation “Corp. 1-2-3-7-9- 
10-11-16-17-18-21-22-23. 

British Communication Corp. 
2-3-7-9-13. 

Budelman Electronics Corp. 
11-14-21-22. 

Control Electronics Co. Inc. 17. 

Craig Systems, Inc. 

Crosby Labs., Inc. sti-19. 

Allen B. Du Mont Laboratories, 
Inc. Int. 
3-9-10-11- 14-16-18-21- 22. 

Electro Voice Inc. 22. 

Ferranti Ltd. 14. 

Fisher Research Lab., Inc. 


General Electric Co. of England. 


General Instrument Corp. 1. 
Granco Products, Inc. 10. 
Gruen cr Inc. 

2-7-8-9- 
The ‘aa Mfg. Co., Inc. 


7. 
Industrial Radio Corp. 17. 
Kaar Engrg. Corp. 
4-13-17-21-22. 
Link-Gonset, Young Spring & 
Wire Corp. 10-16. 
Microwave Assoc., Inc. 14. 
Moore Associates, Inc. 4-20. 
Morrow Radio Mfg. Co. 7-17. 
Murphy Radio Ltd. 
3-3-5 9-10-13-21- 22. 
National Co., Inc 
2-7-9-13-17- “18-20-22. 
Nems Clarke, Inc. 
1-2-3-7-8-9-10-20-2 1-22-23. 
— Corp., Gov. of Ind. Div. 
1 


Pilot Radio Corp. 10. 

Polarad Electronics Corp. 14. 

Prodelin, Inc. 14. 

Racal Engrg. Ltd. 
2-7-8-9-13-15-19. 

Radio Corp. of America. 
1-2-13-16-17-19-20. 

Radio Specialty Mfg. Co. 16. 

Railway Communications Inc. 


18. 

W. H. > (Electronics) 

Ltd 

Servo. Corp. of America. 17-22. 

James S. Spivey, Inc. 1-2-3-17. 

Stratton & Co. Ltd. 
3-7-10-13-21-22. 

Telerad Mfg. Corp. 14. 

J. oy Thompson Ltd. 

4-21-2 


The Trix Electrical Co. Ltd. 2. 

Varo Mfg. Co. 22. 

bes rg A Electrical Radio Co. 
Ltd 


RECEIVERS, HOME 
1. . fm/tv Con- 
2 sole 
3 
4. 

5. 
6. 

. fm Table 
8. tv Console 
9. tv Portable 
10. tv Table 
11. Clock Radios 

—_ Con- 


so 
13. am/fm Port- 
able 


14. am/fm 
Table graph 
15. am/phono Combina- 
Console tions 
16. 25. Built-in 
Wall 
17. Type 
Table 
Amplivox (Canada) Ltd. 
Automatic Radio Co. sii. 
Canadian Admiral Corp. Ltd. 
2-3-8-9-10-11-15-19 
s Canadian General Electric Co. 
Ltd. 1-2-3-4-5-6-7-8-9-10-11-12- 
Tle 


Table 
am/fm/tv/ 
phono 


Console 
Recorder & 
Phono- 


® Canadian Marconi Co. 
1-3-8-9-10-11-15-16-23. 
Electrical Prods. Mfg. Co. 
1-2-3-8-9-10-11- 15-16-17. 
Electronic Enterprises Ltd. 3-16, 
Ericsson Telephone Sales of 
Canada Ltd. 1-2-3-5-6-7-11-24, 
® Hackbusch Electronics Ltd. 
19. 
Hallicrafters-Canada 
1-2-3-4-8-9-10-11-15- Nei7-19. 


Monarch Radio Mfg., Co. 3. 
Philco Corp. of Canada Lid 
5-6-7-8-9-10-11-12-13-14- 
15-16-17- 18-19-20-21-22-23-24. 
= Pt aaa Co. of Canada Ltd. 


Regency Electronics Ltd. 2-4. 
RCA Victor Co. Ltd. 1-2-3-4-8-9- 
10-11-12-15-16-17-24-25. 
Sylvania Electric (Canada) Ltd. 
2-3-8-9-10-11-12-19. 
Ampex Corp. 24, 
Blonder-Tongue Lab., Inc. 14, 
DuKane Corp. 19. 
Granco Products, Inc. 
$-6-7-12-13-14-19-20-21. 
Grundi May + GmbH. 
1-3-15-17-24, 
Harmon-Kardon, Inc. 14-25. 
Heath Co. 3-4, 
Loewe-Opta. 1-3-15-17-24, 
Luxor Radio A.B. 
1-2-3-5-7-8-15-19. 
Mark Simpson Mfg. Co. Inc. 
14-25 


J. W. Miller Co. 2. 

Murphy Radio Ltd. 1-2-3-5-6-7- 
8-9-10-12-13-14-15-16-17-19. 

National Co. Inc. 2-3. 

Pilot Radio Corp. 6-13-19-20-24. 

Shelbern Industries (Canada) 
Ltd. 1-3-4-11-15-16-19. 

Stromberg Carlson Co. 15-19. 

Superex Electronics Corp. 2-14, 

Talk-A-Phone Co. 25. 

The Trix Electrical Co. Ltd. 
3-7-14. 

Whiteley Electrical Radio Co. 
Ltd. 5. 


RECORDERS 


17. I 
18. } 


19. 
20. p 
21. 


meters 
22. Power Level 
® Automatic Electric (Canada) 
Ltd. 32-33. 

Bailey Meter Co. Ltd. 8-9-11-13- 
18-19-20-23-25-26-32-34. 

Barber-Colman of Canada Ltd. 
17-25-26-30-34. 

Beckman Instruments, Inc., 
Instruments Div. 1. 

The Bristol Co. of Canada Ltd. 
8-9-10-11-13-15-17-18-20-21-23- 
25-26-30-32-34-35-38-39. 

= Applied Research Ltd. 


Canadian Curtiss-Wright Ltd. 
7-13-14-18-19. 

Canadian General Electric Co. 
Ltd, 31-32. 

Canadian Research Institute. 20, 

Canadian Sonic Co. 2. 

Conway Electronic Enterprises 
Reg’d. 2-3-4-5-6-9-12-13-20-21- 
32-33. 

Dawe Instruments Ltd. 27. 

Dominion Electrohome Indus- 
tries Ltd. Industrial Prod. Div. 
2-7-8-9-11-13-14-22-23-26-30-34- 


Electrical Prods. Mfg. Co. 31. 

Electronics Corp. of America 
(Canada) Ltd. 26. 

Electronic Associates Ltd. 


Electronic Enterprises Ltd. 31. 

Ericsson Telephone Sales of 
Canada Ltd. 4-5-35. 

Ferranti Electric Ltd. 31. 

The Foxboro Co. Ltd. 
9-11-15-18-20-23-29-30-32-34. 





@ International Business Machines 

Co. Ltd. 1-31. 

@ George Kelk Ltd. 30-34. 

Measurement Engrg. Ltd. 
7-11-13-14-18-23-26-34-35-39. 

Milltronics Ltd. 39. 

National Fibre Co. of Canada 
Ltd. 31. 

Philips Electronics Industries 
Ltd. 8-11-16-17-18-20-21-23-25- 


30-34-39. 
The Plessey Co. of Canada Ltd. 
24. 


Polytronics Co. 26. 

Research Instrumentation Ltd. 1. 

Sharpe Instruments Ltd. 20. 

Taylor Instrument Cos. of 
Canada Ltd. 20. 

Thermo Electric (Canada) Ltd. 


3s. 
Thermovolt Instruments Ltd. 
8-9-11-13-17-18-21-34-38. 
Tinsley Instruments. 21-30. 
Varian Associates of Canada 
Ltd. 17-21. 


Allegany Instrument Co., Inc. 
30- 


37. 
Ampex Corp. 31-32-38a. 
Antilab, Inc. 22. 
Arnoux Corp. 23-24. 
Audio Instrument Co., Inc. 31. 
Audio Devices, Inc. 31. 
Automatic Tuning & Controls, 
Inc. 35-39 
Avien, Inc. 13-34. 
Barnes Development Co. 12. 
Beckman Berkeley Div. 15. 
Bernd-Bach, Inc. 2 
BJ Electronics. 4-23. 
British Ferrograph Recorder. 31. 
= British Rototherm Co. Ltd. 
8. 


Brooks Rotameter Co. 9 

A/S Bruel & Kjaer. 
17-21-22-27-30 

Brush Instruments Div. of 
Clevite Corp. 

California Computer Prods. 15. 
Cambridge Instrument Co. Ltd. 
1-8-15-17-19-20-21-23-34-38. 

Camille Bauer Ltd. 17. 

Century Electronics & Instru- 
ments, Inc. 32. 

Collaro Ltd. 31. 

Dawe Instruments Ltd. 10. 

Daytronic Corp. 39. 

Dynamic Instrument Co., Inc. 


23. 

EMC Recordings. 31. 

Edin Company, Inc. 
1-23-30-34-36-37-39. 

Edwards High Vacuum Ltd. 38. 

Electro Data Division Burroughs 
Corp. 4-31. 

Electronic Instruments Ltd. 20. 

Electronic Associates, Inc. 
17-25-30-32-37. 

Elliott Bros. Ltd. 13-14-15. 

Esterline-Angus Co., Inc. 
2-10-17-23-35-38. 

Evershed & Vignoles. 1-2-3-9-10- 
13-15-17-19-22-23-29-32-34-38-39 

Farnel Instruments Ltd. 30. 

Fisher Research Lab., Inc. 
13-18-21-27. 

The Foxboro Co. 
9-11-15-18-20-23-29-30-32-34-7- 
8-13-14-17-21-22-25-35-36-38-39. 

General Radio Co. 27. 

Gulton Industries, Inc. 30-31-32. 

Gorrell & Gorrell. 35. 

Grundig My Lewy 31. 

Hartmann & B 
17-19-20-21-25-32- 38: 5. 

a Div. General Time Corp. 


Hewlett-Packard Co. 10. 

Hughes Prods., Hughes Aircraft 
Co, 1-5-10. 

Industrial Instrument, Inc. 8-25. 

Isotope Devel. Ltd. 13-14-29. 

Int. Telemeter Corp. 32. 

Kay Electric Co. 10-27. 

J. Langham Thompson Ltd. 
1-9-23-30-34-39, 

Librascope, Inc. 4-25. 

Magnasync Mfg. Co. 28. 

Medical Electronics Develop- 
ment Co. 1-13. 

Millivac Instruments. 10-16-17-37. 

. Moseley Ce 21-25-34, 

Muirhead & Co. Ltd. 5. 

Murphy Radio Ltd. 31. 

Non-Linear Systems, Inc. 
17-21-25. 

Norden-Ketay Corp. 21. 

Northam Electronics, Inc. 31. 

N.R.C. Equipment Corp. 38. 

Nuclear Corp. of America, Inc. 
7-13-14-29 

Owen Labs, Inc. 30. 

Patterson, Moos Div. of Uni- 
versal Winding Co., Inc. 26-35. 

The Pentron Corp. 31. 

Photron Instrument Co. 
23-. 36. 

Potter Instrument Co., Inc. 
4-10-15-31-32-35-36. 


, 


Presto Recording Cosp. 3-31. 

W. G. Pye Co. Ltd. 1 

Radiation, Inc. 32. 

Radiometer. 2-27. 

Reeves Equipment Corp. 6-28. 

Revere Corp. of America 
9-13-30-39. 

Robertshaw-Fulton Controls Co. 
Instrument Div. 2-13. 

S. A. Rochar Electronique. 
9-10-21-25-35, 

Dr. Ing. Rudolph Hell. 5. 

Sanborn Co 

1-6-9-10-16-17- soem, oF. 

Sarkes Tarzian, Inc. 6. 

Savage & Parsons Ltd. 30. 

Serdex, Inc. 11-34. 

Service Recorder Co. 15-35. 

Schomand! K.G. 10. 

Mark Simpson Mfg. Co., 

Soundscriber Corp. 3-31-33. 

Southern Instruments Ltd. 
1-23-30-32-33-37. 

Southwestern Industrial Elec- 
tronics Co. 

Steatit-Magnesia A.G. 21. 

Subsystems Div. Servomechan- 
isms, Inc. 21-23. 

Tandberg Recorders. 31-33. 

Taylor Electrical Instruments 
Ltd. 10-11-16-17. 

Telectro Industries Corp. 


23-31-34. 
Telefonaktiebolaget L. M. 

Ericsson. 31-33. 
Teletrosonic Corp. 31. 
Television Utilities Corp. 6. 


Texas Instruments, Incorporated. 


13. 

Tinius Olsen Testing Machine 
Co, 3. 

Trumeter Co. Ltd. 15. 

United States Gauge. 38. 

Veeco Vacuum. 

Victoreen instrument Co. 16. 

Wappler, Inc. 1-30. 

Waugh Engrg. Co. 9-10. 

Webcor, Inc. 31. 

West Instrument Corp. 21-34. 

Weston Instruments Div., 
Daystrom, inc. 
15-17-20-21-23-25-34-38. 

Westronics, Inc, 8-9-11-12-13-14- 
15-16-17-18-19-20-21-22-23-25- 
26-27-29-30-34-35-36-37-38-39. 

Winston Electronics, Ltd. 1-31. 


RECTIFIERS 
(See also, Diodes, Power 
Supplies and Tubes) 
1. Copper 3. Germanium 
xide 4. Selenium 
2. Copper Sul- 5. Silicon 
phide 
Bepco Canada Ltd. 4. 
The Canadian Fairbanks-Morse 
Co. Ltd. 4 
Canadian General Electric Co. 
td. 1-3-4-5. 
Canadian Line Materials Ltd. 
5 . 


4-5. 
Canadian Westinghouse Co. Ltd. 


Dominion Electrohome Indus- 
tries Ltd. Tech. Prods. Div. 4. 
English Electric Co. of Canada, 


Ericsson Telephone Sales of 
Canada Ltd. 1-4, 

Int. Resistance Co. Ltd. 4. 

Pomenssonic Equipment Ltd. 


Raytheon (Canada) Ltd. 3-5, 

Rogers Electronic Tubes & 
Components Div. of Philips 
Electronics Ind. Ltd. 3-4-6. 

ae rg Telepiione & Cables 

Syntron (C anada) Ltd. 4. 

Taylor-Leslie Mining & Engrg. 
Corp., Ltd. 5. 

Telecom Ltd. 4. 

F. V. Topping Electronics Ltd. 
3-4-5. 

Audio Devices, Inc. 5. 

Automatic Mfg. Div. of General 
Instrument Corp. 5. 

Bendix Aviation Corp. 

Christie Electric Corp. 4-5. 

Conant Labs. 1-4, 

Dansk Ventil Industri. 1-4. 

tip Bats Construction Co. 


Electronic Devices. 4. 
— Metallurgical Corp. 


Ferranti Ltd. 5. 

General ny (Lamp Wire & 
Phosphors). 4. 

General Transistor Corp. 3-5. 

Hoffman Electronics Corp. 5. 

Hughes Prods., Hughes Aircraft 
Co. 5. 

Int. Rectifier Corp. 3-4-5. 


Kemtron Electron Products, Inc. 
3-4-5. 


Inc. 31. 


P. R. Mallory & Co., Inc. 2. 
Microwave Assoc., Inc. 
Motorola, Inc. Semi Conductor 


. Co. 
Opad Electric Co. 1-2-. oes. . 
Pacific Semiconductors, Inc. § 
Pyramid Electric Co. 4. 
Radio Receptor Co., Inc. 3. 
Rectifier Div., Sarkes Tarzian, 

Inc. 4-5, 

Schauer Mfg. Corp. 1-4, 
Sylvania Electric Prods., 
Syntron Co, 5. 


Inc. 4, 


Texas Instruments, Incorporated. 
5. 


Transitron Electronic Corp. 4-5. 
Thermosen, Inc. 5. 
S. Dynamics, Inc. 5. 
Universal Transistor Products 
Corp. 3-5. 
Vickers Inc., 
Div. 4. 
Westinghouse Electric Corp. 
Semi Conductor Div. 5. 
Westinghouse Brake & Signal 
Co. Ltd. 1-4, 


REELS—tTape Recording & 
Telemetering 
Cossor (Canada) Ltd. 
Minnesota Mining & Mfg. of 
+ Ltd., Electrical Prods. 
iv. 
International Business Machines 
Co. Ltd. 


Electric Products 


Ampex Corp. 

Audio Devices. 

Collaro Ltd. 

Orradio Industries, Inc. 
Potter Instrument Co., Inc. 
Presto Recording Corp. 
Reeves Soundcraft Corp. 
Robins Industries Corp. 
Telectro Industries Corp. 
Webcor, Inc. 


REFLECTORS—Passive 


Decca Radar (Canada) Ltd. 
Raytheon Canada Ltd. 
Sinclair Radio Labs. Ltd. 


Frank R. Cook Co. 

Diamond Antenna & Microwave 
Corp. 

— Products Engrg. Co., 


netestion Motors Corp. 
I-T-E Circuit Breaker Co. 


REFRIGERATION UNITS 


Eastern Industries Inc. 


REGISTERS—Shift 


Burroughs Corp. 
Potter Instrument Co., Inc. 
Sprague International Ltd. 


REGULATORS 


1. Current 

2. Frequency 

American Superior Electric Co. 
Ltd. 3 


3. Voltage 


Ad. 3. 
The ei? Fairbanks-Morse 
Co td 
Canadian General Electric Co. 
Ltd. 3. 
Canadian Marconi Co. 3. 


Canadian Research Institute. 1-3. 
Canadian Westinghouse Co. Ltd. 


1-2-3. 
Dawe Instruments Ltd. 3. 
Helipot Corp. 1-2. 
George Kelk Ltd. 3. 
Kitchener Electronics Industries 


Ltd. 3. 

Lenkurt Electric Co. of Canada 
Ltd. 

Philips Electronics Industries 
Ltd. 3. 


Polytronics Co, 3. 

Raytheon Canada Ltd. 3. 
Research Industries Ltd. 3. 
Sola Electric (Canada) Ltd. 3. 
* Topping Electronics Ltd. 


Advance Components Ltd. 3. 

P. Gossen & Co. GmbH. 3. 

Curtiss-Wright Corp. 3-25. 

———_ Measurements Co., 
nec, 3. 

Electronic Regulator Co, 1-3. 

Electronic Specialty Co. 1-2-3. 

Ferranti Ltd. 

General Radio ‘Co. 3. 

Hoffman Electronics Corp. 1-3. 

Kepco Labs., Inc. 3-1. 

Laboratoire Central De Tele- 
communications. ‘ 

Murphy Radio Ltd. 

Newton Bros. (Dabs) Ltd. 1-3. 

NJE Corp. 1-3. 

North Hills Electronic. 1. 


Opad Electric Co. 1-2-3. 
Perkin Engrg. Corp. 3. 
S. A. Rochar Electronique. 3. 
Servomex Controls Ltd. 3. 
Siemens Edison Swan Ltd. 3. 
Sorensen & Co., Inc. 1-2-3. 
Superior Electric Co. 3. 
Tel-Instrument Electronics 
Corp. 
Transistor Devices, Inc. 1-3. 
Transistor Electronic Corp. 3. 
Wuerth Tube-Saver Corp. 1. 
Vectrol Engrg. Inc. 1-2-3. 


RELAYS 


Hermetically sealed relays are in- 
dicated by (h) 
1. Coaxial . Photoelec- 
2. Cross Bar tric 
3. d’Arsonval Polarized 

- Differential Power 

. Frequency 17. Resistance 

Selective Activated 
High Volt- Rotary 

age . Sensitive 
Impulse . Sequence 
Keying & . Stepping 

Break-in 


Submini- 
. Latching ature 

10. Mercury . Telephone 

11. Overload . Temperature 

12. Overvolt- 


Compen- 
Under- 


sated 
. Time Delay 
voltage . Vacuum 
13. Passive Contact 
Microwave Vibrating 


Ps # 


Reed 
Amalgamated Electric Corp. Ltd. 
18-21-23. 
Automatic Electric (Canada) 
Ltd. 
7-9-15-18-19-20-21-23-25-27 (h). 
Automatic Telephone & Sound 
Services Ltd 
2-7-9-19-23-25-27 (h). 
# Canadian General Electric Co. 
Ltd. 1-4-5-6-22-26 (h). 
* Canadian Research Institute. 
3-18-19-20-21-25. 
. a Westinghouse Co. Ltd. 


cones & MacFeeters Ltd. 22h. 
P. _— Canada Ltd. 
«3 (bh 

Collins Radio Co. of Canada 
Ltd. 13. 


Curtiss-Wright. (h) 11-12-24-25. 

J. H. Darcy Ltd. 9-16-23-25-4-6- 
7-8-11-12-19-24-27, 

Electronic Associates Ltd. 14-25. 

Ericsson Telephone Sales of 
Canada Ltd. 2-7-8-15-21-23-25. 

Fisher Scientific Co. Ltd. 19. 

Ward Leonard of Canada Ltd. 
5-9-16-19. 

J. R. Longstaffe Co. Ltd. 1-4-6-9- 
10-11-12-16-18-19-20-21-23-25 
(h). 

Measurement Engrg. Ltd. 
11-12-14-17-19-25. 

Osborne: Electric Co. Ltd 
1-4-6-7-8-9-11-12-16-19-22-23- 
25-27 (h). 

The ed Co. of Canada Ltd. 

1-18, 

Potter & Brumfield (Canada) 
Ltd. 9-16-21-22-23. 

Raytheon Canada Ltd. 13. 

Stegg Electric Ltd. 11-12-23. 

The Adams & Westlake Co. 
10-19-25, 

Aemco, Inc. 1-6-7-8-9-11-12-14- 
16-22-23-25 (h). 

A’G’A Division of Esna. 25 (b). 

Allied Control Co., Inc. 
1-15-16-19-22-23. 

Alto Scientific Co., Inc. 25. 

Amperite Co. 26 (h). 

Atlas Electric Prods. 10. 

Automatic Metal Prod. Corp. 1. 

Automatic Timing & Controls, 
Inc. 

Babcock Relays, Inc. 
8-9-15-16-19-22. 

Baso, Inc. 
4-11-18-19-22-24-25 (h). 

Belling & Lee Ltd. 11-25. 

The Bristol Co. 22 (h). 

C. P. Clare & Co. 
9-10-19-21-22 (h). 

Comar Mfg. Co. 1-7-8-11. 

Control Electronics Co., Inc. 25. 

Couch Ordnance, Inc. 18-22 (h). 

Couch Ordnance, Inc. 18-22. 

Cramer Controls Corp. 25. 

James Cunningham & Son, Inc. 


2. 

Danbury-Knudsen Div. of 
Amphenol Electronics Corp. 
1 (bh). 

Dialtron Corp. 3-5-25. 

Dielectric Prods. Engrg. Co., 
Inc. 1. 

Dominion Mceteme al 
tries Ltd. Tech. Prod. 
9-11-12-1 ws 
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Durakool, Inc. 10-25. 

Ebert Electronics Corp. 9-10-11- 
14-16-17-19-24-25-26 (h). 

Eby Sales Co. 19. 

Eitel-McCullough, Inc. 26. 

Electrical Communications, Inc. 


18. 

Electro Snap Corp. 
We ey tees 
Electrical Specialty Co. 

-3-4-5-6- reste 12-16-18-19- 

20-22-24-25 (h). 

Elgin National Watch Co., 
Electronic Div. 
8-9-11-12-16-19-22-23-25 (h). 

a teed & Poensgen GmbH. 

George Ellison Ltd. 11. 

English Electric Co. of Canada 
Ltd. 4-11-12. 

Etelco Ltd. 7-15-22-23-27. 

Farmer Electric Prods. Co., Inc. 
7-14-19-20-25, 

Ferranti Ltd. 4-11-12. 

Filtors Inc. 9-22 (h). 

L. H. Frost & Co., Inc. 16-23. 

General Electric, Ramp-Wire, 
Phosphorus. 10. 

Guardian Electric Mfg. 

1-8-1 1-16-19-21-22-23-25 (h). 
G-V Controls, Inc. 11-12-25 (h). 
The A. W. Haydon Co. 

8-20-21-25. 

Haydon Div. General Time 
Corp. 25. 

Hi-G, Tac. 22. 

Hillburn Electronic Prods. Co. 
7-8-9-11-16-19-20-21-22-23. 

Hughes Prods., Hughes Aircraft 
Co. 7-11-12-18-19-20-21-22-23- 
27 (h). 

Iron Fireman Mfg. Co. 

19-22-24 (h). 

1/S Jensen Electric. 3. 

— eo & Supply 


Keyswitch Co. 6-7-8-9-10-11-12- 
14-15-16-17-19-20-21-22-23-25-27 

Kurman Electric Co. Div. of 
Norbute Corp. 2-7-8-11-12-14- 
16-17-19-22-23-25. 

J. Langham Thompson Ltd. 19. 

Leach Corp., Leach Relay Div. 
6-8-9-12-16-18-19-22-23-25-2-4- 
5-7-9-11-15-17-20-21-24. 

G. H. Leland, Inc. 6-18-21 (h). 

Londex Ltd. 1-9-10-21-22 (h). 

Magnecraft Electric Co, 1-2-4-6- 
7-8-10-11-16-18-19-20-22-23 (h). 

Marion Electrical Meters. 3-19. 

Metals & Controls Corp. 11-25. 

Muirhead & Co. Ltd. 

Nalder Bros. & Thompson Ltd. 
3-4-12-19-25, 

North Electric Co. 
2-18-21-23 (h). 

Ohmite Mfg. Co. 8-11-15-16-23. 

Penta Labs., Inc. 

Phaostron Instrument & Elec- 
tronics Co. 8-16-19-23. 

Phillips Controls Corp. 
9-11-12-16-19-22-23-25 (h). 

Photo-Crystals, Inc. 10. 

Potter & Brumfield, Inc. 
6-7-8-9-15-16-19-21-22-23. 

Price Electric Corp. 1-6-9-11-16- 
18-19-21-22-23-25 (h). 

Prodelin, Inc. 1-13. 

Revere Corp. of America. 24-25. 

M. H. Rhodes, Inc 

S. A. Rochar Electronique. 25. 

W. H. Sanders (Electronics) Ltd. 
9-15-20-22-23. 

Stevens-Arnold, Inc. 5-15-19. 

Stromberg Carlson Co. 23. 

Tally Register Corp. 9. 

Telefonaktiebolaget L. M. 
Ericsson 2-18-21-23. 

bir vw 3 Mfg. Co. Ltd. 
2-7-8-15-19-23. 

Telerad Mfg. Corp. 13. 

Terado Co, 8-12-19-22 (h). 

Transco Prods., Inc. 
1-2-5-18 (h). 

Triplett Electrical Instrument 


o. 3. 
Universal Circuit Controls Corp. 
18-20-21. 
Waugh Engrg. Co. 25. 
@ Weston Instruments Div., 
Daystrom, Inc. 3-19. 
Zenith Electric Co. 25. 
Alois Zettler, GmbH. 7-8-9-10- 
Ns — ~16-19-20-21-22-23-24- 
(h). 


RESISTORS, FIXED 

1. Carbon Film 10. 3 

2. Composition 

3. Devosited —" 

2. Temperature 

4. Encapsu- Sensitive 
lated Voltage 


Sensitive 
Wire Wound 
Wire 


Wound 
Adjustable 


16. Wire 
wi 


Noninduc- 
tive 18. Wire Woven 
Allen-Bradley Canada Ltd. 2-5. 
Allied Circuit Technique Ltd. 8. 
Aerovox Canada Ltd. 3. 

Bayly Engineering Ltd. 5. 
Canadian Electric Resistors Ltd. 


Cee Research Institute. 
1 


Centralab Div., Globe-Union, 
Inc. 3-7-8-10-14-15. 

Electronic Engineering. 
14-15-16-17 

Ward Leonard of Canada Ltd. 


C. C. Meredith & Co. Ltd. 17. 

Marsland Engrg. Co. Ltd. 
14-15-16. 

Polytronics Co. 12-16-17-18. 

Precision Electronic Components 
(1956) Ltd. 8. 

Rogers Electronic Tubes & 
Components, Div. of Philips 
Electronics Ind. Ltd. 3-10. 

Tinsley Instruments. 14-15- 16-17. 

Welwyn Canada Ltd. 1-3-4-5. 


Dr. Bernhard Beyschlag. 1-3-10. 

Bourns Labs., Inc. 3-7-10-15. 

Cambridge Ecotrament Co. Ltd. 
14-16-17. 

Carad Corp. 16. 

The Carborundum Co., Globar 
Plant. 2-7-12-13. 

Chadwick-Helmuth Co. 15. 

Clarostat Mfg. Co., Inc. 
1-2-3-4-5-6-7-12-13-14-15-16-17. 

— Tool & Machine Co. 


Comar Mfg. Co. 

Consolidated ‘Resistance Co. of 
America, 
4-7-10-12-14-15-16-17. 

Dale Prods., 

1 5 F-10-14-15-16-17. 
The Daven Co. 4-5-10-14-16-17. 
Dubilier Condenser Co. (1925) 

Li 


td. 3. 

Electo-Fliex Heat, Inc. 
4-9-11-14-18. 

Electro Instruments, Inc. 17. 

Electro-Measurements, Inc. 
16-17. 

Ellison Ltd. 14-16. 

Erie Resistor Corp. 3. 

Erie Resistor Ltd. 2. 

Film Capacitors, Inc. 
4-7-10-14-15-16-17. 

Filmohm, Corp. 5-7-8-10. 

Firma S. Samulevitz. 
6-7-14-15-16-18. 

P.X. Fox Ltd. 14-15-17. 

Gamewell Co. 17. 

G-C Electronics. 2-14. 

General Transistor Corp. 17. 


Hamilton Hall Resistor Corp. 14. 


Hardwick, Hindle, Inc. 15. 
Hartmann & Braun A.G. 17. 
Industrial Instruments, Inc. 17. 
Int. Resistance Co. Ltd. 1-2-3-4- 
5-6-7-8-10-14-15-16-17-18. 
Julie Research Labs., Inc. 
4-7-14-16-17. 
P. R. Mallory & Co., Inc. 
14-15-16. 
Maurey Instrument Corp. 
4-15. 


oe 


Mepco, Inc. 1-3-4-5-7-10-14-17. 

Milwaukee Resistor Co. 
14-15-16-17. 

Muirhead Instruments. 14-17. 

Non-Linear Systems, Inc. 4-17. 

Ohmite Mfg. Co. 2- 3-4-5-6-7-8- 
10-14-15-16-17. 

Onondaga Pottery Co. 8. 

Phaostron Instrument & Elec- 
tronic Co. 3-4, 

Photo-Crystals, Inc. 14. 

Preh Elektrofienmechanische 
Werke 15. 

Reon Resistor my 17. 

Resistance Prods., Co. —? 

Resistor Wholesalers pn 

Rosenthal Isolatoven GmbH 
1-15-16-17. 

Sage Electronics Corp. 9-17. 

Sanwa Electric Instrument 
Works. 3. 

Shallcross Mfg. Co. 
4-7-10-14-16-17. 

——e International Ltd. 
1-2-3-4-5-7-12-14-16-17. 

States Co. 18. 

Steatit-Magnesia A.G. 
1-3-4-5-7-10-12-13-14-15-16. 

Texas Instruments, Incorporated. 
2-3-5 


Tru-Ohm Prods. 6-8-14-15-16. 

Ernest Turner Electrical Instru- 
ments Ltd. 14-17. 

Victoreen Instrument Co. 


1 . 

Weston Instruments Div., 
Daystrom, Inc. 4-5-1 

Wirt Co. 1-2-3-4-5- 12-13-14-15. 
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Workman TV, Inc. 
6-7-9-12-13-14. 


RESISTORS, VARIABLE 


1. Composition 5. Wire 

2. Composition, Wound, 
Miniature Miniature 

3. Com , 6. Wire 
Submini- Wound, 
ature Submini- 

4. Wire Wound ature 

Allen-Bradley Canada Ltd. 1-2. 

Centralab Div., Globe-Union, 

Inc. 1-2-3-4-5-6. 
Helipot Corp. 4-5-6. 


Ward Leonard of Canada Ltd. 4, 


CS eee & Co. Ltd. 
The Plessey Co. of Canada Ltd. 
1-2-3-4, 


Precision Electronic Components 


(1956) Ltd. 1-2-3. 
Tinsley Instruments. 5. 


British Electric Resistance Co. 
Ltd. 4. 


Bournes Labs., Inc. 2-3-4-6. 
Cambridge Instrument Co. Ltd. 


Chadwick-Helmuth Co. 4. 

Clarostat Mfg. Co., Inc. 
1-2-3-4-5-6. 

Colvern Ltd. 4. 

Egen Electric Ltd. 1-2-3-4-5-6. 

Electro-Measurements, Inc. 4. 

Fairchild Controls Corp. 2-4-5-6. 

Ferranti Ltd. “6. 

Film Capacitors, Inc. 4-5-6. 

Firma S. Samulevitz. 4. 

P. X. Fox Ltd. 4-5. 

The Gamewell Co. 4-5-6. 

Hardwick, Hindle, Inc. 4-5-6. 

Int. Resistance Co. Ltd. 1-2-4-5. 

P. R. Mallory & Co., Inc. 4-5. 

Maurey Instrument Corp. 4-5-6, 

Muirhead & Co. Ltd. 4. 

Ohmite Mfg. Co. 1-2-3-4-5. 

Preh Elektrofeinmechanische 
Werke. 1-2-3-4-5-6, 

Resistor Wholesalers Corp. 1. 

Rosenthal-Tsolatoven GmbH. 
1-2-3-4-5-6. 

Spectrol Electronics Corp. 4-5-6, 

Steatit-Magnesia A.G. 1-2-3-4, 

Telectro Industries Corp. 1-4. 

Tru-Ohm Products Div. Model 
Engrg. & Mfg., Inc. 4-5. 

. — Electrical Labs., Ltd. 


1-4, 
s Waters Mfg., Inc. 4-5-6. 
# Weston Instruments Div., 
Daystrom Inc. 5 
Wirt Co. 4-5, 


RESOLVERS 


1. Co-ordinate 3. Sine — 
Transform Cosine 
2. Product 4. Other 


Helipot Corp. 1-2-3-4, 


Diehl! Mfg. Co. 3-4. 

Electronic Associates, Inc. 1-2-3. 
Librascope Inc. 1-3. 

Muirhead & Co. Ltd. 3-4, 
Norden-Ketay Corp. 1-2-3. 
John Oster Mfg. Co. 1-2-3-4. 
Servonics, Inc. 2-3-4. 


RHEOSTATS 
1. Electronic 3. Other 
2. Slide Wire 
Allen-Bradley Canada Ltd. 3. 
® Canadian General Electric Co. 
Ltd. 3. 
® Canadian Research Institute. 3. 
Helipot Corp. 2- 


Ward Leonard of Canada Ltd. 3. 


British Electric Resistance Co. 
Ltd. 2-3. 

Bourns Labs., Inc. 2. 

Carling Electric, Inc. 3. 

Chadwick-Helmuth Co. 2. 

Clarostat Mfg. Co. 3. 

DeJur-Amsco Corp. 1-2-3. 

Firma S. Samulevitz. 2. 

The Gamewell Co. 3. 

Hardwick, Hindle, Inc. 2. 

Int. Resistance Co. Ltd. 3. 

Lesa Costruzzioni Ellettro- 
meccaniche. 3. 

P. R. Mallory & Co., Inc. 2. 

Maurey Instrument Corp. 1-2. 

Ohmite Mfg. Co. 3. 

Tru-Ohm Products Lag Model 
Engrg. & Mfg., 

« Welwyn Flectrical hy Ltd. 3. 


RUBBER 


(See also, Insulation Materials & 
Parts) 


1. Conductive 3. Natural 
2. Hard 4. Synthetic 


Armet Industries Ltd. 1. 


* Canadian General Electric Co. 
Ltd. 2. 
B. F. Goodrich Canada Ltd. 
Lion Rubber & Plastics Ltd. 


Allied Plastics ‘Supply Corp. 
The Connecticut Hard Rubber 


Co. Ltd 
S 
SCALES—Oscilloscope 


Cossor (Canada) Ltd. 
® Oki & Willadsen Ltd. 


Electronic ‘Tube Cc orp. 

Potter Instrument Co., Inc. 

Taylor Electrical Instruments 
Ltd. 

Waterman Prods. Co., Inc. 


SCANNERS—Reflected & 
Transmitted Light 


7 es ~ General Electric Co. 


® Canadian Westinghouse Co. Ltd. 
Electronics Corp. of America 
(Canada) Ltd. 


- ~ Engineering Associates 
Inc 


Dr. Ing. Rudolph Hell. 
Television Utilities Corp. 


Armet Industries Ltd. 4-15. 
care eee & Mallory 


Quality Hermetics Ltd. 2-3-4. 
® Standard Telephones & Cables 
Mfg. Co. (Canada) Lid. 4. 


Advanced Vacuum Prods. 2-3-4. 
Automatic & Precision Mfg. Co. 
6. 
The Carborundum Co., Globar 
Plant. 2-3-4-5-6. 
Centralab Div., Globe- Union, 
ne. 
L. L. Constantin & Co. 3-4, 
Electrical Industrial, Div. of 
Philips Electronics, Inc. 4. 
The English Glass Co. Ltd. 3. 
Fansteel Metallurgical Corp. 3. 
Ferranti Ltd. 2. 
Fusite Corp. 3-4. 
General Ceramics Corp. 2-3-4. 
General Radiological Ltd. 3. 
Lundey Associates, Inc. 2. 
Radio Frequency Labs., Inc. 6. 
Sealtron Corp. 2- 
Solus Electronic Tubes Ltd. 3. 
The Sphere Co. 2. 
@ Welwyn Electrical Labs. Ltd. 4. 


SELECTIVE CALLING 
APPARATUS 


* Canadian General Electric Co. 
Ltd. 
® Collins Radio Co. of Canada 
d 


td. 

Ericsson Telephone Sales of 
Canada Ltd 

Industrial & Institutional 
Communications Lid. 

Radio Communications Equip- 
ment & Engrg. Ltd. 


Auth Electric Co., Inc. 
Allen B. Du Mont Laboratories, 
Inc. Int. Div. 
Electrical femmmanipations, Inc. 
Multitone Electric Co. 
National Sound Services ‘Lid, 
Telefonaktiebolaget L. 
Ericsson. 


SHIELDING 


1. Electrostatic 
2. Radio Igni- 
tion 


3. Sheet or 
Screen 

4. Wire 

Birnbach Radio Co., Inc. 1-2-4. 

The Connecticut Hard Rubber 

Co. 
Hitemp Wires, Inc. 4. 
Shielding, Inc. 1-2-3-4. 


SHIELDS 
4. Lead 
5S. Trans- 
former 
6. Tube 


® Collins Radio Co. of Canada 
Ltd. 6. 





Electronic Associates Ltd. 4. 

Neosid (Canada) Ltd. 2. 

Rogers 
ments Div. of Philips 
lectronics Industries Pita. 3. 


Alcon Bestel Prods., Inc. 6. 
Atlas E-E Corp. 6. 

Allen B. Du Mont Labs. pe. 1. 
Automatic Coil Co. Inc. 

Eby Sales Co. 6. 

Hugh H. Eby Co. Inc. 6. 

Elco Corp. 6. 

Electronic Tube Corp. 1-6. 
Fred Goat Co. Ltd. 1-6. 
Isotope Devel. Ltd. 1-6. 

Int. Electronic Research Corp. 


Litton Industries, Components 


iv. 3. 
Magnetic Metals Co. 1-5-6. 
Magnetics, Inc. 

Nems-Clarke Co. 6 

The Staver Co. Inc. 2-6. 

D. M. Steward Mfg. Co. 3. 
Sylvania Electric Prods. Inc. 3. 


SHIFTERS—Color Phase 
Airtron Canada Ltd. 


Bogart Mfg. Corp. 
Microlab 

Microwave Assoc. Ltd. 
Telechrome Mfg. Corp. 


SHIFTERS—Phase, 
Microwave 
* Cee General Electric Co. 


Raytheon Canada Ltd. 


Advance Electronics Lab. Inc. 

Airtron Inc. 

Bomac Labs., Inc. 

Cascade Research 

Control Electronics Co., Inc. 

Diamond Antenna Microwave 
‘orp. 

Ferranti Ltd. 

Hewlett-Packard Co. 

I-T-E Circuit Breaker Co. 

Meridian Metalcraft, Inc. 

Radio Corp. of America 

Telerad Mfg. Corp. 

Vectro!l Engrg. Inc. 

Wave Line Inc. 


SHUNTS—Meter 


Bayly Engineering Ltd. 
Canadian Research Institute 
Conway Electronic Enterprises 


eg’d. 
Stark Electronic Instruments 
Tinsley Instruments. 


Associated Research, Inc. 
Export Dept. 

Audio Instrument Co., Inc. 

Camille Bauer Ltd. 

Elima G.m.b.H. 

Ferranti Ltd. 

P. Gossen & Co., G.m.b.H. 

Hartmann & Braun A.G. 

Hewlett-Packard, Inc. 

Hickok Electrical Instrument 


0. 

I/S Jensen Electric. 

Nalder Bros. & Thompson. 

Phaostron Instrument & 
Electrical Co. 

Shalicross Mfg. Co. 

Siemens Edison Swan Ltd. 

=— Electrical Instrument 


0. 
Weston Instruments Div., 
Daystrom Inc. 


SLIDES—Chassis 


Grant Pulley & Hardware Corp. 
National Co. Inc. 
Radio Frequency Labs. Inc. 


SLIP RING ASSEMBLIES 
a Matthey & Mallory 
td. 


Electro-Miniatures Corp. 


SOCKETS 


1. \° lay 
2. 9. Subminia- 
3 ture 


5. Pencil Tube 
. Pilot Light 
. ited 
Circuit 
Amphenol Canada Lt d. 
1-2-3-4-5-6-7-8-9-10-11-12-13-14. 
Audio Vox Intercom. 7. 
® Canadian ae Electric Co. 


.E. & T.D. 
Cannon Electric Canada Ltd. 7. 


lectronic Tubes & Com- 


Ericsson Telephone Sales of 
Ltd. 14, 


® R. Mack & Co. Ltd. 10. 


The Plessey Co. of Canada Ltd, 
3-6-11-14. 


® Rogers Electronic Tubes & 


Components Div. of Philips 

Electronics Industries Ltd. 11. 
United-Carr Fastener Co. of 

Canada Ltd. 3-6-7-11. 


Aerolite Electronics Corp. 
2-3-6-8-9-10-12-13-14. 
Alcon Metal Prods. Inc. 4-7-11. 
Belling & Lee Ltd. 2-4-7-9-14, 
Birnbach Radio Co., Inc. 11. 
Commercial Plastics Co. 
3-6-8-9-10-12-13-14. 
Dialight Corp. 2-3-4-5-6-10-13. 
Eagle Electric Mfg. Co. Inc. 14. 
Hugh H. Eby Co. Inc. 
1-4-7-9-10-11-13-14. 
Eby Sales Co. 
1-2-4-5-6-7-8-9-10-11-12-13-14. 
Eitel- — Inc. 11-13. 
Elco Cor 
1-2 3.4-6-1-8-9- 10-11-12-13-14. 
Firma Tage Schouboe. 6. 
Fluorocaroon Prods. Inc. 


10-11. 

Grayhill, Inc. 2-4-5-7-9-10. 

Heyman Mfg. Co. 

Industrial Hardware Mfg. Co. 
Inc. 1-2-3-4-6-7-10-11-14. 

International Instruments Inc. 4. 

E. F. Johnson. 1-6-11. 

Leach Corp., Leach Relay Div. 


Mayfair Molded Prods. Corp. 14. 
Methode Mfg. 7-9-10-11-13. j 
National Co. Inc. 1-11. 
Permonite Mfg. Co. 
1-3-4-6-7-11 (h). 
Preh Elektrofeinmechanische 
Werke. 1-2-3-4-7-9-10-11. 
W. J. Sanders (Electronics) Ltd. 


Siemens Edison Swan Ltd. 
1-3-6-7-10-11-13-14. 

Steatit-Magnesia A.G. 4-11-13. 

Torotor A/S. 7-11. 

Waldom Electronics Inc. 
1-2-4-7-11. 

Alois Zettler GmbH. 8. 


SOLDER 


1. Acid Core 5. Silver 
2. Aluminum 6. 

3. Platinum 7. 

4. Lead Tin 


# Automatic Biocttte Sales 


(Canada) Ltd. 
The Canada Metal Co. Ltd. 
1-2-4-6. 


The Consolidated Mining & 
Smelting Co. of Canada Ltd. 


Engelhard Industries of Canada 
Lid. 3-5-7. 

Eutectic Welding Alloy Co. of 
Canada Ltd. 1-2-4-5-6-7. 

Handy & Harman of Canada 


t 
Johnson M Matthey & Mallory 


Kester Solder Co. of Canada Ltd. 
1-2-4-6-7. 


Chemalloy Electronics Corp. 2. 
Fry’s Metal Foundries Ltd. 
2-4-5-6. 
Induction Motors Corp. 6. 
Mico Instrument Co. 4. 
Multicore Solders Ltd. 4-6-7. 
The Staver Co., Inc. 7. 
Workman TV., Inc. 5. 


SOLENOIDS 


1. Rotary 3. Other 
2. Sub- 


miniature 


® Canadian General Electric Co. 
E.E. & T. 


Cannon Electric Canada Ltd. 2-3. 
H. Darcy Ltd. 

Electronic Engineering. 3. 

L. H. Frost (Canada) Ltd. 1-3, 

The Garrett Tt Corp. of 
Canada Ltd 

J. R. Longstaffe Co. Ltd. 3. 

Magnetic Coil Co. 1. 

Marsland Engrg. Co., Ltd. 1. 

Osborne Electric Co., Ltd. 1-2-3. 


Allied Control Co., Inc. 3. 
Comar Mfg. Co. 
Guardian Electric Mfg. Co. 


Hillburn Electronic Products. 


G. H. Leland, Inc. 3. 

—. Control Corp. 3. 
Roto Mfg. Co. 1. 

Telectro Industries Corp. 2-3. 
United Aircraft Prods. Inc. 3. 


SONAR 


® Canadian So Electric Co. 
& T.D. 


Canadian Sonic Co. 
= Canadian Westinghouse Co. Ltd. 
Raytheon (Canada) L Ltd. 


Bendix Aviation Corp. 
Radiation, Inc. 


SOUND SYSTEMS— 


Complete 

Audio Vox Intercom, Inc. 

Automatic T elephone & Sound 
Services Ltd. 

Dayrand Ltd. 

Electronic Associates Ltd. 

Engineered Sound Systems Ltd. 

Ericsson Telephone Sales of 
Canada Ltd. 

Executone Communication 
Systems Ltd. 

Industrial & Institutional 
Communications Ltd. 

Measurement Engrg. Ltd. 

Peffer Sound Systems Ltd. 

T.M.C. (Canada) Ltd. 

RCA Victor Co., Ltd. 


DuKane Corp. 

Etelco Ltd. 

Mark Simpson Mfg. Co. Inc. 

National Sound Services Ltd. 

National Theatre Supply Co. 

Sound-Craft Systems. 

Stromberg-Carlson Co. 

Telefonaktiebolaget L. M. 
Ericsson. 

The Trix Electrical Co. Ltd. 

Whiteley Electrical Radio Co. 
Ltd. 


SPEAKER DRIVER UNITS 


Cossor (Canada) Ltd. 
J. R. Longstaffe Co. Ltd. 


Atlas Sound Corp. 

DuKane Corp. 

Electro Voice Inc. 

James B. Lansing, Inc. 

National Theatre Supply Co. 

Peerless Fabrikkerne A/S. 

Racon Electric Co., Inc. 

Rola Celestion Ltd. 

Stromberg-Carlson Co. 

The Trix Electrical Co. Ltd. 

University Loudspeakers, Inc. 

Whiteley Electrical Radio Co. 
Ltd. 


SPEAKERS 
1. Dual Cone 4. Low 
2. Flame and 
Explosion 5. M 
Proof Speaker 
3. High Systems 
Frequency 6. Wide Range 


Amalgamated Electric Corp. Ltd. 


. Canadian General Electtric Co. 
& T.D. 


Cossor (Canada) Ltd. 1-3-4-5-6. 

Ericsson Telephone Sales of 
Canada Ltd. 

Executone Communication 
Systems Ltd. 1-2-3-4-5. 

J. R. Longstaffe Co. Ltd. 
1-3-4-5-6. 

. a Engrg. Co., Ltd. 


The Plessey Co. of Canada Ltd. 
1-3-4-6. 


. menies Electronic Tubes & 
Components Div. of Philips 
Electronics Ind. Ltd. 1-3-4-6. 


Acoustical Mfe. Co. Ltd. 6. 

Atlas Sound Corp. 2. 

DuKane Corp. 3-4-6. 

Duode Ltd. 

Electro Voice Inc. 1-3-4-6. 

Electronic Instrument Co. 6. 

Goodmans Industries Ltd. 
1-3-4-6. 

Guest Prods. Corp. 5. 

Hartley Prods. Co. 1-6. 

James B. Lansing, Inc. 3-5-6. 

National Theatre Supply Co. 
1-3-4-6. 

Oxford Components, Inc. 1-4-6. 

Oxford Electric Corp. 1. 

Quam-Nichols Co. 2-3-4-6. 

R and A Ltd. 1-6. 

Racon Electric Co. Inc. 
1-2-3-4-5-6, 

Radio Corp. of America. 5. 

Rola Celestion Ltd. 3-4-5-6. ~ 

Sonotone Corp. 1-3-4-6. 

Stromberg-Carlson Co. 1-2-3-4-6, 

The Trix Electrical Co. Ltd. 5. 

University Loudspeakers Inc. 
1-2-3-4-5-6. 

Utah Radio Prods. Corp. 
1-2-3-4-5-6. 


Vitavox Ltd. 1-6. 
Whiteley Electrical Radio Co. 
Ltd. 3-4-5-6. 


Frequency 
arine 


SPECTROMETERS 


1. Gamma Ray 3. Recording 
2. Mass 
Dominion Electrohome Industries 
Ltd. Tech. Prods. Div. 1. 
Electronic Associates Ltd. 1. 
Fisher Scientific Co., Ltd. 3. 
Measurement Engrg. Ltd. 2. 


Baird-Atomic, Inc. 1-3. 

BJ Electronics. 1. 

Bendix Aviation Corp. 2. 
A/S Bruel & Kjaer. 

Dunn Engineering Associates 


nc. 2. 
Metropolitan-Vickers Electrical 
Co., Ltd. 2. 
Nuclear Corp. of America. 1. 
The Victoreen Instrument Co. 1. 


SPECTROPHOTOMETERS 
. Cone er Electric Co. 


Dawe Instruments Ltd. 
Dominion Electrohome 
Industries Ltd. Tech. Prods. 


Div. 
Fisher Scientific Co., Ltd. 


wins Inc. 
& J. Beck Ltd. 
tune Instruments, Inc., 
Instruments Div. 
Eldorado Electronics Co. 
= ~ wa Development Labs., 
nc. 
Dr. B. Lange. 
Photovolt Corp. 
Telechrome Miz. Corp. 
Welch Mfg. Co. 
SPRINGS 
1. Antenna 
Tension 
2. Instrument 
Hair- 
springs 
The Wallace Barnes Co., Ltd. 
1-2-3-4. 
Bohne Industries Ltd. 3. 


Dominion Fasteners Ltd. 4. 
bes? Wind Turbine Co. of Canada 
t 


3. Precision 
4. Other 


Birnbach Radio Co., Inc. 1. 

Crucible Steel Company of 
America. 4. 

Taylor Spring & Mfg. Inc. 3. 

Ward Prods. Co. 1. 


STANDARDS 
1. Capacitance 
2. Frequency 
3. Frequency, 5a. Phase 

Microwave 6. Resistance 

4. Inductance 

® Canadian Marconi Co. 2-5. 

= Canadian Research Institute. 1-6. 

ee Electronics Industries 
d 


5. Laboratory 
Time 


Polytronics Co. 6. 
# C. R. Snelgrove Co. Ltd. 2. 
« Standard Telephones & Cables 
Ltd. 1-2-4, 
® Tinsley Instruments. 1-2-4-5-6. 


Acton Labs. Inc. Sa. 
Arco-Elmenco, 1. 
Avien Inc. 1. 
BJ Electronics. 2. 
Rex Bassett Inc. 2. 
s Berkeley Div., Beckman 
Instruments Inc. 2-5. 
= Bomac Labs. Inc. 3. 
Borg-Warner Corp. 
Bulova Watch Co. 2. 
ow Instrument Co. Ltd. 


Computer Measurements Corp. 2. 
Consolidated Resistance Co. of 
America Inc. 6. 
Control Electronics Co. Inc. 3. 
A/S Danbridge. 1-2-4-6. 
Frequency Standards Ltd. 3. 
General Radio Co. 2-4, 
Gruen Industries Inc. 3. 
Hartmann & Braun A.G. 1-2-4-6, 
Hewlett-Packard Co. 2-3. 
Industrial Test Equipment Co. 2. 
Julie Research Labs. Inc. 6. 
Manson Labs. Inc. 2-3-5. 
Mid-Eastern Electronics. 4-6. 
Potter Instrument Co. Inc. 1-2. 
Radio Corp. of America. 3. 
S. A. Rochar Electronique. 2. 
Shalicross Mfg. Co. 6. 
A/S Tobias arg! Condenser 
Prods. Co. Ltd. 
Van Norman ie Inc. 
Electronics Div. 2. 
Waveline Inc. 3. 


STANDARDS 


EQUIPMENT—Calibration 


Bayly Engineering Ltd. 
® Canadian Research Institute. 
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® Tinsley Instruments. 
« C. R. Snelgrove Co. Ltd. 


Chemalloy Electronics Corp. 
Eldorado Electronics Co. 
Electro Instruments, Inc. 
Electronic Instruments Ltd. 
John Fluke Mfg. Co., Ltd. 
Julie Research Labs. Inc 
Kearfott Co. Inc. 

Wayne Kerr Labs. Ltd. 
Manson Laboratories, Inc. 
Mid Eastern Electronics. 
Potter Instrument Co., Inc. 
Radio Frequency Labs. Inc. 
Sensitive Research Instrument 


Corp. 
Weinschel Engrg. & Mfg. Corp. 


STANDS 
M. Microphone’ 5S. Speaker 
® Canadian Astatic Ltd. M. 


Atlas Sound Corp. S. 
Electro Voice Inc. M. 
Lustraphone Ltd. M. 
Turner Co. M. 

Racon Electric Co. Ltd. M. 
Radio Corp. of America. M. 


The Trix Electrical Co. Ltd. M. 


STRAIGHTENERS—Pin, 
Tube 


Belling & Lee Ltd. 
Siemens Edison Swan Ltd. 
Workman TV., Inc 


STRAIN RELIEFS 


Amphenol Sangte Ltd. 

Heyman Mfg. 

— Fibre Co. of Canada 
d 


N. Slater Co., Ltd. 


Spaulding Fibre of Canada Ltd. 


Birnbach Radio Co., Inc. 
STRIP TRANSMISSION 
LINES 


Amphenol Canada Ltd. 


Aerialite Ltd. 
Coaxial Connector Co. Inc. 


STROBOSCOPES 


= Canadian Research Institute. 
Dominion Electrohome 
Industries Ltd. Tech. Prod. 


Div. 
Philips Electronics Industries 
td. 
R. H. Nichols Ltd. 


Chadwick-Helmuth Co. 

Dawe Instruments Ltd. 

Deuta-Werke Gmbh. 

Drello Ing. Paul Drewell. 

General Radio Co. 

Rek-O-Kut Co. 

Savage & Parsons Ltd. 

Slaughter Co. 

Ernest Turner Electrical 
Instruments Ltd. 


STYLI 


1. Cutting 3. Playback, 
2. Playback, Metal 
Diamond 


4. Playback, 
Sapphire 


® Canadian Astatic Ltd. 2-3-4. 
® Canadian General Electric Co. 


.E, & T.D. 
S. H. Parker Co. 2-3-4, 
Audio Devices, Inc. 1-2,3-4 
Collaro Ltd. 2-4 
Cosmocord Ltd. 2-4, 
Duotone Co., Inc. 1-2-3-4 
Jensen Industries Inc. 2-3-4. 
Reeves Soundcraft Corp. 1-3-4. 
Rek-O-Kut Co, 1-2-3-4, 


SUPPRESSORS—Auto 
Radio Ignition 

# Canadian General Electric Co. 
Micarta Fabricators Ltd. 


Aerialite Ltd. 
Belling & Lee Ltd 
as Og Condenser Co. (1925) 


Sprague heseeereneoente Ltd. 

Wirt Co 
SWITCHBOARDS— 

Television Master 


® Canadian General Electric Co. 
E.E. & T.D. 


Grundig Radio Werke 
Telechrome Mfg. Corp. 


SWITCHBOARDS— 


Automatic 
= ome Electric Corp. 


me Telephone Sales of 
Canada Ltd. 

Powertronic Equipment Ltd. 

Standard Telephones & Cables 
Mfg. Ltd. 

Auth Electric Co., Inc. 

DuKane Corp. 

Etelco Ltd. 

Stromberg-Carlson Co. 

Telephone Mfg. Co., Ltd. 


SWITCHES 


Automatic 
Transfer 
ial 


17. Remote 
Control 

18. Rotary and 
Band 


19. 
20. Slide 


Pressure 

Pushbutton 
Airtron Canada Ltd. 
Allen-Bradley seh Lia. 11-15. 
Amphenol Canada Ltd. 2-4. 
Andrew Antenna Corp. Ltd. 2. 


« Automatic Electric (Canada) 
9-16-22 


Ltd. 
Arrow-Hart & Hegeman (Can- 
ada) Ltd. 11-14-16-27. 


# Canadian Research Institute 


5-7-26. 


= Centralab Canada Ltd. 14-16-18, 
9-22. 


C. P. Clare Canada Ltd. 
Dominion Electrohome Indus- 
tries Ltd., Tech, Prod. Div. 

3- 


6. 

Ericsson Nig exe Sales of 

Canada Ltd. 1-2-3-4-5-9-16-17- 
18-22-26. 

Helipot Corp. 5. 

Honeywell Controls Ltd. 
11-12-14-15-16-17-19-21-23-27. 

Jerrold Electronics (Canada) 
Ltd. 1. 

R. Mack & Co. Ltd. 
9-10-20-21-27. 

Measurement Engrg. Ltd. 16. 

Osborne Electric Co., Ltd. 10, 

The Plessey Co. of Canada Ltd. 
14-18-20-21-27. 

Radio Components Ltd. 3-5-7-9- 
14-16-18-20-21-22-23-24-25. 

T.M.C. (Canada) Ltd. 2-7. 

Tinsley Instruments. 3-5. 

The Wind Turbine Co. of 
Canada Ltd. 16. 


Advance Components Ltd. 29. 
A’G’A Division of Esna. 26. 
Aerialite Ltd. 2. 

Airtron Inc. 1-7-11-13-14-22-26. 
Alford Mfg. Co 

Arnoux Corp. 7-25. 

Atlas Electric Products. 12. 
Austinlite Ltd. 18-24. 

Auth Electric Co., Inc. 16, 
Automatic Metal Prod., Coap. 2. 
Automatic Timing & Controls, 


Inc. 36. 
Birnbach Radio Co., Inc. 
10-14-16-18-20-27. 
Bogart Mfg. Corp. 13. 
Burroughs Corp. 5-7. 
The Capitol Machine Co. 9-16. 
Cariing Electric Inc. 18-20-21-27. 
Carter Parts Co. 
Cherry Electrical Products Corp. 
3-7-1. 1-14-15-20-21-23. 
Chicago Miniature Lamp Works 


Coaxial Connector Co., Inc. 1-2. 
Control Prods. Inc. 16-21-27. 
Couch Ordnance. 18. 

James Cunningham & Son, Inc. 


A/S Danavox. 23. 

Danbury Knudsen Div. of Am- 
phenol Electronics Corp. 2-13. 

The Daven Co. 
3-9-14-18-20-23-24. 

Diamond Antenna Microwave 
Corp. 13. 

Dielectric Prods. Engrg. Co., 
Inc. 2-13. 

D & M Prods. 1-3-20-27. 

Durakool Inc. 12. 

Eagle Electric Mfg. Co., Inc. 
6-10-12-16-18-21-27. 

Ebert Electronics Corp. 
7-12-14-21-26-28-29. 

Eby Sales Co. 20. 

Edwards High Vacuum Ltd. 29. 


Electro-Miniatures Corp. 23-24. 
Electronics Specialty Co. 
2-3-7-13-14-17, 
Electrosnap a 16. 
Electro Switch Co rf 
3-14-17-18-21-23- 
George Ellison Ltd. 28. 
Engineered Electronics Co. 22. 
Firma Tage Schou 28. 
Gorrell & Gorrell. 26. 
Grayhill Inc. 14-16-18-21-23-24. 
Great Lakes Mfg. Corp. 15. 
Greenleaf Mfg. Co. 15-25. 
Guardian Electric Mfg. 22. 
Hetherington Inc. 
14-16-18-20-2 1-23-27. 
Horstmann Gear Co. Ltd. 26. 
Hughes Prods., Hughes Aircraft 
Co. 3-5-6-7-11-14-17-18-19- 
22-23-25. 
Industrial Instruments Inc. 5-18. 
to Dev. Labs. Inc. 


Isotope Dev. Ltd. 7. 

I-T-E Circiuit Breaker Co. 13. 
J.B.T. Instruments Inc. 24-27. 
Jerrold Electronics Corp. Inc. 


Kearfott Co. Inc. 13, 
The Keyswitch Co. 7-9-25. 
Leach Corp. 

3-4-7- 10-12-15- 18-19-20-23-24. 
G. H. Leland Inc. 22. 
Littelfuse Inc. 12. 

P. R. Mallory & Co. Inc. 
14-16-18-21. 

Metals & Controls Corp. 
14-16-21. 


Moore Associates Inc. 25. 

Donald P. Mossman Inc. 9-16 

Muirhead & Co. Ltd. 

Oak Mfg. Co. 3-5-7 -9-14-16-18- 
20-21-22-23-24-25. 

Ohmite Mfg. Co. 24-28. 

Paragon Electric Co. 26. 

Penta Labs., Inc. 29. 

Peschel Electronics, Inc. 7. 

Photo Crystals, Inc. 11. 

Preh Electrofeinmechanische 
Werke. 16-17-18-23-27-28. 

Prodelin, Inc. 2-13. 

Pneu-Trol, Inc. 26. 

Potter Instrument Co., Inc. 5. 

Radiation, Inc. 7. 

Revere Corp. of America. 8. 

M. H. Rhodes, Inc. 26. 

Richards Electrocraft, Inc. 
14-16-27. 

re Mfg. Co. 
5-14-16-23- 


Telefonaktiebolaget, 
Ericsson. 
Telectro Industries Corp. 26. 
Telephone Mfg. Co., Ltd. 4. 
Teletronics Lab., Inc. 7. 
Torotor A/S. 5-9-16-18-24-27. 
Transco Prods., Inc. 
1-2-4-6-17-18. 
Unimax Switch Div. of Maxson 
Corp. 11-16-21-23. 
United Electrical Controls Co. 
2-3-11-15-17-19-21-2' 


a Circuit Controls Corp. 


3-9-11-16-22-24 
Vactric ‘Conrol Equipment) 
Ltd. 18-25. 


Varo Mfg. Co. 7. 
Veeco Vacuum Corp. 29. 
Waee Leonard of Canada Ltd. 


Whiteley Electrical Radio Co. 
Ltd. 10-16. 


SYNCHROS 


Aviation Electric Ltd. 
Collins Radio Co. of Canada 
Ltd 


Helipot Corp. 
Sperry Gyroscope Co. 


Diehl Mfg. Co. 

Kearfott Co., Inc. 
Muirhead & Co., Ltd. 
Norden-Ketay Corp. 
John Oster Mfg. Co. 
Servonics Inc. 

Telectro Industries Corp. 


SYNCROSCOPES 


Raytheon Canada Ltd. 


Chadwick-Helmuth Co. 
Elima G.m.b.H. 
Ferranti Ltd. 
s Hughes Prods., Hughes Aircraft 
Co 


Polarad Electronics Corp. 
Sylvania Electric Corp. 


SYSTEMS—Remote Control 


® Canadian General Electric Co. 
E.E 


. Canadian Westinghouse Co. 


4. 
Switche oy Inc. 5 at: eee 


Electronic Associates Ltd. 
Measurement Engrg. Ltd. 

R. H. Nichols Ltd. 

Northern Radio Mfg. Co. Ltd 
The Plessey Co. of Canada Ltd. 
Raytheon Canada Ltd. 
Servomechanisms (Canada) Ltd. 
T.M.C. (Canada) Ltd. 

Sharpe Instruments Ltd. 


Beckman Instruments, Systems 
Div. 

Electrical Communications, Inc. 

Electronic Associates, Inc. 

Etelco Ltd. 

Evershed & Vignoles Ltd. 

The Foxboro Co. 

Gilfillan Bros., Inc. 

Hughes Prods., Hughes Aircraft 

0. 


Leach Corp. 

Lynch Carrier Systems Inc. 
Moore Associates, Inc. 
Muirhead & Co. Ltd. 
Murphy Radio, Ltd. 

North Electric Co. 
Servomex Controls Ltd. 


TACHOMETERS 
R. Rotary 


E. Electronic 

Aviation Electric Ltd. E. 

Bach Simpson Ltd. R-E. 

Bailey Meter Co., Ltd. R. 

The Canadian Fairbanks-Morse 
Co., Ltd. R. 

Canadian General Electric Co, 
E.E. & T.D. 

Copagien Research Institute. 


Dominion Electrohome Indus- 
tries Ltd., Tech. Prods. Div. 
Electronic Associates Ltd. E. 
Honeywell Controls Ltd. R. 
George Kelk Ltd. E. 
Measurement Engrg. Ltd. R-E. 
Sperry Gyroscope 
Airpax Products Co. R-E. 
Associated Research Inc., 
Export Dept. 
Baird-Atomic Inc. E. 
Barber-Colman Co. R-E. 
Beckman Instruments, Inc., 
Berkeley Div. R-E. 
Backman Instruments, Systems 
Div. R-E. 
British Physical Labs. R-E. 
poeta Measurements Corp. 


Diehle Mfg. Co. 

Deuta-Werke GmbH. R. 

Electro Voice Inc. 

Esterline Angus Co., Inc. E. 

Evershed & Vignoles Ltd. R. 

The Foxboro Co. E. 

Hartmann & Braun Ag. 

Hewlett-Packard, Inc. E. 

Jaquet Ltd. 

Kearfott Co. Inc. 

Mechatrol Div., Servomechan- 
isms, Inc. 

Muirhead & Co. Ltd. R. 

Potter Instrument Co., Inc. E. 

The Record Electrical Co. Ltd. 

S.A. Rochar Electronique. E. 

Slaughter Co. E. 

Vactric (Control Equipment) 


td. R. 
Varo Mfg. Co. E. 
WacLine Inc. R. 
Waugh Engrg. Co. E. 
Weston Instruments Div., 
Daystrom Inc. 


T 


TAPE MECHANISMS 


Ampex Corp. 

British Ferrograph Recorder 

Collaro Ltd. 

Cossor Co. Ltd. 

Electro Data Div. Burroughs 
Corp. 

Hughes Prods., Hughes Aircraft 

0. 

Librascope, Inc. 

Magnecord Div. of Midwestern 
Instruments 

The Pentron Corp. 

Potter Instrument Co., Inc. 

Selectrosonic Corp. 

Viking of Minneapolis 


TAPES—Recording 


Ericsson Telephone Sales of 
Canada Lt 


® International Business Machines 


Co. Ltd. 

Minnesota Mining & Mfg. of 
Canada Ltd., Electrica 
Prods. Div. 


Ampex Corp 
Astral Electric Co. Ltd. 
Audio Devices, Inc. 


td. 
® Collins Radio Co. of Canada 
Ltd. 1-6. 


Telefunken G.m.b.H. ® Eitel-McCullough, Inc. 29. td. b 
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Badische Anilin & Soda Fabrik 
eral Ltd. 

E.M.C. Recordings 
The Pentron Corp. 
Potter Instrument Co., Inc. 
Reeves Soundcraft Corp. 
The SoundScriber Corp. 
Telectro Industries Corp. 


TEES MICROWAVE 
Airtron Canada Ltd. 


Canadian Westinghouse Co. Ltd. 


Raytheon Canada Ltd 
Sinclair Radio Labs., Ltd. 
Sperry Gyroscope Co. 


Airtron, Inc. 

Bogart Mfg. Corp. 

Coaxial Connector Co., Inc. 

DeMornay-Bonardi 

Diamond Antenna Microwave 
Corp. 

 - ond Products Engrg. Co. 


Electronics Specialty Co. 
Ferranti Ltd. 

F-R Machine Works, Inc. 
Hewlett-Packard Co. 
Kearfott Co., Inc. 
Meridian Metalcraft Inc. 
Microwave Assoc., Inc. 
Narda Microwave "Corp. 
Telerad Mfg. Corp. 
Transco Prods., Inc. 
Waveline Inc. 


TELEMETERING 
SYSTEMS—Electronic 


Amalgamated Electric Corp. 
The Bristol Co. of Canada Ltd. 
. er Radio Co. of Canada 


# Canadian General Electric Co. 
& T.D. 


= Canadian Westinghouse Co. Ltd. 


Electronic Research & Develop- 
ment Co. Ltd. 
Ericsson Telephone Sales of 
Canada Ltd. 
Honeywell Controls Ltd. 
—_— Electric Co. of Canada 
t 


Northern Radio Mfg. Co. Ltd. 
pegs Telephones & Cables 
td. 


Arnoux Corp. 
Bendix Aviation Corp. 
Control Corp. 
Control Electronics Co. Inc. 
Dale Prods., Inc. 
Electro Mechanical Res. Inc. 
Electronic Associates Inc. 
Etelco Ltd. 
Evershed & Vignoles Ltd. 

e Foxboro Co. 
Greenleaf Mfg. Co. 
Gulton Industries Inc. 
Hoover Electronics Co. 
Kearfott Co. Inc. 
Lynch Carrier Systems Inc. 
Moore Associates Inc. 
Murphy Radio Ltd. 
Potter Instrument Co. Inc. 
Radiation, Ont. 
Radio Corp. of America 
Radio Frequency Labs. Inc. 
Stromberg Carlson Co. 
Telechrome Mfg. Corp. 
Telefonaktiebolaget L. M. 

Ericsson 


TELEPHONES—Handsets 


Amalgamated Electric Corp. Ltd. 


Automatic Electric Canada Ltd. 

Electronic Materiels Interna- 
tional Ltd. 

Ericsson Telephone Sales of 
Canada Ltd. 

T.M.C, (Canada) Ltd. 


Autophone Ltd. 

S. G. Brown Ltd. 

The S. H. Couch Co., Inc. 
DuKane Corp. 

English Telephones Ltd. 
Etelco Ltd. 

Hasler Telephones 

Hose McCann Telephone Co. 


nc. 
cnees Switchboard & Supply 
0. 


The Keyswitch Co. 

James S. Spivey Inc. 

Stromberg Carlson Co. 

Telefonaktiebolaget L. M. 
Ericsson 

Telephone Mfg. Co. Ltd. 


TELEVISION SYSTEMS— 
Industrial 


® Canadian General Electric Co. 
T.D 


E.E. .D. 
— Electronics (Canada) 


td. 
R.C.A. Co. Ltd. 
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Blonder Tongue Labs., Inc. 

Allen B. Du Mont Laboratories, 
Inc., Int. Div. 

Entron, Inc. 

General Precision Lab. 

Grundig Radio Werke 

Hallamore Electronics Co. 

— Prods., Hughes Aircraft 


0. 

Ingenieur Buro Atlas 
in-Te 

Murphy Radio, Ltd. 
Philco Corp., Gov. of Ind. Div. 
Sarkes Tarzian, Inc. 
Radio Corp. of America 
Telechrome Mfg. Corp. 
Television Utilities Corp. 


TERMINAL 


1. Blocks 
2. Boards 


Allen-Bradley Canada Ltd. 1. 


3. Strips 


. —— Electric Sales (Can- 


ada) L’ 1-3. 


. Cuan _+-—# Electric Co. 
E.E. & T.D. 


Electronic Components Ltd. 1-3. 

Ericsson Telephone Sales of 
Canada Ltd. 1-3. 

Lenkurt Electric Co. of Canada 
Ltd. 1-3. 

Measurement Engrg. Ltd. 2-3. 

National Fibre Co. of Canada 
L 


td. 1-2-5. 
® Oki & Willadsen Ltd. 2-3. 
Powertronic Equipment Ltd. 
Spaulding Fibre of Canada Ltd. 
1-2-3. 
s F. V. Topping Electronics Ltd. 
2- 


3. 
White Radio Ltd. 1-3. 


Aerialite Ltd. 1. 
Allied Plastics Supply Corp. 


Atlas E-E Corp. 3. 

Auth Electric Co., Inc. 1-2-3. 

Birnbach Radio Co., Inc. 1-2-3. 

Buchanan Electrical Products 
Corp. 1 

Coaxial Connector Co. Inc. 1. 

Donner Scientific Co. 

Eby Sales Co. 1-3. 

Grayhill Inc. 2-3. 

Kulka Electric vag Ay 

Lerco Electronics, Inc. 23. 

Littelfuse Inc. 1-2. 

Litton Industries, Components 
Div. 2-3. 

Permonite Mfg. Co. 1-2-3. 

Revere Corp. of America. 3. 

Siemens Edison Swan Ltd. 1-2-3. 

Herman H. Smith, Inc. 1-2-3. 

The States Co. 1-2-3. 

Tufnol Ltd. 1-2-3. 

Waldom Electronics, Inc. 3. 

The Wama Co. 1-3. 

C. A. Weidmuller K.G. 1-3. 

Whiteley Electrical Radio Co. 
Ltd. 2. 


TERMINALS 
1. Hermetic- 3. Sub- 

miniature 
4. Solderless 
5. Other 


Aircraft Marine Prods. of 
Canada Ltd. 1-2-3-4-5. 

Amphenol Canada Ltd. 1-2-3 

Automatic Electric Sales 
(Canada) Ltd. 5. 

Burndy Canada Ltd. 1-2-3-4-5. 

Consolidated Electronic Equip- 
ment Co. Ltd. 1. 

Electronic Components Ltd. § 

Ericsson Telephone Sales of 
Canada Ltd. 1-4-5. 

Hellermann Canada Ltd. § 

Sido Ltd. 2-5. 

Smith & Stone Ltd. 1. 

Standard Wire & Cable Ltd. 


United “Shoe Machinery Co. of 
Canada Ltd. 5. 

X-Ray & Radium Industries Ltd. 
1. 


Aerialite Ltd. § 
Atlas E-E Corp. §. 
Auth Electric Co. Inc. 4-5. 
Belling & Lee Ltd. 1-2-3-4-5. 
Birnbach Radio Co. Inc. 5. 
Buchanan Electrical Prods. 
Corp. 4. 
Cambridge Thermionic Corp. 
2-3-4-5. 


Electrical Industries Div. of 
Philips Electronics Inc. 1-2-3. 

Electrix Terminals & Connectors 
Ltd. 2-3-4-5. 

Ferranti Ltd. 1. 

Fluorocarbon Prods. Inc. 1-4-5. 

Fusite Corp. 2-3. 

Grayhill Inc. 2-5. 

Heyman Mfg. Co. 4-5. 

Hitemp Wires, Inc. 1-2. 

Hollingsworth Co., Solderless 


Terminal Div. 
Jackson Bros. (London) Ltd. 5. 
K. L. G. Sparking Plugs Ltd. 5. 
Lerco Electronics Inc. 5. 
Litton Industries Inc. 2-3-4-5. 
Lundey —_ 1 Inc. 1-2-4. | 
Lusite Corp. 1 
Malco Tool & “Mfe. Co. §. 
Microdot Inc. 3. 
Permonite Mfg. Co. 4-5. 
aoc be of America. 5. 
Side Ltd. 2-3-5. 
Silicone Seals Inc. 2. 
Siemens Edison + Ltd. 2-5. 
Herman H. Smith 
Geo. Stevens Mfg. Co. Inc. 1. 
—e Specialties Inc. 
Stromberg Carlson Co. 1-2-3. 
Waldom Electronics Inc. 4-5. 
The Wama Co. 4 
C. A. Weidmuller K.G. 5. 
Whiteley Electrical Radio Co., 
Ltd. 5. 


TERMINATIONS 


M. Microwave Vv. VHF, Video 
and Pulse 


Airtron Canada Ltd. M. 

Ferranti Ltd. M. 

Jerrold Electronics (Canada) 
Ltd. 

Pylon Electronic Development 

Sinclair Radio Labs., Ltd. M-V. 

Sperry Gyroscope Co. 


Airtron Inc. M. 
Alford Mfg. Co. V. 
Bogart Mfg. Corp. M. 
Calidyne Co. V. 
The Carborundum Co., 
Plant. M. 
Coaxial Connector Co., Inc. M. 
DeMornay-Bonardi. M. 
Diamond Antenna & Microwave 
Corp. M. 
Allen B. Du Mont Labs., In 
Int. Div. M-V. 
egy i, amend Co. M. 
Entron, Inc 
Filmohm Corp. M. 
General Radio Co. M. 
Hewlett-Packard Co. M-V. 
I.T.E. Circuit Breaker Co. M-¥V. 
Induction Motors Corp. M. 
Malco Tool & Mfg. Co. M 
McMillan Industrial Corp. M. 
Microlab. M-V 
Microwave Assoc., Inc. M. 
Murphy Radio Ltd. M. 
Narda Microwave Corp. M. 
Telerad Mfg. Corp. M 
Waveline Inc. M. 
Weinschel Engrg. & Mfg. 


Corp. M. 
Workman TV., Inc. M. 


TEST EQUIPMENT— 
Environmental 
Collins Radio Co. of Canada 


Globar 


Conway Electronic Enterprises 
Reg’d 

Fisher Scientific Co., Ltd. 

Radio Communications Equip- 
ment & Engrg. Ltd. 


Atlas Engrg. Corp. 
A/S Bruel & Kjaer 
Conrad, Inc. 
Ferranti Ltd. 
Hughes Prods., 
Co. 
McMillan Industrial Corp. 
Murphy Radio Ltd. 
Schaevitz Engrg. 
Stratham Dev. Corp. 
Tektronix, Inc. 
Waveline Inc. 


TEST EQUIPMENT— 
Microwave 
Sperry Gyroscope Co. 
Airtron, Inc. 
BJ Electronics 
California Technical Industries 
Cossor Co. Ltd. 
Cubic Corp. 
DeMornay-Bonardi 
Diamond Antenna Microwave 

orp. 

Douglas Microwave Co. Ltd. 
F-R Machine Works, Inc. 
Ferranti Ltd. 
General Communications 
General Electric Co. of England 
Hewlett-Packard, Inc. 
Kearfott Co., Inc. 
Microwave Assoc. Inc. 
Narda Microwave Corp. 
Polarad Electronics Corp. 
Telerad Mfg. Corp. 


Hughes Aircraft 
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. Color Infra 
Red 


. Continuity 
. Crystal 21. Transistor 
Testing 23. Vacuum 

. Distortion Tube 
Induction 23. Voltage 

. Insulation 

Acme Electric Corp. Ltd, 14. 

Associated Electronic Compo- 
nents. 13-14, 

Bach Simpson Ltd. 
3-4-9-15-17-22-23. 

Canadian General Electric Co. 
E.E. & T.D. 

Canadian Marconi Co. 
16-18-21- 

Canadian Research Inst. 3-4-5-6- 
9-10-13-14-15-17-21-22-23. 

Canadian Sonic Co. 7-11. _ 

Conway Electronic Enterprises 
Reg’d. 2-4-7-8. 

English Electric Co. of Canada 
Ltd. 14, 

Ericsson Telephone Sales of 
Canada Ltd. 6. 

Fisher Scientific Co. Ltd. 8. 

Measurement Engrg. Ltd. 7. 

Philips Electronics Industries 

d. 7-16. 

Sperry Gyroscope Co. 18. 

Stark Electronic Instruments Ltd. 
2-3-5-15-17-20-22-23. 

Tinsley Instruments. 5-7. 

F. V. Topping Electronics Ltd. 
21. 


Aerialite Ltd. 13-14. 
Airborne Instruments Lab., Inc 


18. 

American Electronic Labs., 
Inc. 9-21. 

Associated Research, Inc., 
Export Dept. 6-9-13-14-23. 

Avo Ltd. 17-22. 

Baird Atomic, Inc. 21. 

B & K Mfg. Co. 5. 

Rex Bassett, Inc. 10. 

Theo. Benning. 23. 

Boonton Radio Corp. 7. 

British Physical Labs. 
4-9-13-14-15-17-23. 

Branson Instruments, Inc. 7. 

California Technical Industries 
4-6-9-21-22. 

Chemalloy Electronics Corp. 18. 

Chicago Industrial Instrument 
Co. 9-17-22-23 

Christie Electric Corp. 3. 

Cpe Measurements 
Lab., Inc. 

Corneii Dubitier Electric Corp. 
4-17. 


Cubic Corp. 21. 

A/S Danbridge. 4-13-14. 

The Daven Co. 17-22. 

Dawe Instruments Ltd. 11. 

Del Electronics Corp. 13-14. 

Dunn Engrg. Associates, Inc. 
10-16-21. 

Eagle Electric Mfg. Co., Inc. 23. 

Edwards High Vacuum Ltd. 

Electro-Measurements Corp, 19. 

Electronic Instrument Co., Inc. 


4-22. 
Electronic Instruments Ltd. 
13-23. 


Electronic Research Assoc., 
Ltd. 21. 

Elima G.m.b.H. 9-13-14-17. 

El-Tronics, Inc. 16. 

Evershed & Vignoles 
6-7-9-13-14-23. 

Ferranti Ltd. 3-15-22-23. 

John Fluke Mfg. Co. Inc. 23. 

General Radio Co. 20-22. 

P. Gossen & Co. G.m.b.H 
1-4-5-6-7-15. 

Gulton Industries, Inc. 7. 

Hartmann & Braun A.G. 
9-13-14-17. 

Heath Co. 11-17-22. 

Hickok Electrical Instrument 
Co. 2-3-5-15-17-20-22-23. 
Hitachi Ltd. 14. 

Hughes Prods., 
Co. 3-4-5-6-7-9-10-11-12-13-14- 
15-16-18-19-21-22-23, 

Hunter Tools. 

Ideal Industries ‘Ltd. 9-23. 

Industrial Industries, Inc. 


Hughes Aircraft 


Industrial Test Equipment Co. 
1-9-11-13-14-19. 
Institut Dr. Forster. 7. 
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International Instruments Inc. 
Jackson Electrical Instrument 


‘o 
I/S Jensen Electric. 4. 
Kay Electric Co. 18-21. 
Kearfott Co., Inc. 18-19. 
Wayne Kerr Labs. Ltd. 23. 


Krouse Testin —— Co. 7. 


Lavoie Labs. 

——_- Electronic Prods. 
nc . 

Manson Labs., Inc. 5-14-18-22. 

Measurements, A McGraw- 
Edison Div. 9-17-23. 

Metronix. 21. 

Mid wer Electronics 
6-12-13-16. 

K. Miller Tool & ia, Co. %. 

Muirhead & Co. Ltd. 9-19. 

Murphy Radio Ltd. 18. 

Nash & Thompson Ltd. 7. 


New London Instrument Co. 18. 


N.J.E. Corp. 14-15. 


Non-Linear Systems, Inc. 17-23. 


Opad Electric Co. 3-13-14-23. 
Owen Labs., Inc. 21. 
Peschel Electronics, Inc. 


Phaostron instrument & Elec- 
tronic Co. 6-15-17-22-23. 

Phillips Control cox. 21. 

Polyphase Instrument Co. 21. 

Precision Apparatus Co., Inc. 
17-20-21-22-23. 

Pyramid Electric Co. 4. 

Radio Frequency Labs Inc. 
6-9-10-13-14-15. 

Rheem Mfg. Co. 2-4-17. 

Saniva Electric Instrument 
Works. 17. 

Servo Corp. of America. 8. 

Shallcross Mfg. Co. 4-12. 


Simmonds Aerocessories, Inc. 4 


Slaughter Co. 6-13-14. 
Sprague International Ltd. 
4-6- 


The States Co, 9-15. 

Sylvania Electric Corp. 20-22. 

The TAKK Corp. 13. 

Taylor Electrical Instruments 
Ltd. 1-17-20-22-23. 

® Tektronix, Inc. 21-22. 

Telechrome Mfg. Cor 

Telectro Industries sah "18-19. 

Telerad Mfg. Corp. 18. 

Teletest Instrument ag 22. 

Trans Electronics, Inc. 21. 

Triplett Electrical Instrument 
Co. 5-6-17-21-22-23. 

Ultradyne, Inc. 21. 

Unifact Ltd. 13. 

s Van Norman Industries, Inc., 
Electronics Div. 13-14. 
Wandel & Goltermann. 11. 
Weston Instruments Div. Day- 

strom Inc. 9-13-17-22. 


THERMISTORS 


Barber-Colman of Canada Ltd. 
= Canadian Research Institute 
. ay General Electric Co. 
td. 
® Electronic Equipment & Tube 
Dept. 
Sperry Gyroscope Co. 
Standard Telephones & Cables 
td. 


Bendix Aviation Corp. 

The Carborundum Co., Globar 
Plant 

General Cement Mfg. Co. 

Gulton Industries, Inc. 

Microwave Assoc., Inc 

Narda Microwave Corp. 

Steatit-Magnesia A.G. 

be 9 Electrical Instruments 


Ltd 
Telerad Mf, Corp 
Transitron Fiectronic Corp. 
Workman TV., 


THERMOCOUPLES 
1. Pyrometric 3. Other 
2. Vacuum 
Type 
ae eee of Canada 


The Bristol Co. of Canada 
Ltd. 1 


Canadian Research Institute. 1-2. 


onway Electronic Enterprises 
Reg’d. 1-2. 
as a General Electric Co. 
, Electronic Equipment 
& Tube Dept. 3. 
The Foxboro Co. Ltd. 1. 
Honeywell Controls Ltd. 1-3, 
Polytronics Co. 1. 
Thermo Electric (Canada) Ltd. 


1-3. 
Thermovolt Instruments Ltd. 1-3, 


Airtron Inc. 3. 
Arnoux Corp. 1-3, 
Beckman Instruments, Inc. 


Instruments Div. 
Cambridge Instrument Co., 
Ltd. 1. 
Dawe Instruments Ltd. 1. 
Edwards High Vacuum Ltd. 2. 
The Foxboro Co. 1. 
Hartmann & Braun A.G. 1, 
I/S Jensen Electric. 1. 
J.B.T. Instruments. 1. 
N.R.C. E 04 con. 2. 
Precision Co, Inc. 
Revere Corp. of pe hy 3. 
Sensitive Research Instrument 


orp. 2. 
—- Electrical Instruments Co. 
t 


Ernest Turner Electrical Instru- 
ments Ltd. 2-3 

Veeco Vacuum Corp. 2. 

West Instrument Corp. 1. 

Weston |; he Div. Day- 
strom Inc. 2. 


THERMOMETERS— 


T 


THERMOSTATS—Electronic 


T 


Resistance 

Bailey Meter Co. Ltd. 

Barber-Colman of Canada Ltd. 

The Bristol Co. of Canada Ltd. 

Canadian Research Institute 

Fisher Scientific Co., Ltd. 

The Foxboro Co. Ltd. 

Honeywell Controls Ltd. 

George Kelk Ltd. 

Polytronics Co. 

Taylor Instrument Cos. of Can- 
ada Ltd. 

Thermo Electric (Canada) Ltd. 

Thermovolt Instruments Ltd. 

Tinsley Instruments 


Arnoux Corp. 

Cambridge Instrument Co., Ltd. 

The Foxboro Co. 

Harmann & Braun A.G. 

Revere Corp. of America 

Arthur C. Ruge Inc. 

Savage & Parsons Ltd. 

Weston Instruments Div. Day- 
strom Inc. 


HERMOPILES 


Barber-Colman of Canada Ltd. 
Canadian Research Institute 
Thermo Electric (Canada) Ltd. 
Cambridge Instrument Co. Ltd. 
Sierra Electronic Co 

Universal Atomics Corp. 


Barber-Colman of Canada Ltd. 
Canadian Research institute 
Honeywell Controls Ltd. 
Measurement Engrg. Ltd. 
Polytronics Co. 


American Thermostat Corp. 

Ellenberger & Poensgen GmbH 

Fenwal Controls Inc. 

Revere Corp. of America 

Sifam Electrical Instruments 
Co, Ltd. 

Stevens Mfg. Co., Inc. 

—— Electrical Instruments 

td. 


IMERS 


- Automatic 9. Inertia 
Cycle 
. Automatic 
Interval 
. Automatic 
Reset 
. Clock 
Radio 
. Cycle 
. Electronic 
- Hour 
Counting 
. Impulse 
be a a Co. of Canada 


= Applied Research Ltd. 


Canadian Electronics Co. 6. 
Canadian General Electric Co. 
Ltd. 2-4-6-7-14, 
Canadian Marconi Co. 6. 
Canadian Peeneaen Institute 
1-2-3-5-6- 
Canadian Wonteghanes Co, 
Ltd. 2-13-16. 
Conway Electronic Enterprises 
Reg’d. 
Dominion Electrohome Indus- 
tries Ltd., Tech Prods. Div. 
1-2-3-5-6-8-9-10-11-12-13-14-16. 
Electronics Associates Ltd. 
1-2-6-13-14, 
Electronics Corp. of America 
(Canada) Ltd. 1 
Ericsson Telephone Sales of 
Canada Ltd. 
Fisher Scientific Co. Ltd. 2. 
International Business Machines 
Co. Ltd. 1-6-7-8, 
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Isotope Devel. Ltd. 6. 

meyer ve. Ltd. 
1-2-3-6- 

Precision Welder & Fiexpress 
(Canada) Ltd. 

Sharpe Eee conien Lid. 6. 

Sperry Gyroscope Co. 5. 

Standard Electric Time Co. of 
Canada Ltd. 1-5-6-10. 

Taylor Instrument Cos. of 
Canada Ltd. 1-2-3-10-11. 


Aemco Inc. 1-2-3-5-10-14. 

Alto Scientific Co., Inc. 1-6. 
Automatic timing & Controls, 
Inc. 1-2-3-5-6-7-8-11-12-14. 

Baird-Atomic, Inc. 
1-2-3-6-8-13-14. 

Beckman Berkeley Div. 6-13. 

Belling & Lee Ltd. 3-15. 

Bristol Motor Div. Vocaline Co. 
of America. 1-2-3-5-10. 

Om uter Measurements Corp. 


Cramer Controls Corp. 
1-2-3-5-10-11-12. 

Dawe Instruments Ltd. 2-6. 

DeJur-Amsco Corp. 7. 

Electronic Associates Inc. 6. 

Electronics Specialty Co. 
1-2-3-5-6-8-14-15. 

Etelco Ltd. 6. 

Farmer eiectric Products Co., 
Inc. 1-2-3-5-6-8-10-14-16. 

Ferranti Ltd. 7. 

G-V Controis, inc. 15. 

Globe Industries, Inc, 1-2-3-10. 

Gorrell & Gorrell. 1-5-11-12. 

Greenleaf Mfg. Co. 1-2-6-13-14, 

Haydon Div., General Time 
Corp. 1-2-3-5-7-8-10-11. 

The A. W. Haydon Co. 
1-2-3-6-7-10-1 1-12. 

Hewlett-Packard Co. 6. 

Horstmann Gear Co., Ltd. 7. 

Industrial Timer Corp. 
1-2-3-5-7-10-14, 

J. B. T. Instruments Inc. 7. 

The Lux Clock Mfg. Corp. 
2-5-6-8-11. 

P. R. Mallory & Co. Inc. 
1-2-8-10-11. 

Marion Electrical Instrument 
Co. 7. 

Miller Harris Instrument Co. 
2-3-6-7-10. 

Moses Electronics. 7. 

Nationai Co. inc. 1-2-3-4-5-6- 
7-8- 


9. 

Opad Electric Co. 

Paragon Electric co. 1-2-3-5-14, 

Patterson, Moos Div. of Uni- 
versal W.nding Co., Inc. 
1-6-8-9. 

Peschel Electronics, Inc. 6. 

Photovolt Corp. 1-5 

Photocon Research Prods. 8. 

Potter Instrument Co., Inc. 
1-2-3-5-6-13-14. 

Polytronics Co. 13. 

Ripley Co., Inc. 6-13-16. 

S.A. Rochar Electronique. 6-13, 

Saia S. A. 2. 

Sifam ee Instruments 
Co., 

Sinclair ollins Valve Co. 
1-5- 

Sodeco. 7-8. 

Stromberg Time Corp. 
1-2-3-5-14. 

Telectro Industries Corp. 
1-2-3-6-10-14-15. 

J. Langham Thompson Lid. 6. 

Walkirt Co. 1-2-3- 

Zenith Electric Co. 1-2-3-4-5-6- 
7-8-9-10-11-12. 


Aircraft-Marine Prods. of 
Canada Ltd. 


Aluminum Co. of Canada Ltd. 1. 


Automatic Electric Sales 
(Canada) Ltd. 1. 

The Canadian Fairbanks-Morse 
Co. Ltd, 1-2-3. 

Canadian Sonic Co. 5. 

Conway Electronic Enterprises 


Reg’d. 5. 
Joy Mfg. Co. (Canada) Ltd. 2. 
Rawiplug Products (Canada) 
Ltd. 1 


United Shoe Machinery Co. of 
Canada Ltd. 6. 


The Beryllium Corp. 1. 

Buchanan Electrical Products 
Corp. 1. 

Decmat Mfg. Co. 

mm Electric : Co. 


Gulton Industries Inc. 5. 


2. Lifeboat 
3. Portable 


Hunter Tools 

Narda Ultrasonics Corp. 5. 
PIC Design Corp. 1. 
Robins Industries Corp. 1. 
Saxton Prods. Inc. 1. 

Vaco Prods. Co. 1. 
Xcelite Inc. 1. 


TRACERS—Signal 


® Canadian Research Institute 


= Electronics Industries 
td. 


Measurements, A McGraw- 
Edison Div. 

Sylvania Electric Corp. 

be Electrical Instruments 


TRANSCEIVERS 


4. ubf 
5. vhf 


1. Aviation 


Aviation Electric Ltd. 1. 

Canadian Westinghouse Co. 
Ltd. 1-2-3. 

Collins Radio Co. of Canada 
Ltd. 1-4-5. 

Cossor (Canada) Ltd. 1-2-3-4-5. 

Electronic Materiels Interna- 
tional Lid. 1-3-4-5. 

Humble Mfg. Co. Ltd. 3. 

The Plessey Co. of Canada Ltd. 

Radio Communications Equip- 
ment Engrg. Ltd. 3. 

Raytheon Canada Ltd. 5. 

— Telephones & Cables 


td. 1. 
F. V. Topping Electronics 
Ltd. 1-3. 


Bendix Aviation Corp. 1-3-4-5. 

Allen B. Du Mont Labs., Inc. 
Int. Div. 3-4-5. 

Industrial Radio Corp. 3. 

Kaar Engrg. Corp. 4. 

Link-Gonset, Young Spring & 
Wire Corp. 4-5. 

Murphy Radio Lid. 4-5. 


TRANSDUCERS 


1. Electrome- 
chanical 

2. Photo- 
electric 


3. Thermo- 
electric 


The Bristol Co. of Canada Ltd. 


= Canadian Research Institute 


= Canadian Sonic Co. 1. 
» Canadian Westinghouse Co. Ltd. 


1. 
Electro Mechanisms Ltd. 1. 
The Garrett Mfg. Corp. of 
Canada Ltd. 1. 
International Research & Devel. 
Corp. L. 
Measurement Engrg. Ltd. 2. 
The Plessey Co. of Canada Ltd. 


1. 
Raytheon Canada Ltd. 1. 


Arnoux Corp. 3. 

Baird-Atomic, Inc. 2. 

Beckman Berkeley Div. 1-2. 
BJ Electronics. 1. 

A/S Bruel & Kjaer. 1. 
Columbia Research Lab. 1. 

ae nen Measurements Corp. 


Dawe Instruments Ltd. 1-2-3. 
Decker Engineering Corp. 1-3 
Electro Prods. Labs., Inc. 1. 
Endevco Corp. 1. 

Evershed & Vignoles Ltd. 1. 
Fairchild Controls Corp. 1. 
Farmer Electric Prods. Co., Inc. 


1. 
Gow-Mac Instrument Co. 1. 
Gulton Industries Inc. 1. 
International Resistance Co. 1. 
James B. Lansing. 1. 
Manheim Mfg. & Belting - 1. 
Northam Electronics, Inc. 
Photocon Research Prods. t. 
Polyphase Instrument Co. 1. 
Racon Electric Co., Inc. 1. 
Radiation, Inc. 1. 
Rahm Instruments Div., U.S. 
Gauge. 1. 
Arthur C. Ruge Inc. 3. 
Sanborn Co. 1. 
ba H. pene (Electronics) 
td. 
Schaevitz Engrg. 1. 
Southern Instruments Ltd. 1. 
Special Prods. Div., Servo- 
mechanisms, Inc. 1-3. 
Spectro! Electronics Corp. 1. 
Springfield Labs. 1 
Statham Labs. Inc. 1. 
Taylor Electrical Instruments 
Ltd. 1. 
Ultradyne Inc. 1. 
Waugh Engrg. Co. 1. 





TRANSFORMER 
WINDINGS 
Magnetic Coil Co. 
Osborne Electric Co., Ltd. 
Spaulding Fibre Co. of Canada 


td. 
Standard Television Prods. Ltd. 


Epco Products, Inc. 
Hermetic Seal Transformer Co. 
Sioux Radio Prods. 
= Weston Instruments Div. 
Daystrom Inc. 12. 
bat ad Electrical Radio Co. 
td. 


TRANSFORMERS 
Note: 


Voltage Re- 
gulating 

Welding 

ad 


. 31. 
Acme weer Seat 
1-2-3-4-7- 8-29 a. 

hiamtuaien Prods. of 
Canada Ltd. 11-19. 

Audio Transformer Co. Ltd. 
1-2-3-4-6-8-12-13-16-28. 


Bayly Engrg. Ltd. 12-15-17-19-25. 


Bepco Canada Ltd. 11-12. 

Canadian Electronics Co. 20-26. 

Canadian General Electric Co. 
Ltd. 11-12-13-15-16-19-20-21- 
23-27-29 


Canadian Marconi Co. 27. 
Canadian Sonic Co. 26. 
Canadian Research Institute. 12. 


Canadian Westinghouse Co. Ltd. 


11-12-13-16-19-21-25-29-30. 

Electronic Engrg. 1-2-3-4-6-8-10- 
11-13-15- 16-20-21-27- 29. 

E.C.C. Canada Ltd. 1. 

English Electric Co. of Canada 
Ltd. 11-12. 

Ferranti Ltd. 1-2-3-4-5-7-8-11-12- 
13-14-15-16-18-19-29 (h). 

General Instrument - F. W. 
Sickles of Canada Ltd. 9. 

General Radio Co. 7-27. 

J. R. Longstaffe Co. Ltd. 
1-2-3-4-6-7-8 

R. Mack & Co. Ltd. 15-25 (h). 

Magnetic Coil Co. 
8-11-13-21-28-29-30. 

Osborne Electric Co. Ltd. 6-7-8- 
10-12-13-15-16-17-18-30 (h). 

— Electronics Industries 


The Plessey Co. of Canada Ltd. 
1-2-3-4-7-8-10-16-20-23-28. 

Raytheon Canada Ltd. 
7-8-19-21-29-30 (h). 

RCA Victor Co. Ltd. 23. 

S. G. Smallwood Ltd. 9-20-23. 

— (Canada) Ltd. 


Sperry Gyroscope Co. 14. 

Standard — & Cables 
Ltd. 20-25-2 

Standard arisen Prods. Ltd. 
-2-3-4-5-7-8-11-12-13-15-16-17- 
18-19-20-25-29-31 (h). 

Stanwyck Coil Prods. Ltd. 
15-19-20-24-25. 

T.M.C. (Canada) Ltd. 19. 

F. V. Topping Electronics Ltd. 


Acoustica Associates. 26. 
Acro Prods. Co. 19-28, 
Advance Components Ltd. 29. 
Aerialite Ltd. 20-24, 
Airpax Prods. Co. 
6-7-15-19-25-28. 
Airtron, Inc 
6-7-8-13-14-15- 19 (h). 
Aladdin Electronics. 20. 
Alford Mfg. Co. 14. 

Alto Scientific Co., Inc. 19. 
Arnold Magnetics Corp. 1-2-3-4- 
5-6-7-8-13-15-16-18-21-25-28. 

Associated Research Inc., 
Export Dept. 11-12. 

Audio Development Co, 1-2-3-4, 

Automatic Coil Co., Inc. 9-20. 

Blonder-Tongue Labs., Inc. 


Caledonia Electronic & Trans- 
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Hermetically sealed trans- 
formers are indicated by (h) 


former Corp. 

1-7-11- 1519-20-25 (h). 
Cambridge Thermionic =e 20. 
Carad Corp. 1-2-3-4-5-6-7-8-9-10- 

23-24-25-28-29-31 (h). 
Dawe Instruments Ltd. 
Del Electronics Corp. 1-2-3-4-6- 
7-8-10-11-16-21 (h). 
Eagle Electric Mfg. Co., Inc. 6. 
The Electric Construction Co. 


11. 

Electro Engrg. Works. 
1-2-3-4-5-6-7-8-12- [3-14-15- 16- 
20-21-29-30-31 (h). 

Epco Prods., Inc. 1-2-3-4-5-7-8- 
11-13-16-19-25-28-30 (h). 

Filtron Co., Inc. 11-19. 

Firma Jorgen Schou 
1-2-3-4-8-11-12- 13-i5- 16-17-18-19 

Fortiphone. 15. 

General Electric Co., X-Ray 
Dept. 31. 

General Radiological Ltd. 31. 

General Magnetics, Inc. 21. 

Gertsch Prods., Inc. 18. 

B. F. Goodrich Sponge Prods. 
Div. 

Grand Transformers Inc. 
1-2-3-4-6-7-8-11-12-13-15-16-17- 
18-19-20-28-31 (h). 

Gulton Industries Inc. 
5-6-7-8-9-10-12-13-14-15-16-17- 
18-19-21-22-25-26-27-28-29. 

Hammond Mfg. Co. Ltd. 1-2-3-4- 
5-6-7-8-12-13-15-16-19-20-21-22- 
25-26-28-30 (h) 

Hartmann & Braun A.G. 12. 

Hermetic Seal Transformer Co. 
1-2-3-4-5-6-7-8-10-13-14-15-16- 
17-18-19-20-21-22-25-26-28-31 


(bh). 

Industrial Transformer Corp. 
1-2-3-4-5-6-7-11-12-13-15-16-17- 
18-19-25-28 (h). 

International Resistance Co. 


-19. 
Johnson Electronics Inc. (East). 
15. 
Kepco Labs., Inc. 11-16-21-29. 

Leach Corp. 


7-11-12- 17- 18-21-27-29. 

Lustraphone. 1 (h). 

Majestic Winding Co. 4. 

Merit Coil & Transformer Corp. 
1-2-3-4-5-6-8-9-16-23. 

Microlab. 14, 

Microtran Co., Inc. 1-2-3-4-5-7-8- 
ee 
(h). 

Microwave Assoc., Inc. 14. 

ee cd Radio Ltd 

3-4-14-15-19 (h). 

N.J.E. Corp. 11-13-19. 

National Co. Inc. 20. 

Ohmite Mfg. Co. 27. 

Opad Electric Co. 25. 

Ortho Filter Corp. 1-2-3-4-5-6-7- 
8-12- telly 25 (h). 

Oxford Components Co. 
3-4-6-8-11-12- 13-14-16-17-18-19- 
27-28-31. 

Partridge Transformers Ltd. 4. 

Peschel Electronics, Inc. 
11-16-21. 

Phillips Control Co: a0 
7-8-11-15-16-21-25-27 (h). 

Polyphase Instrument Co. 
1-2-3-4-5-6-7-8-9-10-11- 12-13-14- 
15-16-17-18-19-20-21-25 (h). 

Precision Welder & Flexopress 
(Canada) Ltd. 30. 

Rola Celestion Ltd. 4. 

Sioux Radio Prods. 20-25. 

Smith Hobson Ltd. 12. 

Special Prods. Div., Servo- 
mechanisms, Inc. 7-15-25 (h). 

Stratton & Co. Ltd. 20. 

Stromberg Carlson Co. 1. 

The Superior Electric Co. 7-27. 

Telephone Mfg. Co., Ltd. 25. 

Thordarson Meissner. 
11-12-13-15-16. 

Torotor A/S. 20-23-24. 

Triad Transformer. 1-2-3-4-8-9. 

Ernest Turner Electricai Instru- 
ments Ltd. 12-18. 

Varo Mfg. Co. 1-4-6-7-13-15-20- 
21-25 (h). 

= Waters Mfg., Inc. 20-27. 

Watkins Electronics Ltd. 2-4. 

Whiteley Electrical Radio Co. 
Ltd. 1-2-3-4-5-6-7-8-12-13-15- 
19-20-23-25-27-28-29. 


TRANSISTORS 


1. Germanium 
2. Germanium, 4. Silicon, 
Power Power 
. Cpe General Electric Co. 
td. 1 
Canadian Line Materials Ltd. 


3. Silicon 


® Canadian Westinghouse Co. Ltd. 


Honeywell Controls Ltd. 1-2. 
Raytheon (Canada) Ltd. 1-2-3-4, 
Sperry Gyroscope Co. 4. 


= Standard Telephones & Cables 
Ltd. 1. 


Taylor-Leslie Mining & Engrg. 
Corp. Ltd. 3-4. 


Amperex Electronic Corp. 1-2. 
Bendix Aviation Corp. 1-2. 
CBS-Hytron. 1. . 
Clevite Transistor Prods. 1-2-3. 
Fairchild Controls Corp. 3. 
General Transistor Corp. 1-3. 
Hughes Prods., Hughes Aircraft 
Co. 1-3. 
Laboratoire Central De Tele- 
communications. 1-3. 
Morhan Exporting Corp. 1. 
Motorola. Inc. Semiconductor 
Prod. Div. 1-2. 


— Lunsdale Tube Div. 


1-2- 

Siemens Edison Swan Ltd. 1. 

Sylvania Electric Products Inc. 
1-2-3-4. 

Texas Instruments Incorporated. 

Transitron Electronic Corp. 3-4. 

Universal Transistor Products 
Corp. 1-2-3-4. 

Westinghouse Electric Corp.- 
Semi Conductor Div. 1-2-3-4. 

Workman TV, Inc. 1. 


TRANSMITTERS 
1. Aircraft 14, Portable 
2. Amateur and Mo- 
3. Broadcast bile Radio 
4. Color Tele- Telephone 
15. Pulse Time 
Modula- 
Finding n 
Radar 


. Facsimile 17. Radio 
. Fixed Fre- Range 
18. Railroad 


19. Single Side 

Band 
20. Television 
21. uhf 


10. 22. vhf 
11. 


h 
23. vhf Omni 


12. Microwave Range 
13. Multiplex 


American Electronic Labs., Inc. 
1-5-8-12-21 

Aviation Electric Ltd. 1-11-16. 

Canadian General Electric Co. 
Ltd. 3-4-6-8-9-11-13-14-15-16- 
18-19-20-21-22. 

Canadian Marconi Co., Ltd. 14. 

Canadian Westinehouse Co. Ltd. 


1-2-6-7-8-9-12-13-14-16-17-19-23, 


Collins Radio Co. of Canada 
Ltd. 1-2-3-5-6-8-9-12-13-14-17- 
19-21-22-23. 

Decca Radar (Canada) Ltd. 16. 

Electronic Materie's Internation- 
al Ltd. 1-5-6-8-21-22. 

Electronic Research & Develop- 
ment Co. Ltd. 8-9-19, 

Jerrold Electronics (Canada) 
Ltd. 20-22. 

— Electric Co. of Canada 

1 


The Plessev Co. of Canada Ltd. 

1-8-9-14-22. 

Radio Communications Equip- 
ment & Energ. Ltd. 
3-8-9.11-14-19, 

RCA Victor Co. Ltd. 
3-11-12-16-19-20. 

Ravtheon Canada Ltd. 
5-8-9-11-12-13-16. 

Sinc'air Radio Labs., Ltd. 
12-21-22. 

Sperry Gvroscope Co. 
10-11-12-16. 

Sere Telephones & Cables 

Ad. 


5-6-8-9-12-13-15-17-18-19-22. 
T.M.C. (Canada) Ltd. 
2-8-9.11-13-14-19, 
F. V. + eee Electronics Ltd. 
11-14, 


Airtron Inc. 12-16, 

American Electronics Co. 2. 

Applied Research Inc. 13-21-22. 

Rex Bassett Inc. | aed 

Bendix Aviation Cor 
1-6-8- 0.13-14-16-17-18-21- 22-23. 

British Communication Corp. 
3-8-9-11-14-19. 

Budelman Electronics Corp. 
7-8-12-13-21. 

Crosby Labs Inc. 7-13-19. 

Allen B. Du Mont Labs Inc. 
4-7-8-9-12-14-18-20-21-22. 

Electronics Development Co. 
Inc. 20. 

Ferranti Electric Inc. 16. 

Ferranti Ltd. 5-12-16. 

Fisher Research Lab Inc. 11. 

General Electric Co. of England. 


General Instrument Corp. 1. 
Gruen Industries Inc. 
8-9-11-14-16-19. 
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# Heath Co. 2. 

Dr. Ing. Rudolph Hell. 7. 

Industrial Radio Corp. 14. 

E. F. Johnson Co. 2-19. 

Kaar Engrg. Corp. 11-21. 

Kay Electric Co. 4-20. 

i Electronics Prods. Inc. 
12-16. 

Link-Gonset, Young Spring & 
Wire Corp. 6-14. 

Manson Labs., Inc. 
12-16-19-21-22. 

Morrow Radio Mfg. 2. 

Muirhead & Co. Ltd. 7. 

Murphy Radio Ltd. 
1-6-8-9-11-14-19-20. 

i «ae Gov. & Ind. Div. 


Racal Energ. Ltd. 8-9-11-14-19. 

Radiation, Inc. 6. 

Radio Corp. of America. 4. 

Radio Specialty Mfg. Co. 14. 

Railway Communications Inc. 18. 

Redifon England Ltd. 
3-8-9-11-14-17-19. 

Sarkes Tarzian Inc. 20. 

Sierra Electronics Corp. 22. 

James S. Spivel Inc. 1-5-8. 

Telerad Mfg. Corp. 12-16. 

Television Utilities Corp. 2-7-20. 

J. Langham Thompson Ltd. 
6-8-21-22. 


TRAPS—Wave 


Benco Television Associates 
Ltd. 


Torotor A/S. 
Vidaire Electronics Mfg. Corp. 
Watkins Electronics Ltd. 


TUBE COOLING UNITS 


Eastern Industries, Inc. 


TUBES 


. Backward 
Wave 


19. Microwave 
Trans- 
» mitting 
Battery 20. Miniature 
21. Noise 
Source 
22. Phototubes 
23. Phototubes, 
Multiplier 
24. Pirani 
25. Power 
Amplifier 
26. Receiving 
27. Rectifying, 


Ray, as 
Studio or Filled 
Theatre 28. Rectifying, 
Cathode Vacuum 
y, 29. Sub- 
Television miniature 
Picture 3. Television 
. Counter Camera 
Beam 


Pick-up 
. Electrom- . Television 
eter 


A 

14. Ignitron 

15. Ionization 

16. Klystron 

17. Magnetron 

18. Microwave 

Receiving 

s Canadian General Electric Co. 
Ltd. 5-6-7-8-11-12-13-14-16-17- 
18-19-20-21-22-23-25-26-27-28- 
29-30-31-32-33-35. 

® Canadian Marconi Co., Elec- 
tronics Tube & Components 
Div. 5-6-7-8-9-12-16-17-18-19- 
21-22-25-26-27-28-29-32. 

« Canadian Westinghouse Co. Ltd. 
Tube Div. 
5-6-7-8-20-25-26-28-29. 

Electronic Associates Ltd. 
11-12-15-34, 

Ericsson Telephone Sales of 
Canada Ltd. 18-20- 

Philips Electronics Industries 
Ltd. 36. 

Raytheon (Canada) Ltd. 1-11-13- 
—_P 


34-35. 
RCA Victor Co. Ltd. 7-8-14-16- 
22-23-25-26-27-28-29-30-31-32. 
= Rogers Electronic Tubes & 
Components Div. of Philips 
Electronics Ind. Ltd. 
2-3-5-7-8-9-10-11-12-13-14-15- 
16-17-18-19-20-21-22-23-24-25- 
26-27-28-29-30-32-33-34-35. 
Sperry Gyroscope Co. 4-16-19-34, 
® Standard Telephones & Cables 
aad. 2-5-17-18-19-20-25-26-27- 


3%. X-ray 


Sylvania Electric (Canada) Ltd. 
25-26-27-28-29-32-33-35. 
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® Varian Associates of Canada 
Ltd. 1-16-18-19-34, 


—s instruments Lab., Inc. 


Amperex Electronic Co: 
9-11-13-14-16-18-19-25-26-27- 
28-29-32-35-36. 

Amperite Co. 2-35. 

Anton Electronics. 11-15-35. 

Baird Atomic Inc. 9-11-12. 

Bendix Aviation Corp. 1-11-16- 
18-20-21-25-26-27-28-29-32-33- 


Bomac Laboratories, Inc. 
16-17-18-19-20-33-1-21-34. 

The British Thomson-Houston 
Co. (Canada) Ltd. 14. 

Burroughs Corp. 9-12-21. 

Cascade Research. 1-25-28. 

CBS-Hytron. 
5-12-20-22-25-26-28-35. 

Christie Electric Corp. 3. 

Continental Electric Co. 
22-23-27-28-32. 

Cossor Instruments Ltd. 5-26-28. 

Diamond Power Specialty Corp. 


Allen B. Du Mont Laboratories, 
Inc. 5-6-23. 

Eitel-McCullough, Inc. 
16-18-19-25-26-27-28-34. 

Electrons, Inc. 27-32. 

Electronic Tube Corp. 5-6-34. 

Electrons Inc. 27-32, 

English Electric Valve Co. 
1-33-34-35. 

Etelco Ltd. 9-12-13-35, 

Ferranti Ltd. 5-7-8-10-12-17-18- 
19-21-25-26-27-28-32-33-35-36. 

General Electric Co. X-Ray 
Dept. 3-6. 

B. F. Goodrich Sponge Prods. 
Div. 17-19-33. 

Gordos Corp. 3-27-28. 

Grundig Radio Werke. 8-30. 

Huggins Labs., Inc. 1-18-19, 

Hughes Prods., Hughes Aircraft 
Co. 1-5-6-8-18-19-25-35. 

Ingenieur Buro Atlas. 8-30. 

Laboratoire Central De Tele- 
communications. 11-35, 

Machlett Labs., Inc. 
§-25-27-28-30-36. 

Microwave Assoc., Inc. 17-19-33. 

Penta Labs., Inc. 25-28-32. 

Photo-Crystals, Inc. 22. 

Polarad Electronics Corp. 
16-18-19. 

Radio Corp. of America. 
5-6-7-8-16-18-19-30-31. 

Raytheon Canada Ltd.- 
1-3-5-11-12-13-15-16-17-18-19- 
20-25-26-27-28-29-32-34-35. 

Siemens Edison Swan Ltd. 

5-8-23-26- 


Sierra Electronic Corp. 15. 

Solus Electronic Tubes Ltd. 
14-28-35-36. 

Sonotone Corp. 13-20-26-29. 

Sonotron Corp. 26. 

The Superior Electric Co. 35. 

Sylvania Electric Products Inc. 
16-17-18-23-: 

Taylor Tubes Inc. 27-28-32. 

Tektronix, Inc. 5-6. 

Telefonaktiebolaget L. M. 
Ericsson. 20. 

Television Utilities Corp. 31. 

Thermosen Inc. 20-21-28-35. 

Veeco Vacuum Corp. 15-24. 

The Victoreen Instrument Co. 
10-11-29-35, 

Waterman Prods. Co., Inc. 5. 

Waveline Inc. 2. 

Westinghouse Electric Corp. 
Tube Div. 1-2-3-4-9-10-11-12-13- 
14-15-17-18-19-21-22-23-24-27- 
30-31-32-33-34-35-36. 


TUNERS 

1. am 

2. fm 

3. fm/am 

4. Klystron 
5. Microwave 


6. Permeabil- 


ity 
7. Television 
8. Television 


9. uhf 
® Collins Radio Co. of Canada 
Ltd. 4-5. 
Cossor (Canada) Ltd. 1-2-3-6, 


General Instrument—F. W. 
brryy of Canada Ltd. 


as Plessey Co. of Canada Ltd. 


Radio Condenser Co. Ltd. 6. 

Rogers Electronic Tubes & 
Components Div. of Philips 
Electronics Ind. Ltd. 3. 

Standard Coil Prods. Ltd. 
2-7-8- 


yee ‘Electric (Canada) Ltd. 
Acoustical Mf, 


Aerialite Ltd. 
Airtron Inc. 5. 


. Co, Ltd. 1-2, 
8. 


Seed? Bagen Co. Inc. (East). 
Diamond Antenna & Microwave 
Corp. 4-5. 
Douglas Microwave Co. Inc. 5. 
DuKane Corp. 3 
Electro Voice Inc. 3. 
Ferranti Ltd. 5. 
F. Goodrich Sponge Prods. 
iv. 5. 
Hewlett-Packard, Inc. 5. 
H. J. Leak & Co. Ltd. 2. 
P. R. Mallory & Co. Inc. 9. 
Mark Simpson Mfg. Co. Inc. 3. 
J. W. Miller Co. 1-2. 
Pilot Radio Corp. 1-2-3. 
Precision Electronics, Inc. 3. 
Preh Elektrofeinmechanische 
Werke. 1-7. 
Stratton & Co. Ltd. 3. 
Stromberg Carlson Co. 3. 
Telerad Mfg. Corp. 4-5. 
Television Utilities ‘Corp. 1-7. 
Torotor A/S. 
The Trix Electrical Co. Ltd. 3. 
Waveline Inc. 4-5. 
bet een Engrg. & Mfg. Corp. 


TUNING DEVICES 


R. Receiver, T. Transmitter, 
Mechanical Mechanical 


# Canadian General Electric Co. 
bs Plessey Co. of Canada Ltd. 
Radio Condenser Co. Ltd. R-T. 


Bowmar Instrument Corp. R-T. 

Croname, Inc. R-T. 

General Communications. R-T. 

Jackson Bros. (London) Ltd. R. 
TURNTABLES—Recording 

& Transcription 


7 Cyagee General Electric Co. 
t 

. — Radio Co. of Canada 
L 


Cossor (Canada) Ltd. 

McCurdy Radio Industries Ltd. 

Collaro. 

Garrard Engineering & Mfg. 
Co. 


t 
Lenco (Goldring) Mfg. Co. Ltd. 


Rek-O-Kut 

The Soundscriber Corp. 
A. R. Sugden & Co. Ltd. 
Telectro Industries Corp. 
Thorens Co. 


ULTRASONIC EQUIP- 
MENT—Cleaners, Drills, 
etc. 

Canadian Sonic Co. 

Conway Electrical Enterprises 
Reg’ 
Dominion 

tries lo 
_ Electronics Industries 
d 


The Plessey Co. of Canada Ltd. 
Raytheon Canada Ltd. 


Electrohome 


Acoustica Associates. 
Branson Instruments, Inc. 
Curtiss-Wright Corp. 
Dawe Instruments Pia 
General Ultrasonics Co. 
Gulton Industries Ltd. 
Narda Ultrasonics Corp. 
Radio Heaters Ltd. 
Sheffield Corp. 

Wayne Kerr Labs. Ltd. 
Ultradyne, Inc. 


Vv 


VACUUM INDICATING, 
RECORDING & 
CONTROL EQUIPMENT 


The Bristol Co. of Canada Ltd. 
Fisher Scientific Co., Ltd. 
— Electronics Industries 


Ltd. 
Thermovolt Instruments Ltd. 


Cambridge Instrument Co. Ltd. 

Consolidated Electrodynamics 
Corp., Rochester Div. 

Edwards High Vacuum Ltd. 

Evershed & My vo Ltd. 

Haenni & Co. A, 

Hasting Raydist Inc. 

— Prods., Hughes Aircraft 


N.R.C. Equipment Corp. 
United Electrical Controls Co. 
United States Gauge. 

Veeco Vacuum Corp. 
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Indus- 


VACUUM PUMPS 
The Canadian Fairbanks-Morse 
Co. Ltd. 
Fisher Scientific Co. Ltd. 


Thermovolt Instruments Ltd. 
Varian Associates of Canada 


td. 
Veeco Vacuum Corp. 


Consolidated Electrodynamics 
Corp., Rochester Div. 

Danchemo A/S. 

Edwards High Vacuum Ltd. 

Eitel-McCullough, Inc. 

Gehr Ruhstrat. 

Joy Mfg. Co. (Canada) Ltd. 

Metro-Vickers Electrical Co. 

d 


Ltd. 
N.R.C. Equipment Corp. 
VACUUM UNITS 


Consolidated Electrodynamics 
Corp., Rochester Div. 
Edwards High Vacuum Ltd. 
Kahle Engineering Co. 
.R.C. Equipment Corp. 
Veeco Vacuum Corp. 


VALVES—Servo 

The Garrett A was Corp. of 
Canada 

Raytheon C "a Ltd. 
Thermovolt Instruments Ltd. 
The Bristol Co. 
George Ellison Ltd. 
Great Lakes Mfg. Corp. 
Kearfott Co., Inc. 
Semson (Frankfurt). 
United Aircraft Prods. Inc. 


VALVES—Solenoid 
The Canadian Fairbanks-Morse 
Co. Lt 
Electronics Corp. of America 
(Canada) Ltd. 
The Garrett Mfg. Corp. of 
Canada Ltd. 


Atkomatic Valve Co. Inc. 
The Bristol Co. 
Electronics Corp. of America 
(Canada) Ltd. 
George Ellison Ltd. 
Great Lakes Mfg. Corp. 
Sinclair-Collins Valve Co. 
Skinner Electric Valve Div. 
Veeco Vacuum Corp. 
VARISTORS 
* Canadian General Electric Co. 
Ltd. 
Canadian Line Materials Ltd. 
The Carborundum Co., Globar 
ant. 
Schaver Mfg. Corp. 
Steatit-Magnesia A.G. 
VIBRATION ANALYSIS 
EQUIPMENT 


1. General 
2. Electronic 
Balanc 


Canadian Westinghouse Co. Ltd. 


Dawe Instruments. 1-2. 

General Radio Co. 1. 

International Business Machines 
Co, Ltd. 1-2. 

Philips Electronics Industries 
Ltd. 1-2-4 


American Electronic Labs. Inc. 


A/S Bruel & Kjaer. 1-4. 
Calidyne Co. 4. 
Cambridge Instrument Co. Ltd. 


Century Electronics & Instru- 
ments, Inc. 1. 

Chadwick-Helmuth Co. 1. 

Electro Mechanisms Ltd. 1. 

Endevco, Corp. 1-3. 

Goodmans Industries Ltd. 1-4. 

Hughes Prods., Hughes Aircraft 
Co, 1-2-4, 

International Research & Devel. 
Corp. 1-2-4. 

Kay Electric Co. 1. 

M. B. Mfg. Co, 1-4. 

a < oe Mfg. & Belting Co. 


1 
Muirhead & Co, Ltd. 1-4, 
Southern Instruments Ltd. 1. 
Southwestern Industrial Elec- 
tronics Co. 1. 
be oo Electrical Instruments 


Tel- Gtsrenent Electronics 
Corp. 
Uptron Corporation. 1. 


VIBRATION EXCITING 
EQUIPMENT 


® Canadian General Electric Co. 


Philips Electronics Industries 
Ltd. 


s A/S Bruel & Kjaer. 
The Calidyne Co., Inc. 
® Conrad Inc. 
Losenhauserwerk. 
M. B. Mfg. Co. 
S. A. Rochar Electronique. 


VIBRATORS—Multivibrators 


® Canadian General Electric Co. 
Ltd 


Ferranti Electric Ltd. 
The Plessey Co. of Canada Ltd. 


Etelco Ltd. 

J. B. T. Instruments. 

P. R. Mallory & Co. Inc. 

Potter Instrument Co., Inc. 

Radiant Corp. 

Universal Transistor Products 
Corp. 

Vokar. 


VIBRATORS—Ultrasonic 


® Canadian Research Institute. 
Canadian Sonic 
Raytheon Canada Ltd. 


Narda Ultrasonics Corp. 
VISCOSIMETERS WITH 

ELECTRONIC 

RECORDERS 


® Canadian General Electric Co. 
Lid 


Canadian Sonic Co. 
s International Business Machines 
Co. Ltd. 
Philips Electronics Industries 
Ltd. 


The Plessey Co. of Canada Ltd. 
Westronics, Inc. 


Bendix Aviation Corp. 
s A/S Bruel & Kjaer. 
Ferranti Ltd. 
® Hughes Prod., Hughes Aircraft 


Co. 
Minneapolis Honeywell Regu- 
lator Co. 
Polarad Electronics Corp. 
Potter Instrument Co., Inc. 


VOLTAGE SUPPLIES— 
Decade 
Acme Electric Corp. Ltd. 


« John Fluke Mfg. Co., Inc. 
Kin-Te 
Owen sy Inc. 
Tel-Instrument Electronics Corp. 
Wandel & Goltermann. 


VOLTMETERS 
5. Kilovolt- 
meters 


6. Millivolt- 
meters 
7. Slideback 


= Bach Simpson Ltd. 1-3-6. 
oe olman of Canada Ltd. 


me Canada Ltd. 1. 

Canadian General Electric Co. 
Ltd., E.E. & T.D. 5. 

Can adian Research Institute. 
1-3-5-7. 

Canadi an Westinghouse Co. Ltd. 


English Electric Co. of Canada 
Ltd. 1. 


Philips Electronics Industries 
Ltd. 1-3-5-6. 

Stark Electronic Instruments 
Ltd. 1- 

Thermovolt Instruments Lid. 1-6, 


Acton Labs., Inc. 3. 

Advance Components Ltd. 1-3. 

Alto Scientific Co., Inc. 1-3-6. 

Associated Research, Inc. 5-6. 

Avo Ltd. 3. 

Ballantine Labs., Inc. 3-5. 

Beckman Berkeley Div. 2. 

Beta Electric Corp. 5. 

British Physical Labs. 1-2-3-6. 

A/S Bruel & Kjaer. 3 

Burr Brown Corp. 1-3. 

Cambridge Instrument Co. Ltd. 
1-3-6. 

Camille Bauer Ltd. 1-5. 

Chicago Industrial Instrument 
Co. 1-6. 

Clough-Brengle Co. 1-3 

Cubic Corp. 2 

The Daven Co. 3. 

Dawe Instruments Ltd. 3 

DeJur-Amsco Corp. 1-6. 





Donner Scientific Co. 3. 

Electro Instruments Inc. 2. 

—e Instrument 
‘o. 1. 

Electronic Associates, Inc. 2-3. 

Electronic Instruments Ltd. 1-3. 


Electronic Instrument Co. Inc. 3. 


Electronics Associates. 1. 

Epsco, Inc. 2-3. i 
i s Co. Inc. 1-6. 

Evershed & Vignoles Ltd. 1-5-6. 

Ferranti Ltd. 1-4-5-6. 

Fisher Research Lab. Inc. 3-6-7. 


John Fluke Mfg. Co. Inc. 1-3-6-7. 


Gertsch Prods., Inc. 5. 

P. Gossen & Co. GmbH. 1-4-5. 
Gulton Industries Inc. 1. 
Hartmann & Braun A.G. 1-4. 
Hewlett-Packard Co. 1-2-3-6. 


Hickok Electrical Instrument Co. 


1-3-6. 

Hughes Prods., Hughes Aircraft 
Co. 1-2. 

Industrial Control Co. 3. 

International Instruments Inc. 


I/S Jensen Electric. 1-5-6, 

Kay Electric Co. 1. 

Kearfott Co., Inc. 2-3. 

Kin-Tel. 1-2-3-6. 

Marion Electrical Instrument 
Co. 1- 


Measurements, a McGraw-Edison 


iv. 3. 

Metropolitan Vickers Electrical 
Co. Ltd. 1-6. 

Millivac Instruments. 1-3. 

Nalder Bros. & Thompson Ltd. 
1 


-5-6. 
Nash & Thompson Ltd. 1-3-6. 
Non-Linear Systems Inc. 2-6. 
Owen Labs., Inc. 2. 
Phaostron Instrument & Elec- 
trical Co. 1-5-6. 
Potter Instrument Co. Inc. 2-3. 
Precision Apparatus Co. Inc. 


Pyramid Instrument Corp. 1. 
Radio Corp. of America. 1. 
Radio Frequency Labs. 2-3. 
Radiometer. 

Railway Communications Inc. 1. 
The Record Electrical Co. Ltd. 
S. A. Rochar Electronique. 2. 
— Instruments, Inc. 


Sensitive Research Instrument 
Corp. 1-3-4-5-6. 
Shallcross Mfg. Co. 1-5. 
Shurite Meters. 1-6. 
Siemens Edison Swan Ltd. 1-6. 
Sierra Electronic Corp. 3. 
Sifam Electrical Instruments Co. 
Ltd. 1-6. 
Sterling Mfg. Co. 1. 
The Solartron Electronic Group 
Ltd. 2-3. 
Soundolier Inc. 1. 
Southern Instruments Ltd. 2. 
Southwestern Industrial Elec- 
tronics Co. 2-6. 
Taylor —— Instruments 
1-3. 
Trio Labs., Inc. 3. 
Triplett Electrical Instrument 
Co. 1-4. 
Ernest Turner Electrical Instru- 
ments Ltd. 1-4-5-6. 
WacLine, Inc. 1-6. 
= Waters Mfg., Inc. 1-6. 
@ Wayne Kerr Labs Ltd. 1-3. 
Welch Mfg. Co. 1. 
= Weston + 5 Div. 
Daystrom Inc. 
Winston Miochronics Ltd. 2. 


Ww 


WATTMETERS 


*® Bach Simpson Ltd. 
Bayly Engineering Ltd. 
Bepco Canada Ltd. 
. ae General Electric Co. 
td. 
@ Canadian Research Institute. 
—- Electronic Enterprises 


English Electric Co. of Canada 


Thermovolt Instruments Ltd. 
® Tinsley Instruments. 


B. J. Electronics. 

Budelman Electronics Corp. 
Cambridge Instrument Co. Ltd. 
Camille Bauer Ltd. 

Chemalloy Electronics Corp. 
——- Industrial Instrument 


‘0. 
Cubic Corp. 

Elima GmbH. 
Esterline-Angus Co. Inc. 
Evershed & Vignoles Ltd. 
Ferranti Ltd. 

John Fluke Mfg. Co. Ltd. 
P. Gossen & Co. GmbH. 
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Hartmann & Braun A.&. 
Hewlett-Packard Co. 


Hickok Electrical Instrument Co. 


International Instruments Inc. 

I/S Jensen Electric. 

— Electrical Co. 

td. 

Radio Frequency Labs. 

The Record Electrical Co. Ltd. 

Sensitive Research Instrument 
Corp. 

Siemens Edison Swan Ltd. 

Sierra Electronic Corp. 

Taylor Electrical Instruments 


Ltd. 
Triplett Electrical Instrument 


o. 
WacLine, Inc. 
Wandel & Goltermann. 
Welch Mfg. Co. 
® Weston Instruments Div. 
Daystrom Inc. 


WAVEGUIDE 
DISSIPATIVE STRIPS 


The Plessey Co. of Canada Ltd. 
RCA Victor Co. Ltd 
Sinclair Radio Labs. Ltd. 


Airtron Canada Ltd. 

Bogart Mfg. Corp. 

Diamond Antenna & Microwave 
orp. 

Filmohm Corp. 

F-R Machine Works, Inc. 

a Goodrich Sponge Prods. 
Iv. 

Induction Motors Corp. 

Microwave Assoc., Inc. 

Telerad Mfg. Corp. 

Waveline Inc. 


WAVEGUIDE TEST 
EQUIPMENT 


RCA Victor Co. Ltd. 
Sinclair Radio Labs. Ltd 


California Technical Ind. 

Chemalloy Electronics Corp. 
T.E. Circuit Breaker Co. 

Cubic, Corp. 

Diamond Antenna Microwave, 


Corp 
F-R Machine Works, Inc. 
Ferranti Ltd. 
B. F. Goodrich Sponge Prods. 
Div. 
Hewlett-Packard Co. 
— Prods., Hughes Aircraft 


Kearfott Co. Inc. 

Microwave Associates, Inc. 
Narda Microwave Co. 

Sperry Gyroscope Co. 

Telerad Mfg. Corp. 

Waveline Inc. 

Weinschel Engrg. & Mfg. Corp. 


WAVEGUIDES 
C. Combination 
F. Flexible R. Rigid 


Andrew Antenna Corp. Ltd. R. 


Decca Radar (Canada) Ltd. F-R. 


Lenkurt Electric Co. of Canada 
Ltd. C. 

RCA Victor Co. Ltd. C-F-R. 

Sinclair Radio Labs. Ltd. C. 


Airtron Inc. C-F-R. 

Bogart Mfg. Corp. C. 

Danbury Knudsen Inc. R. 

Douglas Microwave Co. Inc. R. 

I.T.E. Circuit Breaker Co. C-R. 

Diamond Antenna Microwave 
Corp. C-F-R. 

Dielectric Products Engrg. Co., 
Inc. R 


F-R Machine Works Inc. C-F-R. 


Ferranti Ltd. C. 

. F. Goodrich Sponge Prods. 

oD, C-F-R 

S. Kennedy & Co. R 
Meridien Metalcraft, Inc. R. 
Microwave Associates Inc. C. 
bal Senders (Electronics) 

td 
Telerad Mfe. “Corp. C-F-R. 
United Aircraft Prods. Inc. R. 
Waveline Inc. R. 


WAVEMETERS—Microwave 


# Canadian Marconi Co. 
. ae Radio Co. of Canada 
td 


F-R Machine Works, Inc. 
Microwave Assoc., Inc. 
Savage & Parsons Ltd. 

® Sinclair Radio Labs. Ltd. 


B. J. Electronics. 
Diamond Antenna Microwave 
Corp. 
Douglas Microwave Co. Inc. 
Ferranti Ltd. 
* Goodrich Sponge Prods. 
iv. 


Gruen Industries Inc. 
Hewlett-Packard Co. 
Mico Instrument Co. 


W. H. Sanders (Electronics) Ltd. 


Waveline Inc. 


WINDOWS—Pressurizing 
Airtron Inc. 
Ferranti Ltd. 
Filmohm Corp. 
B. F. Goodrich Sponge Prods. 
Div. 
Microwave Assoc., Inc 
WIRE 
1. Aluminum 
2. Annunciator 


0s 
Insulated 
4. Beryllium 


5. Ceramic 
Insulat 


17. Hook-up 


23. Nickel ¢ ome 


Cop) 
24. pasamber 
ronze 
25. Plastic 
Insulated 


15. 
16. 


Voltage 
Amphenoil Canada Ltd. 
7-9-10-13-16-17-20-25-31. 
= Automatic Electric Sales (Can- 
ada) Ltd. 6-8-9-15-17-25. 
Bepco Canada Ltd. 
1-6-8-9-16-20-25. 
« Boston Insulated Wire & Cable 
Ltd. 2-9-12-13-16-17-20-25-31. 
= Canadian General Electric Co. 
Ltd. 1-3-6-9-11-15-16-17-19- 
21-23. 


Canadian Wire & Cable Co. Ltd. 


1-2-3-6-7-8-9-10-11- 13-15-16- 
17:18-19-20-24-25-31 
Cords (Canada) Ltd. 10. 
Electrolabs. 2-17-25. 
Engelhard Industries of Canada 
Ltd. 12-14-26-28. 
Ericsson Telephone Sales of 
Canada Ltd. 9-11-12-25. 
Federal Wire and Cable _ of 
H. K. Porter Co, Canad 
Ltd. 1-2-3-6-7-8-9-10-11- 13-16- 
17-19-20-25-28-31. 
Fleck Mfg. Ltd. 10. 
The B. Greening Wire Co. Ltd. 
1-6-15-22-24-29. 
Hawkesbury Wire Co. Ltd. 
9-10-11-12-13-18-19-31. 
Hoskins Alloys of Canada Ltd. 
11-22-29. 
Jerrold Electronics (Canada) 
Ltd. 28-31. 
Johnson Matthey & Mallory 
Ltd. 14-26-28. 
National Fibre Co. of Canada 
Ltd. 8. 
Phillips Electrical Co. Ltd. 
1-2-3-6-7-8-9-1 1-12-13-15-16- 
17-19-20-25. 
Pirelli Cables, Conduits Ltd. 
1-2-3-6-7-9-16. 
Thermo Electric Canada Ltd. 
5-13-26. 
The Universal Wire and Cable 
Co. Ltd. 11-19. 


Aerialite Ltd. 6-7-8-9-10-11-12- 
13-15-16-17-20-25-29-31. 

Aero Research Instrument Co. 
Inc. 5. 

Allied gee Supply Corp. 

- 1 

Alpha Wire Corp. 6-7-9-10-11- 
12-13-16-17-19-20-24-25-28-31. 

American Super-Temperature 
Wires Inc. 31. 

Automatic Coil Mfg. Ltd. 10. 

Belden Mfg. Co. 
6-7-16-17-18-19-31. 

Berkshire Electric Cable Co. 
9-17-25. 

Birnbach Radio Co. 
(189 10-121318-16-17- 19- 
24-25-28-. 

British iced Callender’s 
Cables Ltd. 31. 

Driver-Harris Co. 
11-12-13-22-29. 

Crucible Steel Company of 
America. 19-29-32, 

Eagle Electric Mfg. Co. Inc. 25. 

ee Metallurgical Corp. 
ja-21 

General Electric (Ramp Wire & 
Phosphors). 21-33. 
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™ Greening Wire Co. Ltd. 


Haveg ‘|_| Inc. 16-25-31. 
Hitemp Inc. 

5-9-11- W2.14-18:19-20-25-31. 
Inso Prods. Ltd. 9-17-25-28-31. 
= Matthey & Co. Ltd. 


12. 
P. R. Mallory & Co. Inc. 21-33. 
a & Controls Corp. 
1 


26-34. 
Murex Ltd. 30-33-34, 
Nessor Alloy Products Co. 
-26-30. 

Pacific Automation Prods. Inc. 
1-3-4-5-6-7-9-10-11-12-13-15-16- 
17-20-25-28-29-31. 

Permanoid Ltd. 20-25. 

Phalo Plastics Corp. 8-15. 

Phelps Dodge Copper Prods. 
Corp. 9-11-13-19. 

Precision Tube Co. Inc. 20. 

Prodelin, Inc. 31. 

Revere Corp. of America. 
2-3-9-13-16-17-20-25-31. 

Saxton ie. Inc. 1-6-7-8-9-10- 
11-13-15-16-17-19-20-25-29-31. 

W. S. Shamban & Co. 25-31. 

Sprague International Ltd. 5-19, 

Stromberg Carlson Co. 
8-9-11-15-25. 

Tensolite a Wire Co. 

1 3-17-25- 


Times Wire & Cable Co. Inc. 
28-31. 


Trio Mfg. Co. 7. 
Daniel Woodhead Co. 9. 


WIRE STRIPPERS 
i + ae ae 3. Mechanical 


. Hand 
Hellermann Canada Ltd. 2. 


Artos Engrg. Co. 3. 

Birnbach Radio Co., Ltd. 2. 
Blonder-Tonque Labs., Inc. 2. 
Holub Industries, Inc. 2. 
Hunter Tools. 2. 

Ideal Industries Ltd, 2-3. 
London Chemical. 

MacDonald & Co. 2-3. 

K. Miller Tool & Mfg. Co. 2. 
P. K. Neuses Inc. 2. 

Pacific Automation Prods., Inc. 
Geo. Stevens Mfg. Co. Inc. 3. 
—_ Instruments Incorporated. 


X 


X-RAY DIFFRACTION 
EQUPMENT 


Philips Electronics Industries 
Ltd. 


General Electric Co. X-Ray 
Dept. 

General Radiological Ltd. 

S. A. Rochar Electronique. 

Solus Electronic Tubes Ltd. 

Universal Transistor Products 
Corp. 

Westinghouse Electric Interna- 
tional Corp. 


X-RAY EQUIPMENT 

I. Industrial M. Medical 
Canadian Curtiss-Wright Ltd. I. 
Philips Electronics Industries 


F-R Machine Works, Inc. M. 
General Electric Co. X-Ray 


Dept. I-M. 
General Radiological Ltd. I. 
High Voltage Engineering Corp. 


I-M. 
Keleket X-Ray Corp. I. 
Metro-Vickers Electrical Co. 


td. I-M. 
Pale? Corp., Gov. & Ind. Div. 


Television Utilities Corp. L 

Universal Transistor Products 
Corp. L 

Westinghouse Electrical Interna- 
tional Corp. 


YOKES—Defiection 
Canadian Eiectronics Co. 
General Instrument - F. W. 

Sickles of Canada Ltd. 
The Plessey Co. of Canada Ltd. 
RCA Victor Co. Ltd. 


Automatic Coil Mfg. Ltd. 

General Ceramics Corp. 

Heppner Mfg. Co. 

Muirhead & Co. Ltd. 

Radio Industries Inc. 

Torotor A/S. 

bat 7 td Electrical Radio Co. 
td. 
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# C. R. Snelgrove Co., Ltd. 
® TMC (Canada) Ltd. 


® Berkeley Division Beckman 
Instruments, Inc. 
Potter Instrument Inc. 
S. A. Rochar Electronique 


td. D. 
Canadian Aviation Electronics HEAT TREATING 
td. A. SERVICE 
Westi . 
Canadian Westinghouse Co Johnson Matthey & Mallory 


SERVICES 


COMPUTING SERVICES 


A. Analog D. Digital 
Electro Data Div., Burroughs 
fdas Machine of Canada 





Ltd. Electronics Div. A-D. 
er ye Services of Canada 
Ltd. A- 


Ferranti Electric Ltd. A-D. 
a oe Business Machines 


td. D. 
KCS Data Control Ltd. 
Remington Rand Ltd. 
Sharpe Instruments Ltd. “AD. 


Sperry Gyroscope Co. 


LABORATORIES, 
TESTING—Environmental 
Canadian Applied —.5 Ltd. 
Canadian Westinghouse Co. 

Ltd., Electronic Div. 
Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd. 


Acton Labs., Inc. 
Air-Marine Motors, Inc. 


Beckman Berkeley Div. A. 
Computer Control Co., Inc. D. 
Electronic Assoc., Inc. A- 
Metropolitan Vickers Electrical 
Non -r : 4 American Electronic Labs., Inc. 
ational Co., Inc. A. BJ Electronics, Borg-Warner 
Potter Instrument, Inc. D. Corp. 
Seeses, Enc. : 
ENCAPSULATION vedi sagy lk 
Hermetic — Transformer Co. 
SERVICES M. B. Mfg. 


Amphenol Canada Ltd. National Co., “Inc. 
Muirhead Instruments Ltd. Statham Development Corp. 


Oki & Willadsen Ltd. 

Osborne Electric Co., Ltd. LABORATORIES, 

Standard Television Prod. Ltd. TESTING—Other 
———_ Sasedion ustne Wes Ltd. 

Ai P y ® Canadian Research Institute. 

ee See Se = Canadian Westinghouse Co. 

Electronic Specialty Co. Ltd., Electronic Div. 

Induction Motors Corp. = George Kelk Ltd. : 

Kahle Engineering Co. s F. V. Topping Electronics Ltd. 

Murphy Radio Ltd. 


® Waters Mfg. Inc. American Electronic Labs., Inc. 


BJ Electronics, Borg-Warner 
Corp. 

Dale Prods., Inc. 

Nash & Thompson Ltd. 

National Co., l 

Peschel Electronics, Inc. 

Van Norman Industries, Inc., 
Electronics Div. 


ENGRAVING & 
PROFILING—Services 


The 4 Fairbanks-Morse 


Canadian Research Institute 
Conway Electronic Enterprises 
Hatewny scents bed PACKAGING SERVICE— 
Muirhead Instruments Ltd. On Electronic Equipment 
R. H. Nichols Ltd. Barber Colman of Canada Ltd. 
Osborne Electric Co., Ltd. # Canadian Research Institute 
Oki & Willadsen Ltd. Electronic Materiels Int’l. Ltd. 
Spaulding Fibre Co. of Canada Ferranti Electric Ltd. 

Ltd. s International Business Machines 

—_——— Co. Ltd 

auee Plastics Supply Corp. 

G. Brown Ltd. 
Padus iat Development Labs., 


Leach Corp. 
Lord Mfg. Co. 


SEALING SERVICE— 

ee Hermetic 

FREQUENCY Ferranti Electric Ltd. 
CALIBRATION = C. R. Snelgrove Co. Ltd. 
SERVICES as 


® Collins Radio Co. of Canada Electrical Industries, Div. of 
Ltd. Philips Electronics, Inc. 
Kahle Engineering Co. 


nc. 
Peerless Prods. Industries 


Electronic Service Supply Co. 


SILK SCREEN 
PROCESSING 


Allied Circuit Techniques Ltd. 

Ferranti Electric Ltd. 

The E. Harris Co., Ltd. 

Hathaway Kraemer Ltd. 

Measurement Engrg. Ltd. 

Oki & Willadsen Ltd. 

Radelin Ltd. 

United-Carr Fastener Co. of 
Canada 

X-Ray & Radium Industries Ltd. 


Allied Plastics Supply Corp. 
Croname, Inc. 
Metallics Inc. 


TECHNICAL WRITING, 
CATALOGUING & 
ILLUSTRATING— 
Electronic 
Canadian Applied Research Ltd. 


Canadian Research Inst. 
Comgetns Devices of Canada 


Cushing & Nevell Ltd. 

Electronic Assoc. Ltd., Techni- 
cal Publications Div. 

Electronic Materiels Interna- 
tional Ltd. 

Philco Corp. of Canada Ltd. 

National Co. Inc. 

T.M.C. (Canada) Ltd. 

Northern Radio Mfg. Co., Ltd. 


Librascope, Inc. 


TOWER SERVICE— 
Installers, Erectors & 
Maintainers 

# Canadian General Electric Co. 

Lid., Electronic Equipment 
and Tube Dept. 
a Electric Co. of Canada 
td. 


s T.M.C. (Canada) Ltd. 
Walcan Ltd. 
The Wind Turbine Co. of 
Canada Ltd. 


TREATING—Fungus & 
Moisture Proofing 

® Oki & Willadsen Ltd. 
Standard Television Prods., Ltd. 
The Plessey Co. of Canada Ltd. 


WIRE MARKING SERVICE 


Electrovert Ltd. 
Hellermann Canada Ltd. 


Aerialite Ltd. 

Alpha Wire Corp. 

W. H. Brady Co. 

Pacific Automation Prods., Inc. 

Westline Prods Div. Western 
Lithograph Co. 


ASSOCIATIONS & 
PROFESSIONAL 
SOCIETIES 





American Inst. of Electrical En- 
gimeers, 33 W. 39th St., New York, 
N.Y. District 10 (Canada) Chair- 
man, Prof. G. Tracy, Univer- 
sity of Toronto, Electrical Engrg. 
Dept., Toronto, Ont. WA 3-6611. 
Canadian Aeronautical Inst., 801 
Commonwealth Bidg., 77 Metcalfe 
St., Ottawa 4, Ont. CE 4-0191. 
Sec.: H. C. Luttman. 
Canadian Astronautical Soc. Sec.: 
A. E. Maine, The De Havilland 
Aircraft of Canada, Guided Missile 
Div., Stn. L, Toronto, Ont. ME 3- 
5230. 
Canadian Electrical Manufacturers 
Assoc., 126 Davenport Rd., To- 
ronto, Ont. WA 3-1139. Gen. ‘Mer.: 
B. Napier Simpson. 
Canadian Electronic Sales Repre- 
sentatives, 6 Alcina Ave., Toronto 
10, Ont. LE 4-7984. Chairman, 
National Directorate: C. G. Poin- 
ton. 
Canadian Electronic Wholesalers’ 
Assoc., 25 Taylor Dr., Toronto 6, 
Ont. OX 1-5304. Sec.: John T. 
Rochford. 
The Canadian Manufacturers’ As- 
soc., 67 Yonge St., Toronto, Ont. 
EM 3-7261. Gen. Mgr: J. C. 
Whitelaw, Q.C. 
ian Standards Assoc., 235 
Montreal Rd., Ottawa 2, Qaterte. 
= 9-5971. wie Labs: Park 
London W.1, England; $13 De 
Siete St. E., Room 214, Mont- 
real 24, Que.; P.O. Box 506, Wes- 
ton, Toronto 15, Ont.; Fether- 
stonhaugh Bildg., University of 
Manitoba, Winnipeg, Man.; 402 
West Pender St., Suite 701, Van- 
couver 3, B.C. 
Dominion High Fidelity Assoc., 25 
Taylor Dr., Toronto 6, Ont. OX 
1-5304. Exec. Sec.: John T. Roch- 
ford. 
Engineering Institute of Canada, 
2050 Mansfield St., Montreal 2, 
Que. Gen. Sec.: Dr. Garnet T. 
Page. PL 5078. 
Inst. of Radio Engineers, Inc., 1 
East 79th St.. New York 21, N.Y. 
Exec. Sec.: George W. Bailey. 
IRE Canadian Convention and 
Exposition, October 8-10, 1958. 
Gen. Chairman, Dr. George 
Sinclair; Convention Mgr., Grant 
Smedmor, 1819 Yonge St., To- 
ronto 7, Ont. HU 8-7768 
Radio Electronics Television Manu- 
facturers Assoc. of Canada, 200 St. 
Clair Ave. W., Toronto, Ont. 
WA_ 1-2898. Gen. Mgr. & Sec.: 
F. W. Radcliffe 
Society of Technical Writers & 
Editors. Pres.: 1. H. Jenks, Div. of 
Publications & Documents, Alu- 
minum Labs. Ltd., Princess St. N.., 
ee, Box 84, Kitchener, Ont. LI 
8-33 


Section 2 Trade Names 


This list will enable a manufacturer’s name to be 
determined when only the trade name of a product is 
known. Addresses may be found in Sections 3 or 4. 

Since the manufacturer’s identity is readily apparent 


AA ADASHAFT 

A.A. Tools Centralab Div., Globe-Union, Inc. 
ABOGLAS AD-A-SWITCH 

Natvar Corp. Clarostat Mfg. Co., Inc. 
ACOUSTON DD-A-C. 

Newcastle Fabrics Corp. Mark Simpson Mfg. Co., Inc. 
ACRASPLIT ADDAPLU 

Entron, Inc. Associated Engrg. Corp. 
ACRO-SOUND ADITONE 

Acro Prods. Co. AS Danavox 

D USTOROID 
Burnell & Co., Inc. 
AD) E 


ADAPA 
ae Inc. 
The Adams & Westlake Co. 


Workman TV, Inc. 
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when a trade 
name, 


name consists of part of the company’s 
only coined trade names are included. No at- 


tempt has been made to determine a manufacturer’s 
right to the exclusive use of any of these names. 


ADVANCE 
Driver-Harris Co. 
ADVANCE 
Elgin National 
Electronics Div. 
AERAXIAL 
Aerialite Ltd. 


Watch Co., 


EROD 

Belling & Lee Ltd. 
AGASTAT 

Aga Div. of E.S.N.A. 
AIR-DUX 

Illumitronic Engrg. 


ALINCO 
Anseany Instrument Co. Inc. 


L 
Cambridge Instrument Co. Ltd. 
LMAG 


Alpha Wire Corp. 
ALPHLEX 

Ae Wire Corp. 

TEMP 

Alpha Wire Corp. 
ALTIMATIC 

Air-Marine Motors, Inc. 
ALTIVAR 

Rotron Mfg. Co. 





ALTO 

G. A. Stanley Palmer Ltd. 
ALTREC 

Canadian Marconi Co. 
AMC-4 

Arnold Magnetics Corp. 
AMECO 


American Phosteenics Co. 
AMERICAN BEAUTY 
American Elecisival Heater Co. 
AMERICAN CONCERTONE 
American Electronics, Inc. 
AMPEC 


Centralab Div., Globe-Union, Inc. 
MPLIPHONE 


Amplivox Ltd. 
AMPROBE 
} a Instrument Corp. 


QuUADAG & Precision Mfg. Co. 


Acheson Colloids Co. 
AGUATEL 

ae Curtiss-Wright Ltd. 

Industrial Development Labs., 

ne. 

ARC 

Globeite Batteries Ltd. 
ARMACO 

R. a & Co., Ltd. 
ARMIT 

Spaulding Fibre Co. 
ASHATHENE 

Aerialite Ltd. 
ASHAVIN 

Aerialite Ltd. 
ASHTON 

Aerialite Ltd. 


American Thermostat Corp. 


Atlas ve ps Lone. 
— 
eae _, Inc. 
AUDIO CHIEF 
Audio Equipment Co., Inc. 
AUDIOLATOR 
Kay Electric Co. 
AUDIOM 
Goodmans Industries Ltd. 
AUDiO SPHERE 
Mark Simpson Mfg. Co., In 
AUSCOR 
Photographic Survey Corp. Ltd. 
AUTO-BRIDGE 
Industrial Instruments, Inc. 
AUTOGRAF 
F. L. Moseley Co. 
AUTOSONIC 
Sonic Energ. Corp. 
AUTO-VOX 
Kay Electric Co. 
AXIETTE 
Goodmans Industries Ltd. 
AXIMAX 
Rotron Mfg. Co. 
IOM 


Goodmans Industries Ltd. 
AYFLUX 
The Indiana Steel Prods. Co. 


BANTAM GT 
CBS-Hytron 
BANTAM JR. 
CBS-Hytron 
BARB 
Oxley Developments Ltd. 
BARKER-DUODE 
Duode Ltd. 
SF 


Badische Aniline Soda Fabrik 
BATTERY-SCOPE 
Christie Electric Corp. 
ovens Ic 
Wappler, Inc. 
BELTIMETER 
ores TV, Inc. 
BEM E 
Peiaten & Co. Ltd. 
BENFLEX 
Scintilla Div., Bendix Aviation 
corp. 
BENSEAL 
Scintilla Div., 
Corp. 
BERYLCO 
The Beryllium Corp. 
BERYLDUR 
The Beryllium Corp. 
BETACHRON 
Patterson, Moos Div., 
Winding A Inc. 
BETAMET 
5 coneeen Curtiss-Wright Ltd. 


Birnbach Radio Co., Inc. 

IRFLENE 

Birnbach Radio Co., Inc. 

IRFLEX 

Birnbach Radio Co., Inc. 
FLON 

Birnbach Radio Co., Inc. 
FFLE 


Bendix Aviation 


Universal 


Hartley Prods. Co. 
BOGENBOOSTER 

Standard een Prods., Ltd. 
BONDABLE A 

Hitemp Wires, Inc. 
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BONDEZE 
—, Dodge Copper 


BOOST_A-VOLT 

Workman TV, Inc. 
BOSIPT 

Workman TV, Inc. 
B.P.L. 

British Physical Labs. 
BRIDGER 

Audio Instrument Co., Inc. 
BRISTOL 

Tee Vee Mfg. Co. 
BUSS 


Prods. 


Bussmann Mfg. Div., McGraw- 


Edison Co. 


oe 
. & Co. 

cal MA 

North i Nameplate, Inc. 
CAMBION 

Cambridge Thermionic Corp. 
CAMPCO 

Chicago Moulded Prods. 
CANDOHM 

Workman TV, Inc. 
CANEX 

Canadian Research Institute 
CAPACILINE 

Barber-Colman Co. 
CAPACILOG 

Barber-Colman Co. 
CAPACITROL 

eer Colman Co. 
CARD 

Electro Data Div. of Burroughs 


CARDIALYZER 

Kay Electric Co. 
CARILLON 

M. A. Miller Mfg. Co. 
CARTRIJ-DRY 

Pyramid Electric Co. 
CASTORDAG 

Acheson Colloids Co. 
CBS-COLORTRON 

CBS-Hytron 
CEECO 

Consolidated Electronic 

ment Co. Ltd 

CEILOMETER 

Dr.-Ing. Frank Fruengel GmbH 
CELLO 

The Canada Metal Co. Ltd. 
oe NTILATOR 

ay Electric Co. 

CERAM ATEMP 

Hitemp Wires, Inc. 
CETRON 

Continental Electric Co. 
CHALLENGER 

David Bogen Co. Inc. 
CHANGE-A-CYCLE 

Carter Motor Co. 
CHARGALYZER 

Christie Electric Corp. 

HILCO 


Equip- 


Chicago Miniature Lamp Works 
CHROMABAR 

Kay Electric Co. 
CHROMADOT 

Kay ere Co. 
CHROMAX 
oe er-Harris Co. 


-CHRO 


Hosking Alloys 
CIRSCALE 

Record Elect. Co. Ltd. 
CLARENDON 

Research Industries Ltd. 
CLARO 

Clarostat ig Co., Inc. 
CLEARSEA 

Canadian € hi arts & Supplies Ltd. 
CLEARTAINER 

Canadian Charts & Supplies Ltd. 
CLEVELITE 

Cleveland Container Co. 


Cc 
Clarostat Mfg. Co., Inc. 
CLIX 


os ~~ Edison Swan Ltd. 
Comnial Connector Co., Inc. 
COAXITUBE 
Precision Tube Co., Inc. 
COLOR-EYE 
Instrument 


Inc. 
COLORGRAPH 
Dr. Ing. Rudolf Hell 
COMPENTROL 
Centralab Div., Globe-Union, Inc. 
COMPOX 


Development Labs., 


Halliday-Armstrong Ltd. 
COMTEL 


Radio Frequtncy Ltd., Inc. 
COMVOR 
Radio Frequency Labs., Inc 
CON-RAD 
Conway Electronic 
Regd. 
CON-RAY 
Conway Electronic 
CON-STRUCTO 
Conway Electronic 
Reg’d 


Enterprises 


Enterprises 


Enterprises 


CONTROLEAR 

Moses Electronics 
CONTROLETTE 

er Leonard of Canada Ltd. 


0 
Hoskins Alloys 
oD 


Belling & Lee Ltd. 
CORONETTE 

Belling & Lee Ltd. 
COSMOLITE 

Cleveland Container Co. 
COUPLATE 

Centralab Div., Globe-Union, Inc. 
CRAFTSCOPE 


Waterman Prods. Co., Inc. 
CRITERI 

Canadian Research Institute 
CRL 

Centralab Div., Globe-Union, Inc. 
CROROTO 

Croname, Inc. 
CROWEAVE 
ct — Inc. 

Telephone Supply Corp. 
CYCLEMAG 
Acromag, Inc. 


Belling & Lee Ltd. 


DAG 
Acheson Colloids Co. 
GL: 


Dodge Prods. 


Phelps Copper 
DACLA ‘Ss 

Phillips Electrical Co. Ltd. 
DAKAWARE j 

Harry se Molding Co. 
DALOHM 

Dale eee. ., Inc. 
DATAFILE 

Eero Data Div. 

Corp. 

DATAPLOTTER 

Electronic Associates, Inc. 
DATATRON 

Electro Data Div. 

Corp. 

DECCAFAX 

Decca a (Canada) Ltd. 
DEHYDR 

oy Inc. 
DEKABOX 
Electro Measurements, Inc. 
DEKABRIDGE 

Electro Measurements, 
DEKAPACITOR 

Electro Measurements, Inc. 
DEKAPOT 

Electro Measurements, Inc. 
DEKASTAT 

Electro Measurements, Inc. 
DEKATRAN 
Electro Measurements, 
DEKATRON 
Baird-Atomic, Inc. 
DEKAVIDER 

Electro Measurements, 
DELARON 

Formica Ltd. 
DELTAMAX 

The Arnold Engrg. Co. 
DENSICHRON 

We'lch Mfg. Co. 
DEODOR 

Dr.-Ing. Frank Fruengel GmbH 
DETECTOLAB 

B. J. — 


Cor 
DL AMOND WEAVE 
F. W. Sickles Div., 
Instrument Corp. 
DICO 
7 Antenna & Microwave 


DIGIDEC 

Radio Frequency Labs., In 
DILECON 

Jackson Bros. (London) Ltd. 
DIONIC 

Evershed & Vignoles Ltd. 
DIRECT-A-CALL 

Mark Simpson Mfg. Co., Inc. 
DIRON 

Peerless Prods. Industries 
DISCAP 

Div. of P. 


of Burroughs 


of Burroughs 


Borg Warner 


General 


Radio Materials Co., 
R. Mallory & Co., Inc 

DISCLOSURE 

Robins Industries Corp. 
DISPERSONIC 

Sonic Engrg. Corp. 
DIVALINE 

Entron, Inc. 
DOOROD 

Belling & Lee Ltd. 
DRILITIC 
Dubilier Condenser Co. 
UCAL 


Canada Decalcomania Co. Ltd. 
DUCONOL 
Dubilier Condenser Co. 
UODIAL 
Helipot Corp. 
DUO-TRONIC 
Wappler, Inc. 
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DUO-VOLT 

Carter Motor Co. 
a 

D. Symons & Co. Ltd. 

DUST BUG 

Electro Fonte Labs., Inc. 
DYL-A-C-M 

Humble Mfg. Co. Ltd. 

YNACO 


Dynamic Gear Co., Inc. 
DYNAGAUGE 

Photocon Research Prods. 
DYNAMASTER 

The Bristol Co. 
DYNAMIC 

H. J. Leak & Co. Ltd. 
DYNASERT 

United Shoe Machinery Co. Ltd. 
DYNISCO 

Dynamic Instrument Co. 

YNOX , 

Patterson, Moos Div., Universal 
Winding Co., Inc. 


E.A. 
Electronic Associates Ltd. 
EASE 


Berkeley Div., Beckman Instru- 
ments, Inc. 

EASY-FLO 

Handy & Harman of Canada Ltd. 
ECCO 1550 

Electro-Chemical Corp. 
ECHO-VOX 

Kay Electric Co. 
ECL 

Electronic Components Ltd. 
ECONICOM 

Mark — Mfg. Co., Inc 
ECONOFON 

Mark nll Mfg. Co., Inc. 
ECONOHM 

Tru-ohm Prods. Div., Model 


Stratton & Co. Ltd. 
EDGWISE 

Painton & Co. Ltd. 
EDISWAN 

Siemens Edison Swan Ltd. 


ECO i 
Engineered Electronics Co. 
Electronic Instrument Co., Inc. 
IMAC 
Eitel-McCullough, Inc. 

EL 


Electrons, Inc. 
ELECOM 

Electronic Components Ltd. 
ELECTRITE 

Cambridge Instrument Co. Ltd. 
ELECTROFORM 

Electronic Components Ltd. 
ey by ge 

Mark Simpson Mfg. Co., Inc. 
ELEC’ TRONIC. DIRECTOR 

Mark canoes Mfg. Co., Inc. 
ELECTROSE 

Electro oom. Works 
ELECTROSPAN 

Bendix Aviation Corp. 
ELECTRO-THIN 

Electro-Flex Heat, Inc. 
ELECTROX 

Schaver Mfg. Corp. 
ELIMINOISE 

Belling & Lee Ltd. 
ELIN 


International Electronics Re- 


P. R. Mallory & Co., Inc 
ELKONITE 

Johnson Matthey & Mallory, Ltd. 

P. R. Mallory & Co., 
ELKONIUM 

Johnson Matthey & Mallory Ltd. 

P. R. Mallory & Co., Inc. 
ELLAIN 

Geo. Bray & Co. Ltd. 
EMC 

Electronic Measurements Corp. 
EMICO 

Electro-Mechanical Instrument 

Co. 


ENSO 

Engineered Sound Systems Ltd. 
EPOXOL 

Halliday-Armstrong Ltd. 
EPSEA 


Electro Engrg. Works 
PUT 


Berkeley Div., 
ments, Inc. 
EQUALINE 
Entron, Inc. 


Beckman Instru- 


Electronic Research & Develop- 
ment Co. Ltd 
ERECTOHM 
Workman TV, Inc. 
ERICOFON 
L. M. Ericsson Telefonaktie- 
bolaget 
ESIAC 
Electro-Measurements, Inc. 
POT 


Electro Measurements, Inc. 
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ESL 
Electro Sonic Labs., Inc. 
TOXY 


Halliday-Armstrong Ltd. 
EVEREADY 

Naticnal Carbon Co. 
EXACT-MATCH 

Blonder-Tongue Labs., Inc. 
EXACTOHM 

Workman TV, Inc. 
EXPAMET 

Expanded Metal Co., Ltd. 
EXTENSIOMETER 

George Kelk, Ltd. 
E-Z-CODE 

Westline Prods. Div., 

7) joe Co. 

E-Z-TAL 

Mark Simpson Mfg. Co., Inc. 


FASTATCH 
Centralab Div., 
FASTEE 


Western 


Globe-Union Inc. 


Entron, Inc. 
FERNAUGE 

Grundig Radio Werke 

ERRAC 


Airpax Prods. Co. 
FERRI-CHOKE 
Superex Electronics Corp. 
FERRICORE 
National Moldite Co. 
FERRISTOR 
Berkeley Div., 
ments, Inc. 
FERROLINE 
Airtron, Inc. 
Airtron Canada Ltd. 
FIBERLOY 
Painton & Co. Ltd. 
FIL-CAP 
Filtron Co., Inc. 
FILMPOT 
Fairchild Controls Corp., Com- 
ponents Div. 
FINCO 
The Finney Co. 
FIREYE 
Electronics Corp. of America. 
FIXTOH! 
Clarostat Mfg. Co., Inc. 
FLAG-IT 


Beckman Instru- 


Westline Prods. Div., Western 
Lithograph Co. 

FLAMEOTROL 

Barber-Colman Co. 
FLAT-STAT 

Control Prods., Inc. 
FLEETWOOD 

Electrical Prods. Mfg. Co. 
FLEXAGUIDE 

Airtron, Inc. 

Airtron Canada Ltd. 
FLEXAGUIDE 

W. H. Sanders (Electronics) Ltd. 
FLEXIFONE 

Dukane Corp. 
FLEXLAB 

Standard Electric Time Co. 
FLEXOHM 

Clarostat Mfg. Co., In 
FLEX-O-TIMER 

Taylor Instrument Cos. of Can- 

ada Ltd 

FLIK 

Cambridge Instrument Co. Ltd. 
FLUTTERMETER 

Kay Electric Co. 
FONEX 

Transelectric Mfg. Co. 
FORMEL 

Phillips Electrical Co. Ltd. 


FULSCALE 
British Physical Labs. 
FULSCOPE 
— Instrument Cos. of Can- 
ada ‘ 
FUSE-BAR 
Workman TV, Inc. 
FUSED-FILM 
Inso Prods. Ltd. 
FUSETRON 
Bussmann Mfg. Div., 
Edison Co. 
FUSTAT 
Bussmann Mfg. Div., 
Edison Co. 
FUZEL 
Phillips Electrical Co. Ltd. 
FUZOHM 
Clarostat Mfg. Co., Inc. 


McGraw- 


McGraw- 


GAIN SET 

Kay Electric Co. 
GAMMAGAGE 

Canadian Curtiss-Wright Ltd. 
G-C STACKPOLE 

G-C Electronics Mfg. Co. 


M 
P. R. Mallory & Co., Inc. 
GENEMOTOR 
Carter Motor Co. 
GENEVERTER 
Carter Motor Co. 
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GEON 

B. F. Goodrich Chemical Co. 
G-15D 

Bendix Aviation Co 
GIANT VOICE VAG 

Antrex Corp. 
GIBSON G 

Robins Industries Corp. 
GLASOHM 

Clarostat Mfg. Co., Inc. 
GLASSEAL 

Pyramid Electric Co. 
GLENNITE 

Gulton Industries, Inc. 


Prodelin, Inc. 
GLOBAR 

The Carborundum Co. 
GLO-DROP 

Workman TV, Inc. 

Acheson Colloids Co. 
GNOME 

Carter Parts Co. 
GOLDEN W. 

Peerless Prods. Industries 

a 


Ww. Sanders (Electronics) Ltd. 
GRAV-O.MA ATIC 


Wappler, ape 
GREE ENOH 

ey Mfg. Co., Inc. 
GREENO R 


BOND 


Clarostat Mfg. Co., Inc. 
GRIDNIC 


Driver-Harris Co. 
GRIPEZE 
Phelps Dodge 


‘orp. 
GRIP-O-MATIC 
ont. Inc. 


Precision Electronics, Inc. 
General Transistor Corp. 
GUIDELINE 
Airtron, Inc. 
Airtron Canada Ltd. 
GYRALINE 
Cascade Research, Div. 
Monogram Precision 
tries, Inc. 


HANDY FLUX 
Handy & Harman Co., Inc. 
HELECON 
United States Radium Corp. 
HELIAX 
Andrew Antenna Corp. Ltd. 
HELICOP-HUT 
Cm + om Inc. 
taper 
e — ‘orp. 
HELI TK 
Helipot _ 7 
HELL-FAX 
Dr. Ing. Rudolf Hell 
HELL-TELEPHOTO 
Dr. Ing. Rudolf Hell 
HELSYN 
Hellermann Canada Ltd. 
ELVIN 


Copper 


Hellermann Canada Ltd. 
HEXSEAL 

Automatic & Precision Mfg. Co. 
HI-CAP 

Bussmann Mfg. Div., McGraw- 

Edison Co. 

HI-D 

United Aircraft Prods., Inc. 
HIDE-A-WAY 

Peerless Prods. Industries 
HI-FLEX 

Electro-Flex Heat, Inc. 
H.I. MEG. 

The Victoreen Instrument Co. 
HIPAC 

Fra Pacific, Inc. (Electronic Re- 

search Associates, Inc.) 

HI-POW 
Globelite Batteries Ltd. 
HOLTON 

Hartley Prods. Co. 
HUMDINGER 

Clarostat Mfg. Co., Inc 
HUSKY 

bay Electric Corp. 


Canada Decalcomania Co. Ltd. 
Illinois Condenser Co. 
YDROX 


Patterson, Moos Div., Universal 


ee Co., Inc. 
Associated Research, Inc. 


LE.R.C. 
International 
search Corp. 
ILLINI 
Illinois Condenser Co. 


Electronics Re- 


IMLOK 
Alfred Imhof Ltd. 
IMP 


Carter Parts Co. 
IMPERIAL 
The Canada Metal Co. Ltd. 
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IMPERIAL 

Vokar 
IMPULSA 

Dr.-Ing. Frank Fruengel GmbH 
IMPY 

Carter Parts Co. 
INGATLAS 

Ingenieur Buro Atlas 
INTERVOX 

The [rix pepeteioal Co. Ltd. 
INVERTRO 

Behlman Enere. Co. 
LR.C, 

Int. Resistance Co. Ltd. 
LR.H. 

C. K. Williams & Co. 
IRISH 

Orradio Industries, Inc. 

C. K. Williams & Co. 
ISOBESTOS 

Natvar Corp. 
ISOGLAS 

Natvar Corp. 
ISOLASTAN 

Natvar Corp. 


Dr.-Ing. Frank Fruengel GmbH 
ISOMODE 

M B Mfg. Co. 
ISOPLEX 

Natvar Corp. 
ITECO 

Industrial Test Equipment Co. 


J.B. 

Jackson Bros. (London) Ltd. 
JOCKEY CLOTH 

Robins Industries Corp. 
JOULPAC 


Dubilier Condenser Co. (1925) 
Ltd. 


KAHL 

Chemalloy Electronics Corp. 
KALOTRON 

Thermosen, Inc. 
KANTHAL 

Ferro a Ltd. 
KAP-KL 

Slug Bit Supply Co. 
KARMA 


Driver- Harris Co. 
KAR-SHAV 

Terado Co. 
KAYROD 
— & Lee Ltd. 


Kitchener Electronic Ind. Ltd. 


Minnesota Mining & Mfg. Co. 
KELLEM 
N. Slater & Co. Ltd. 
KELON-F 
W. S. Shamban & Co. 
KELON-T 
W. S. Shambea & Co. 
KELON 
w. S. ‘Shamban & Co. 
KILO-Q 
Kay Electric Co. 
KIL-SWEEP 
Kay E a Co. 
KLEENEEDLE 
Robins Industries Corp. 
KLIKAX 
G. A. Stanley Palmer Ltd. 
KLISCHOGRAPH 
Dr. Ing. Rudolf Hell 
KLIXON 
Spencer Thermostat Div., 
& ee Corp. 
KOOL KLAM 
The Birtcher Corp. 
KOOLSEAL 
Py oo Electric Co. 
KOROSE 
B. F. “Goodrich Canada Ltd. 
K-TRA 
F. Ww. Msickles & Automatic Mfg. 
Divs., General Instrument 
sae. 
KUM-KLEEN 
Avery Adhesive Label Corp. 


Metals 


Kurman Electric 
KWIKWAY 
Canada Decalcomania Co. Ltd. 


LAUB 
engestetal 


LEAK “PROOF 

Ray-O-Vac (Canada) Ltd. 
LEDEX 

G. H. Leland, Inc. 
LEKTROKIT 

All Power Transformers Ltd. 
LEVELOK 

Entron, Inc. 


Development  Labs., 


a Inc. 
LIFETIM 

Reeves Soundcraft Corp. 
LIGNA SWEEP 

Ly Electric Co. 


Barber-Colman Co. 


LIMITRON 

Bussmann Mfg. Div., 

Edison Co. 

LINATROL 

Canadian Westinghouse Co. Ltd. 
LINVAR 

Muirhead & Co. Ltd. 

pepmmend Instruments Ltd. 


South Chester Corp. 
LITE-GAUGE 
Photocon Research Prods. 


McGraw- 


Switchcraft, Inc. 
Simmonds Aerocessories, Inc. 
Belling & Lee Ltd. 
LOGGER 
a= Instruments Co., Inc. 
Driver-Harris Co. 
Workman TV, Inc. 
LOOPSTICK 


Superex Electronics Corp. 
LOS GATOS 
Cascade Research, Div. of Mono- 
ram Precision Industries, Inc. 
LUMATRAX 
Canadian Westinghouse Co. Ltd. 
LUSTRETTE 
Lustraphone Ltd. 


MAGMAN 

The Indiana Steel Prods. Co. 
— ETER 

Air = mes Co. 

MAG EATER 

phy nae Labs., Inc 
MAG-NICKEL 

Belling & Lee Ltd. 
MAGNITYPER 

Potter Instrument Co. 
MAGNO 

Driver-Harris Co. 
MAJOR 

Thomas J. Valentino, Inc. 

ARC 


Moore Associates, Inc. 
MARKA-SWEEP 

Kay Electric Co. 
MARE TIME 

H. Rhodes, Inc. 

MASCO 

Mark Simpson Mfg. Co., 
MASCOFONE 

Mark Simpson Mfg. Co., 
MASCOT 

Mark Simpson Mfg. Co., 
MASTERLID 

Blonder- ae Labs., Inc. 
MATTIBR 

Johnson Matthey & Mallory Ltd. 
MATTIFLUX 

Johnson Matthey & Mallory Ltd. 

CAL 


—_ ae Nameplate, Inc. 
MEAS AY 

Shetfion4 Corp. 
MECAP 

Micamold Electronics Mfg. Corp. 
MECHA 

Servomechanisms, Inc. 
MECHATROL 

Servomechanisms, Inc. 
MECHATRONIC 

Servomechanisms, Inc. 
MECO SUPERIOR 

Morhan Exporting Corp. 
MEGA-CHART 

Kay Electric Co. 
MEGALIGNER 

Kay Electric Co. 
MEGALYZER 

Kay Electric Co, 
MEGA-MATCH 

Kay Electric Co. 
MEGA-NODE 

Kay Electric Co, 
MEGA-PIX 

Kay Electric Co. 
MEGA-PULSER 

Kay Electric Co. 
MEGA-SWEEP 

Kay Electric Co. 
MEGA-SWITCH 

Energy Kontrols, Inc. 
MEGGER 

Evershed & Vignoles Ltd. 
MELACON 

Photocircuits Corp. 

ELTRO 


Measurement Engrg. Ltd. 
MEMO-SCOPE 
MEMtoT RON Prods. 


Hughes Prods. 

MERCURY 
Research Industries Ltd. 

MERITROL 

Taylor Instrument Cos. of Canada 


Ltd. 
METALBRAID 
Hitemp Wires, Inc. 
METAMETE 
The Bristol Co. 
MET-L-FLEX 
Robinson Aviation, Inc. 





METLOHM 
Painton & Co. Ltd. 
METOX 


Welwyn Electrical Labs. Ltd. 
METROSCOPE 

Photocon Research Prods. 
MICRELAY 

Ebert Electronics Corp. 
MICRODIAL 

The George W. Borg Corp. 
MICROGRAPH 

Canadian Charts & Supplies Ltd. 
MICROLAC 

Kay Electric Co. 
MICROLTER 

Kay Electric Co. 
MICRO-NODE 

Kay Electric Co. 
MICROPOT 

The George W. 
MICRO-PULSER 

Kay Electric Co. 
MICRO-SHIM 

The Staver Co., Inc. 
MICROTEL 

— Electric Co. of Canada 

td. 


MIDAX 

Goodmans Industries Ltd. 
MIDGETAP: 

nae Business Machines Corp. 


Borg Corp. 


Driver-Harris Co. 
MINIFUSE 

Belling & Lee Ltd. 
MINILATOR 

Kay Electric Co. 
MINI-MARKER 

Westline Prods. Div., 

Lithograph Co. 

MINI-MIX 

Switchcraft, Inc. 
MINI-NOISE 

Microdot, Inc. 


Western 


PA 
Radio gocualty Mfg. Co. 
MINIRELAY 

Ebert Dicctronics Corp. 
MINI-SHIELD 

The Staver Co., Inc. 
MINISIG 

Engineered Electronics Co. 
MINISONIC 

Sonic Engrg. Corp. 
MINI-SPRING 

The Staver Co., Inc 
MINITAPE 

Stancil-Hoffman Corp. 

INITRIP 

Belling & Lee Ltd. 

INRAK 

Southern Instruments Ltd. 
MISSILIMITE 

Micamold E ‘lectronics Mfg. Corp. 
MIX-A-PH 

Mark Simpson Mfg. Co., Inc. 
MODU-RAK 

Premier Metal Prods. Co. 
MONARCH 

Carter Motor Co. 
MONITORADIO 

1.D.E.A., Inc. 
MONITRON 

Moore Associates, Inc. 
MONO-TRONIC 

Wappler, Inc. 
MOTORTRON 

Bussmann Mfg. Div., 

— Co. 


McGraw- 


oor Control Co., Inc. 
McCarter Radio & Television 
td. 
M-SCOPE 
Fisher Research Lab., Inc. 
FAX 


Muirhead & Co. Ltd. 

Muirhead Instruments Ltd. 
MULTI-CELL 

Shielding, Inc. 
MULTI-PULSER 

Kay peeacomtc Co. 
MULTIR 

Belling ey Lee Ltd. 
MULTISCALER 

Baird-Atomic, Inc. 
MULTI-TALK 

Mark Simpson Mfg. Co., In 
MUSICMASTER 

Suzuki Denki 
MYLAR 


Du Pont Co. of Canada (1956) 
Ltd. 


NASHTON 

Nash & Thompson Ltd. 
N.B.D. 

Newton Bros. (Derby) Ltd. 
NEBROC 

ex Wires, Inc. 
NE-O- 

Genera < ‘Cement Mfg. Co. 
NICHRO 

Driver- Harris Co. 
NICOPRESS 

N. Slater Co. Ltd. 
NICRALLOY 

Hall & Pickles Ltd. 
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NILVAR 
Driver-Harris Co. 
sr Condenser Co. (1925) 


NIXIE 
oeeenats Corp., Electronic: Tube 


NOBLECON 
Koa Condenser Co. 

NOBL-O 

Fairchild Controls Corp., Com- 


E 
Evershed & Vignoles Ltd. 
NORELCO 
Philips Electronics, Inc. 
NYCOTE 

Phillips Electrical Co. Ltd. 
NYLEZE 

Phelps Dodge Copper Prods. 

Corp. 


OBSERVER 

Blonder-Tongue Labs., Inc. 
OHM-SPUN 

The States Co. 
OILDAG 

Acheson Colloids Co. 


Sanborn Co. 


oPpco 
Onondaga Pottery Co. 


0-2 
Belling & Lee Ltd. 


P&B 
Potter & Brumfield (Canada) Ltd. 
PACE 


Electronic Associates, Inc. 
PACITOR 

Simmonds Aerocessories, Inc. 
PACITRON 

Simmonds Aerocessories, Inc. 
PACKMASTER 

Radio Specialty Mfg. Co. 
PALCO 

Worcester Pressed Aluminum 

Corp. 

PANELPACK 

Waterman Prods. Co., Inc. 
PANELSCOPE 

Waterman Prods. Co., Inc. 
PANELYTE 

St. wae Paper Co. (Canada) Ltd. 
PANTON 

H. * Preis Engraving Machine 

Co 

PANTRO 

Control Panel Corp. 
P. 


Precision Electronic Components 
(1956) Ltd 

.E.C. 

Centralab Div., Globe-Union, Inc. 
PECO 

Pomona Electronics Co. 
PERMA-FLO 

Workman TY, Inc. 
PERMA-GRIP 

Avery Adhesive 

(Canada) Ltd. 

PERMATHENE 

Permanoid Ltd. 
PERMA-TORQ 

Cambridge Thermionic Corp. 
PETTI-SEL 

er » aceatael Co., Inc. 
PHAZ 

nieeial Test Equipment Co. 
PHILCANEL 

Phillips Electrical Co. Ltd. 
PHILSOL 

Phillips Electrical Co. Ltd. 
PHIL-TROL 

Phillips Control Corp. 
PHOTOSWITCH 

Electronics Corp. of America 
PICK-A-SHAFT 

Clarostat Mfg. Co., Inc. 


PIRTOID 
H. Clarke & Co. (Manchester) 


Label Corp. 


td. 
PIXIE 
Burroughs Corp., Electronic Tube 
Div. 


PLUG STAT 

Control Prods., Inc. 
PLUS 50 
Reeves Soundcraft Corp. 
PLUS 100 

Reeves Soundcraft Corp. 
PLUS 100-X 

Reeves Sounlcraft Corp. 
POCKETSCOPE 

Waterman Prods. Co., Inc. 
or ONE 

H. J. Leak & Co. Ltd. 
“POP” RIVE 

United Shee. Machinery Co. Ltd. 
POTPOT 

Clarostat Mfg. Co., Inc. 
POWERLINE 

Standard Television Prods. Ltd. 
POWER-OHM 

Workman TV, Inc. 


P.P.L. 
Peerless Prods. Industries 


Acheson Colloids Co. 

REMIER 

Globelite Batteries Ltd. 
PREM-O-RAK 


Premier Metal Prods. Co. 
PRESSURE GUARD 

United Electronic Controls Co. 
PRESTIGE 

Phaostron Instrument & Elec- 

tronic Co. 
PRESTO 

Presto Recording Corp. 
PRE-SURE 

Buchanan Electrical Prods. Corp. 
PRODUCTIMETER 

Durant Mfg. Co. 
PROPIMAX 

Rotron Mfg. Co. | 
PRP 

Photocon Research Prods. 
PULSESCOPE 

Waterman Prods. Co., Inc. 
PULSPAC 

Dubilier Condenser Co. 


Ltd. 
PURMA-PLATE 
Avery Adhesive 
(Canada) Ltd. 
PYROMAJOR 
Sifam Electrical Instrument Co. 


Ltd. 
PYROMAXIM 
Sifam Electrical Instrument Co. 
Ltd. 
PYROMINOR 
Sifam Electrical Instrument Co. 
Ltd. 


(1925) 


Label Corp. 


Q-T 
Superex Electronics Corp. 
Acoustical ao Co. Ltd. 
QUADR 
inilien a. Inc. 
QUAD-TRONIC 
Wappler, Inc. 
QUICK-SOL 
Bridgeport Insulated Wire Co. 


RAD-A-COR ‘ 

Magnetic Core Corp. 
RADALIGNER 

Kay Electric Co. 
RADA-NODE 

Kay Electric Co. 
RADA-PULSER 

Kay Electric Co. 
RADA-SWEEP 

4 i lectric Co. 
RADELIN 

U —~ States Radium Corp. 
RADICON 

Radiation, Inc. 
RADICORDER 

Radiation, Inc, 
RADIOHM 

eee Div., 
RADIOH 

ey Ne arris Co. 
RADIP 

Radiation. Inc. 
RAKSCO 
Ww weneatg Prods. Co. Inc 
AM 


Globe-Union, Inc. 


Potter Instrument Co. 
RAPISONIC 

Sonic Engrg. Corp. 
RAWLANCHOR 

Rawlplug Prods. (Canada) Ltd. 
RAWLBOLT 

Rawlplug Prods. (Canada) Ltd. 
RAWLCLIP 

Rawiplug Prods, (Canada) Ltd. 
RAWLDRILL 

Rawiplug Prods. (Canada) Ltd. 
RAWLNUT 

R:z awlplug Prods. 
RAWLTAMP 

Rawiplug. Prods. (Canada) Ltd. 
RAYONIC 

Waterman Prods. Co. Inc. 
RAYPAK 

Patterson, Moos Div., 

Winding Co., Inc. 

R/C 

Radio Condenser Co. Ltd. 

a AC 


(Canada) Ltd. 


Universal 


peewee, : Corp. 
RECTI-RITER 
Texas -— Incorporated 
RECTODYNE 
Christie Electric Corp. 
RED LINE 
G-V Controls, Inc. 
RED RANGE MICRONECTOR 
McMurdo Instruments: Ltd. 
REGATRAN 
Electronic 
Inc. 
REGATRON 
Electronic 
Inc. 
REGENCY 
1.D.E.A., Inc. 


Measurements Co., 


Measurements Co., 


REGOHM 

Electric Regulator Corp. 
RELAYMATIC 

aapees Switchboard & Supply 


‘0. 
RESINITE 

Resin Industries, Div. 

Chemicals 

RETEP 

Hitemp Wires, Inc. 
REVSPEED 

a eel Co. Ltd. 


Borden 


Perpetuum - Ebner 
RIBBONETTE 
ar Ltd. 


Rosenthal 
ROBOTESTER 

Lavoie Labs., Inc. 
ROCKBESTOS 

Phillips Electrical Co. Ltd. 
ROCKWELL 

Wilson Mechanical Instrument 

Div., American Chain & Cable 


Co. 

ROTAPHONE 

Telecom Ltd. 
ROTO-GRAPH 

Kay Electric Co. 
ROTOROID 

Burnell & Co., Inc 
ROTOSOL 

Roto Mfg. Co. 
Pe 7 

. Haydon Co. 


Clarostat Mfg. Co., Inc. 


‘ SAFTLITE 


Ward Leonard of Canada Ltd. 
SAUCER 

Rotron Mfg. Co. 
SAVE-A-LIFE 

Belling & Lee Ltd. 
SCOTCH 

Minnesota Mining & Mfg. Co, 
SCREENECTOR 

Belling & Lee Ltd. 
SEAFARER 

Canadian Marconi Co. 
SEALNUT 

Radio Frequency Labs., Inc. 
SECODE 

Electrical Communications, Inc. 
SEELBOLT 

Atoms ie & Precision Mfg. Co. 
SEELRIV 

ptt & Precision Mfg. Co. 
SEELSCREW 

Automatic & Precision Mfg. Co. 
SELECT-O-PHONE 

Kellogg Switchboard 


0. 

SELECTRON 

Radio Receptor Co., Inc 
SENSIPHONE 

Superex Electronics Corp. 
SEQUETROL 

Taylor Instrument Cos. of 

Canada Ltd. 

SERVICE SPOOL 

Alpha Wire Corp. 
SERVIS 

Service Recorder Co. 
SERVOSCOPE 

Servo Corp. of America 
SHIELDAIR 

Shielding, Inc. 
SHUR-CODE 

Westline Prods. Div., 

Lithograph Co. 

SHUVEE 

Entron, Inc. 
SICOL 


& Supply 


Western 


Sinclair Collins Valve Co. 
SIGNA-GLO 
Industrial 
Inc. 

SIL-FOS 
Handy & 
Ltd. 


Development Labs., 


Harman of Canada 
SILICIN 

Hoffman Electronics Corp., 

Semiconductor Div. 

SILOTRON 

E eremceen, Inc. 
SILVER WAND 

Peerless Prods. Industries 
SIMPLEX 

National Theater Supply Corp. 
SIMPSON 

vt cr Ltd. 
SINDA 

Southern Instruments Ltd. 
SKYPOL 

Belling tt Lee Ltd. 
SKYPROBE 

Belling & Lee Ltd. 
SKYROD 


Belling & Lee Ltd. 
SKYTOWER 

peas & Lee Ltd. 
a JBE 


Sc & Lee Ltd. 
SK YWHIP 
Belling & Lee Ltd. 
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SLIMTRAN 

Era Electric Corp. (Electronic 

Research Associates, Inc.). 

SLIP-SYNC 

Chadwick - Helmuth Co. 
SMALL TALK 

Mark Simpson Mfg. Co., Inc. 
SMITHY 

Hunter Tools 
SOCKET SAVERS 

eanome Electronics Co., Inc. 


Dodge Copper Prods. 


bes f | means Electronic Group 
td. 
SOLU-BRIDGE : 

Industrial Instruments, Inc. 
SONA-GRAPH 

Kay Electric Co. 
SONA-STRETCHER 

Kay Electric Co. 
SONA-SWEEP 

Kay Electric Co. 
SONETTE 

The Trix Electrical Co. Ltd. 
SONOGEN 

Branson Ultrasonic Corp. 
SOUNDCRA 

Reeves Soundcraft Corp. 
SOUTHCO 

South Chester Corp. 
SPARKMASTER 

Belling & Lee Ltd. 
SPAULDING 

Delhi Metal Prods. Ltd. 
SPAULDITE 

Spaulding Fibre Co. 

PA 


Spaulding Fibre Co. 
SPECTRALYZER 

Kay Electric Co. 
SPECTROMET 

Baird-Atomic, Inc. 
SPEED CLAMP 

Dominion Fasteners Ltd. 
SPEED CLIP 

Dominion Fasteners Ltd. 
SPEEDEX 

Cone Cement Mfg. Co. 
SPEEDIVAC 

Edwards High Vacuum Ltd. 
SPEED NUT 

poe eaeees Ltd. 
SPEEDY- 

North ao Nameplate, Inc. 
SPEEDY-MARX 

North Shore Nameplate, Inc. 
SPIR-O-LINE 

Prodelin, Inc. 
SPIR-O-LOK 

Prodelin, Inc. 
SPIROL PIN 

C.E.M. Co. 
SPITFIRE 

Globelite Batteries Ltd. 
SPLAC 


Westline Prods. Div., 

Lithograph Co. 
SPRA-KLEEN 

General Cement Mfg. Co. 
SQUARE-OHM 

Workman TV, Inc 
SRC 

Stability Capacitors Ltd. 
STACK-UP 

Pomona Electronics Co., Inc. 
STANDEE 

Clarostat Mfg. Co., Inc. 
STAVOLT 

Christie Electric Corp. 
STEDIVOLT 

George Kelk Ltd. 
STEMAG 

Steatit-Magnesia A.G. 
STEMCO 

Stevens Mfg. Co., Inc. 
STENTORIAN 

Whiteley Electrical Radio Co. 

Ltd. 

STRAIN-EZ 

Wappler, Inc. 
STROBODRUM 

Dr.-Ing. Frank Fruengel GmbH 
STROBOKIN 

Dr.-Ing. Frank Fruengel GmbH 
STROBOTAC 

General Radio Co. 
STYRDFLEX 

Felten & Guilleaume 
STYROFLEX 

Natvar Corp. 
SUBSIG 

The Submarine Signal Co. Ltd. 
SUPER CAP 

United Electronic Mfg. Corp. 
SUPERKIT 

Superex Electronics Corp. 
SUPERMALLOY 

The Arnold Engrg. Co. 
SUPERMENDUR 

The Arnold Engrg. Co. 
SUPER-STROBOSCOP 

Dr.-Ing. Frank Fruengel GmbH 
SUPER-TEMP 

American Super Temperature 

Wires, Inc. 


Western 


SUPERTESTER 
California Technical Industries 
Div., Textron, Inc. 
SUPERTROL 
Control Corp. 
SURGISTOR 
Wuerth Tube-Saver Corp. 
SURGYTHERM §JR. 
Wappler, Inc. 
SYMAX 
H. D. Symons & Co. Ltd. 
SYMEL 
H. D. Symons & Co. Ltd. 
YMITE 


H. D. Symons & Co. Ltd. 
SYMOL 

H. D. Symons & Co. Ltd. 
SYMPHONIC 

Electronic Enterprises Ltd. 
SYNCHROVERTER 

The Bristol Co. 
er ta 

G. H. Leland, Inc. 
SYNTHOLVAR 

Varflex Corp. 
SYSTEMAT 

Waterman Prods. Co., Inc. 
TAPE-ARD 


California Technical 
Textron, Inc. 


Industries 


ik 
Groov-Pin Corp. 
— 
S & A Electronics 
T-BLOC 
Computer Control Co., In 
T-BOA 
Spaulding Fibre Co. 
TEFLON 
Du aoe Co. of Canada (1956) 
Lt 
TEL- ACCOR 
Magnetic Core Corp. 
TELCO 
General Cement Mfg. Co. 
TELEFILTER 
Belling & Lee Ltd. 
TELE-FLEX 
Telerad Mis. Corp. 
TELE-FORM 
Telerad Mfg. Corp. 
TELE-GUIDE 
Telerad Mfg. Corp. 
TELEPRO 6000 
TelePrompter Corp. 
TELETOP 
F. V. Topping Electronics Ltd. 
TELE-TWIST 
Telerad Mfg. Corp. 
TELLALOUD 
Winston Electronics Ltd. 
TEL-O-AID 
Fisher Research Lab., Inc 
TEL OHMIKE 
Sprague Int'l. ,Ltd. 
TEL-O-MASTER 
Fisher Research Lab., Inc 
TEMPATRIMMER 
Oxley Developments Ltd. 
TEMPBRAID 
Hitemp Wires, Inc. 
TEMPCLAD 
Hitemp aa Inc. 
TEMPREN 
Hitemp Wires, Inc. 
TEMPREX 
Hitemp Wires, Inc. 
= PRITE 
Hitemp Wires, Inc. 
TEMPTUBE 
Hitemp Wires, Inc. 
TENNA-ROTOR 
Alliance Mfg. Co. 
TENSOLITE 
Tensolite Insulated Wire Co. 
TERECAP 
Dubilier Condenser Co. (1925) 
td 


THERLO 

Driver-Harris Co. 
THERMALON 

Hitemp Wires, Inc. 
THERMA-MARK 

North Shore Nameplate, Inc. 
THERMASTER 

Sifam Electrical Instrument Co. 


Ltd. 
THERMELEZE 
Phelps Dodge 


a) 
THERMINOR 
Sifam Electrical Instrument Co. 


Ltd. 
THERMISTOL 


Copper Prods. 


Induction Heating Corp. 
IN 


Grant Pulley & Hardware Corp. 
3C-BLOC 


Computer Control Co., Inc. 


3C-PA’ 
ne Control Co., Inc. 
Sanborn Co. 


Cc 
The Technical Material Corp. 
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TONOTRON 
Hughes ao. 
TOR-A-CO) 
Magnetic = Corp. 
TORKRITE 
Cleveland Container Co. 
TORSYNATO! 
Air-Marine Motors, Inc. 
T-PAC 
Computer Control Co., Inc. 
TRAFFOLYTE 
Formica Ltd. 
TRAINMASTER 
Standard Television Prods. Ltd. 
TRANSAIRE 
Taylor Instrument 
Canada Ltd. 
TRANSALYZER 
Kay Electric Co. 
TRANSAMP 
Etacwento Research Associates, 
nc. 
TRANSAMP 
Lustraphone Ltd. 
TRANSATO: 
Research Industries Ltd. 
TRANSET 
Taylor Co’s. of 
Canada 
TRANSIFIER 
Kay Electric Co. 
TRANSIL 
Trans-Sil Corp. 
TRANSIPLY 
Kay Electric Co. 
TRANSIPROBE 
Kay Electric Co. 
TRANSISPHONE 
Lustraphone Ltd. 
TRANSIS TALK 
Mark Simpson Mfg. Co., Ltd. 
TRANSISTAMP 
Lustraphone Ltd. 
TRANSMISSOMETER 
Dr.-Ing. Frank Fruengel GmbH 
TRANSPAC 
Electronic 


nc. 
TRANSPHONE 
Lustraphone Ltd, 
TRANSRANGER 
British Physical Labs. 
TRANSRITE 
Cambridge Instrument Co. Ltd. 
TREBAX 
Goodmans Industries Ltd. 
TRIMIT 
Bourns Labs., Inc. 
TRIMPOT 
Bourns Labs., Inc. 
TRIM-TITE 
Fairchild Controls 
ponents Div. 
TRIONODE 
Walkirt Co. 
TRI-TRONIC 
Wappler, Inc. 
TROPICAP 
Micamold Electronics Mfg. Corp. 
TROUGH-LINE 
1. J. Leak & Co, Ltd. 
JBL 


o 
z & Lee Ltd. 
B 


Co.’s_ of 


Instrument 


Research Associates, 


Corp., Com- 


Tru-Ohm Prods. Div., Model 
Enere. & Mfg., Inc. 
TRYLON 
The Wind Turbine Co. of Canada 


Ltd 

TUF-PLATE 

Photocircuits Corp. 
TWIN-DEC 

Allied Circuit Techniques Ltd. 
TWINROD 

Belling & Lee Ltd. 
TWISTAGUIDE 

Airtron, Inc. 
TYNEE-DRY 

Pyramid specie Co. 
TYPOTRO 

Hughes Prods. 


UKC 

Universal Transistor Prods, Corp. 
ULTRA-LINEAR 

Acro Prods. Co. 
ULTRA-SWEEP 

ay Electric Co. 

ULTRAVERTER 

Blonder-Tongue Labs., Inc. 
ULTRAVISCOSON 

Bendix Aviation Corp. 
UMP 

Illinois Condenser Co. 
UNE CAP 

United Electronics Mfg. Corp. 
UNILINE 

Cascade Research, Div. of Mono- 

a. eee Industries, Inc. 

UNIPIVO 

po ll Instrument Co. Ltd. 
UNIPO 

Andrew Antenna Corp. Ltd. 
UNIVAC 

Remington Rand Ltd. 
UNIVERSAL 

Shielding, Inc. 
UNI-WIND 

Bridgeport Insulated Wire Co. 


USECO 
Litton 


iv. 

UTIL-A-PAC 

Standard Television Prods. Ltd. 
UTILATOR 

Kay E copies Co. 
UTILICO 

ey eee Specialty Corp. 
UTILISCO 

Diamond _™ Specialty Corp. 
UTILIVUE 

Diamond Power Specialty Corp. 


Industries, Components 


VACION 

Varian Associates 
VAN DE GRAAFF 

High Voltage Engrg. Corp. 
VARFLO 

Varfiex Corp. 
VARGLAS 

Varflex Corp. 
VARIAC 

General Radio Co. 
VARICAP 

Pacific Semiconductors, Inc. 
VARI-CHOKE 

Supe +<# E lectronics Corp. 
VARICO 

Elco fl 
VARIPLOTTER 

Electronic Associates, Inc. 
VARI-SWEEP 

| Electric Co. 


VA 
john Fluke Mfg. Co., Inc. 
VEELINK 

—— Mfg. Co. 
VEE 

ellie, & Lee Ltd. 
VELODYNE 

Lustraphone Ltd. 
VERITHERM 

George Kelk Ltd. 
VERTICOLLECTOR 

Belling & Lee Ltd. 
VIBRACHEK 

Workman TV, Inc. 
VIBRALYZER 

Kay Electric Co. 
VIBRASHOCK 

Robinson Aviation, Inc. 
VIBRISTO 

Vibration Research Labs. 
VIBROGROUND 

Associated Research, Inc. 
VIBROTEST 

Associated Research, Inc. 
VIBROTRON 

B. I 5 lectronics, Borg Warner 
Vv IDALIGNE R 

Kay Electric Co. 
VIDIGAGE 

Branson Instruments, Inc. 
VIEWFLEX 

Belling & Lee Ltd. 
VIEWROD 

Belling & Lee Ltd. 
VINYGLAS 

Suflex Corp. 
VOICON 

Radio ppoeneny Labs., Inc. 
VOXET! 

poo Ltd. 
VOYCALL 

Lake Mfg. Co., Inc. 


w/B 
W piasteg Electrical Radio 
td 
WEIGHT-METER 
Sioux Radio Prods. 
WELCON 
Welwyn Canada Ltd. 
Welwyn Electrical Labs. Ltd. 
WELDPAC 
Dubilier (1925) 
Ltd 


WELMEG 

Welwyn Canada Ltd. 

Welwyn Electrical Labs., Ltd. 
WELMET 

Welwyn Canada Ltd. 

Welwyn Electrical Labs., Ltd. 
WESTALITE 

Westinghouse Brake & Signal Co. 

Ltd. 

WIFE-SAVER 

Mark Simpson Mfg. Co., Inc. 
WILBAC 

Bach-Simpson Ltd. 
WILLIAMSGRIP 

HiResearch Mfg. Co. 
WINCHESTER 

Continental Connector Corp. 
WINROD 

Belling & Lee Ltd. 
WISS 


Condenser Co. 


Workman TV, Inc. 
WISSH-JET 

Workman TV, Inc. 
WYMA TROPYDUR 

Wilhelm Westermann 


XTEND-IT 
Workman TV, Inc. 
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/ Airtron Canada Ltd., 
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Section 3 Canadian Manufacturers 


Names, addresses and telephone numbers are given 
in this section for all Canadian manufacturers whose 
names appear in Section 1—Products and Services. 


A 
A M F Atomics (Canada) Ltd., 
Cobourg Rd., Port Hope, Ont. TU 
5-4537 and 25 King St. W., To- 
ronto, Ont. EM 6-1314. 
Acme Electric Corp. Ltd., 50 
Northline Rd., Toronto, Ont. PL 
§-3315. 
Adams Engrg. Ltd., 1500 St. 
Catherine St., W., Montreal 16, 
Que. WE 3-6857. 


tebe eet tte 

Addison Industries Ltd., 9 Hanna 

Ave., Toronto, Ont. EM 3-6692. 

Aerovox Canada Ltd., 1551 Barton 

St. E., Hamilton, Ont. LI 5-1186. 
M. J. Howard & Co., 1206 Bank 

CE 5-9931. 


Ave., Toronto 19, Ont. R 
5160. Isabella Ave., 


Atomic Energy of Canada Ltd., 
Commercial Products Div., Tun- 
ney’s Pasture, Ottawa, Ont. PA 
8-1841. 
Audio Transformer Co. Ltd., 202 
Regina St. N., Waterloo, Ont. (P.O. 
Box 579) SH 3-4351. 
Audio Vox Intercom. Inc., 4510 De 
La Roche, Montreal, Que. 
M. J. Howard & Co., 1206 | k 
St., Ottawa, Ont. CE 5-99 
Automatic Alarms & Aon Ltd. 
87A Awde St., Toronto, Ont. LE 
3-8263. 
Automatic Coil 
Wingold Ave., 
RU 1-6174. 


J 


t, 


St., Ottawa, Ont. 
Air Reduction (Canada) Ltd., 905 
Hodge St., Ville St. Laurent, Que. 
Aircraft Marine Prods. of Canada, 
Ltd., 194 Wilson Ave., Toronto 12,. 
Ont. HU 1-5204. 


Mfg. Ltd., 50 
Toronto 10, Ont. 


Mr. J. Bass, Rm. 106, 525 Sey- 
mour St., Vancouver 2, B.C. 
MU 3-5848. (Alta. & B.C.) Mr. 
R. Henderson, 72 Princess St., 
Winnipeg, Man. WH _ 3-8707. 
(Man. & Sask.) Mr. 
mick, 875-54th Ave., 
ue. ME 7-2306. (Que. 
Ont.) 

Automatic Controls (Canada) Ltd., 

17 Advance Rd., Toronto, Ont. 

Automatic Electric (Canada) Ltd., 

100 Strowger Blvd., Brockville, Ont. 
Automatic Electric Sales (Can- 
ada) Lid., 185 qe 3B Dr., 
Toronto 16, Ont. PL 7-286 

Automatic Radio Co., 56 ae 

2 , Toronto, Ont. M 3-8328. 
William Cohen Ltd., 7000 Park 
Ave., Rm. 402, Montreal, Que. 
CR 2-5719 (Que. & East). 

Ih & Sound 
— Ltd., 717 Osborne Ave., 
Verdun, Que. PO 8-8161. 

‘Avery Adhesive Label Corp. (Can- 
ada) Ltd., 48 Haas Rd., Rexdale, 
Ont. CH 4-1194; Sales offices in 
Montreal, Winnipeg & Vancouver. 

) Aviation Electric Ltd., 200 Lauren- 

tien Blvd., Montreal 9, Que. RI 

| -2811 and P.O. Box 1412, Halifax, 


c/o Renfrew 
Electric Electric Ltd., Renfrew, Ont. 
HE 2-3631. 

‘iz * R. ‘Longstaffe Co. Ltd., 5890 
Monkland Ave., Montreal, Que. 
HU 8-0806 and 492 raor. St. 
W., Ottawa, Ont. CE 6-2113 
Radiovision Sales Ltd.. 325 Tenth 
Ave. W., Calgary, Alta. 2-3294. 

Allanson Armature Mfg. Co. Ltd., 

33 Cranfield Rd., Toronto, Ont. 

PL 5-1191. f 

Allen-Bradley Canada _ Ltd., 

Dundas St., Galt, Ont. 4660. / 

Alliance Motors, Div. of the Easy!/ 

Washing Machine Co., Schell Ave., 

Toronto 10, Ont. RU 3-6124. 

Allied Circuit Techniques Ltd., 

Robinson St., Oakville, Ont. VI 


4-9411. 
John Herring & Co. Ltd., 3468 
Dundas St. W., Toronto 9, Ont. 
RO 2-9824. 
Aluminum Co. of Canada Ltd., 
1700 + : ife Bldg., Montreal, Que. 
UN 6-75 
Raw id and distributors 
principal cities across Guat. 
* Amalgamated Electric Corp. —. 
384 Pape Ave., Toronto, Ont. 
6-2151. 
Prince & Roberts, 61 Charles 
St. W., Toronto, Ont. WA 1-5871. 
Amean Electrical Harness Ltd., 
Fraser Ave., Toronto 3, Ont. 
2-9002. 
Amphenol Canada Ltd., 300 Camp- 
ay Ave., Toronto 9, Ont. LE 
7-1251. 
Amplifone Canada Ltd., 11 Water 
St., Belleville, Ontario. 
Andrew Antenna Corp. Ltd., 606 
Beech St., Whitby, Ont. MO 8-3348. 
Antiference Canada Ltd., 169 Ber 
ley Dr., Toronto 16, Ont. 
7-3040. 
Armaco—see R. Mack & Co. Ltd. 
Armet Industries Ltd., 41 Cooctiees 
Blvd., Scarborough, Ont. 
8-5977. 
Arrow-Hart & Hegeman (Canada) 
Ltd., Industry St., Mt. Dennis, 
Toronto 15, Ont. RO 2-1101. 
Cochrane’ Stephenson (Western) 
Ltd., 103 Princess St., Galt Bidg., 
Winnipeg, Man.; 10330 - 104th 
St., 25 Millar Bldg., Edmonton, 
Aita.; 617 - 10th Ave., Calgary, 
Alta.; 1324 Franklin St., 
couver, > 
Associated Electronic Components, 
37 Roselawn Ave., Toronto 12, Ont. 
HU 1-0144 
Atlas Polar Co. Ltd., 60 Northline 
Rd., Toronto 16, Ont. PL 7-3641. 


& E. 
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N.S. 2-4536. 
Aviation Electric Pacific Ltd., 
Vancouver Airport, Vancouver, 
B.C. CR 8-2184; Municipal Air- 
port, Calgary, Alta. 7-8526. 


B 


eee ch Simpson Ltd., 1255 Brydges 
London, Ont. GL 1-9490 and 
163 Eglinton Ave. E., Toronto, Ont. 
HU 3-2585. 
Bailey Meter Co. Ltd., 1980 
Claremont Ave., Montreal 6, Que.; 
Li ae St., Halifax, 
Don Roadw ay, Toronto 8, 
Ont. 1106 Childs Bldg., 211 Portage 
Ave., er Man.; 346 - 23rd 
Ave. S.W., Calgary, Alta.; 1645 W. 
5th Ave., Vancouver 9, B.C. 
Bakelite Co., Division of Union 
Carbide Canada Ltd., 40 St. Clair 
Ave. E., Toronto, Ont. WA 5-3227 
and 1425 Mountain St., Montreal, 
Que. VI 5-3145. 
anfield & Co 


-2661. 
Barber-Colman of Canada _ Ltd., 
Wheelco Instruments Div., 6 Les- 
wyn Rd., Toronto 19, Ont. RU 
7-1191 and 300 yer Blvd., 
Montreal 9, Que. RI 4-1402. 

Instrument Service tan Ltd. 
10, Mo Broadway, ‘Vancouver’ 


10/ Ato tronrcet Lontnol 


J 


an- 


Toronto 
_——-+ 


J 


D. McCor-\ 
Lachine, ‘ 


N.S.; , 


Details of sales representatives in other parts of Canada, 
if any, appear immediately below the manufacturer’s 
listing. 


Dundas St. W., Toronto 9, Ont. 
RO 2-8224. 


‘anadair Ltd., P.O. Box 6087, 
Montreal, Que. RI 4-1511. 


adian Admiral Corp. Ltd., 501 
co bone, Rd., Port Credit, Ont. 


/ Bayly Engrg. Ltd., —_ St., 
Ont. Toronto EM 2-3741 
Beaconing Optical & Precision 
Materials Co. Ltd., 455 Craig St. 
W., Montreal, Que. UN 6-8395. 
Plant: 555 Blvd. Boivin, Granby, 
Que. FR 8-4114 and Montreal UN 


Ajax, 


R 8-5561. Branches in principal 
cities across Canada. 

Canadian Applied Research Litd., 
1500--O6’C€onnor rx Toronto 16, 
Ont. PL--92241-—and Roxborough 
Bidg., Laurier Ave. W., Ottawa, 
Ont. CE 6-3931 

Canadian Armature Works Inc., 
6595 St. — St., Montreal, Que. 
CR 7-31 

F. N. a 400 Broadway W., 

Vancouver 10, B.C.; Mr. Harry 

Cheer, 21 King St. E., Toronto, 

Ont.; R. L. Brews & Son Ltd., 

Edmonton & Calgary, Alta.; 

Thurman Supply Co., 1845 Broad 

St., Regina, Sask.; J. M. Thorne, 

Main St., Corner Brook, Nfid. 
Canadian Astatic Ltd., 2273 Dan- 
lee Toronto 13, Ont. OX 
9-112 

L. Doucette (C. L. Thompson 

Ltd.), c/o Thorcraft Radio, 87 

King St., Winnipeg, Man. (Man. 

& Sask. ); W. J. Mcintyre, 7365 

Mountain Sights, Montreal, Que. 

(East); Chas. L. Thompson Ltd., 

3093 Woodbine Dr., N. Vancou- 

ver, B.C. (Alta. & B.C.) 

Canadian Atlas Transformer Co., 
17 Carlaw Ave., Toronto, Ont. HO 
1-5513. 
Canadian Aviation Electronics Ltd., 
P.O. Box 915, Station ‘O’, Montreal 
9, Que. ME 1-6781; 6214 Cote de 
Liesse, St. Laurent, Que.; 387 
Sutherland Ave., Winnipeg, Man.; 
8265 Fraser St., Vancouver, B.C. 

;Canadian Carborundum Co. Ltd., 

; Stanley St., Niagara Falls, Ont, 

EL 8-5761. 

J Empire Engrg. Co., 738 Dundas 
St. E., Toronto, Ont. EM 4-2928. 
! Canadian Charts & Supplies Ltd., 
North Dr., P.O. Box 34, Oakville, 
Ont. 
Canadian Chromalox Co. Ltd., 210 
Rexdale Blivd., Rexdale P.O., Ont. 
CH 1-8624. 

E. W. Playford. Ltd., P.O. Box E, 

5851 Upper Lachine Rd., Mont- 

real, Que. HU 9-5383; F. D. 

Bolton Ltd., 926 East Hastings 

St., Vancouver, B.C. MU 3-5658; 

401 Avenue Blidg., Winnipeg, 

Man.; 11430 - 95th St., Edmon- 

ton, Alta; 

Canadian Cinch Anchoring Systems 
Ltd., 2095 Madison Ave., Montreal 
28, Que. 

Irving Smith Ltd., 2095 Madison 

Ave., Montreal 28, Que. DE 1153. 
Canadian +e! Ltd., =~ 
Sherbrooke St. Montreal, 

E 7-6117 hy Davis Rd., Oak- 
ville Ont. VI 5-2828. 
Canadian Cutler-Hammer Ltd., 
Pape Ave., Toronto, Ont. 
6-2151. 

Canadian Electric Resistors Ltd., 
ay Ave., Toronto 16, Ont. PL 


5-18 
L. Thompson Ltd., 3093 


Chas. 
_— Dr., Vancouver, 


5 


1-3714 
Beama Engrg. Ltd., 76 Densley 
ve., Toronto 15, Ont. CH 4-5349. 
Beatty Bros. Ltd., Hill St., Fergus, 
Ont.; Haymarket Sq., Saint John, \ 
N.B.; 310 Cremazie Blvd., ont- 
real, Que.; 204 Princess  St., 
Winnipeg,’ Man.; 10265 107th St., 
Edmonton, Alta.; 302 12th St., 
New Westminster, B.C. 
Benco Television Associates Ltd., 
27 Taber Rd., Rexdale, Ont. CH 
4-4296. 
Bepco Canada Ltd., 4018 St. Cath- 
Jerine St. W., Montreal 6, Que. WE 
/7-9211. Br.: 265 R de la 
Couronne, Quebec 2, Que. A 
3-4058:; 1355 Wellington St., 
Ont. PA 8-5200; 33 Niagara St. 
Toronto 2B, Ont. EM 3-3273; 428 
Main St. W., Hamilton, Ont. JA 


9-2027; 428 Portage Ave., Winnipeg, 
Man. WH 2-8557; 215 - 10th Ave. 
S.W., Calgary, Alta. AM 6-8881; 
No. 8 675 Davie St., Vancouver 2, 
B.C. MU 3-8228. 
Bishop Sons & Co. Ltd., 
Eastern Ave., Toronto 8, Ont. 
3-1213. 
Bogue Electric of Canada Ltd., 
River Rd., Ottawa, Ont. 
Bohne Industries Ltd., 1153 Queen 
St. W., Toronto 3, Ont. LE 2-4418. 
Boston Insulated Wire & Cable Co. 
Ltd., 118 Shaw St., Hamilton, Ont. 
JA 9-7151. . 
The Bristol Co. of Canada Ltd., 
71-79 Duchess St., Toronto 2, Ont. 
EM 3-3421; 1529 Drummond St., 
Montreal, Que. AV 8-5141; 384 
Emerald St. N., Hamilton, Ont. 
JA 2-0335; 4420 ist St. SE... 
Calgary, Alta. CH 3-7603; 736 
Granville St., Vancouver, B.C. MU ¥ 
4-3941. 
Burgess Battery Co., 415 Buttrey 
St., Niagara Falls, Ont. EL 4-1671. 
1530 Birch- 
Ont. PL 


Burndy Canada Ltd., 

mount Rd., Scarborough, 

7-8761 and 1434 St. Catherine St. 

W., Montreal, Que. P 
Bunston Ltd., 1642 West 4th 
Ave., Vancouver, B.C. and 1137 
Bowness Rd., Calgary, Alta.; 
Norman L. Haney Agency Ltd., 
875 Wall St., Winnipeg, Man. 


Cc 


| Cambridge Thermonic of Canada 
}Ltd., 2425 Grand Blvd., Montreal 
j28, .Que. HU 8-8321. 
| Samuel C. Hooker (Canada) Ltd., 
2425 Grand Blvd., Montreal, Que. 
HU 8-8321 and 4126 Bathurst St., 
Toronto, Ont. ME 5-1470. 
Campbell Mfg. Co. Ltd., 45 Shep- 
pard Ave. E., Willowdale, Ont. BA 
1-3415. 
Canada Decalcomania Co. Ltd., 
507 - 511 King St. E., Toronto 2, 
Ont. EM _ 8-1751. Branches in 
principal cities across Canada. 
The Canada Metal Co. Ltd., 721 
Eastern Ave., Toronto 8, Ont. -™ 
5-4684; 6265 Notre Dame St. 
Montreal, Que. CL 5-3653; 1255 5 
James St., Winnipeg, Man. SP 
4-7455; 1428 Granville St., Van- 
fcouver, B.C. Marine 1367. 
Canada Wire & Cable Co. Litd., 
Postal Stn. ‘R’, Toronto 17, Ont. 
HU 5-8681. Branches in principal 
cities across Canada ‘ 
Tele-Radio dytems Ltd., 3534 


588 
HO 


J 


J 
J 


{ 
/ 


384 
HO 


/ S oe Electronics Co., 96 Gore 
,» Hamilton, Ont. JA 8- 1266. 
he Canadian Fairbanks-Morse Co. 
Ltd., 980 St. —- St., Mont- 
real, Que. UN 6-14 
Canadian General Seite Co. Ltd., 
Head Office, 214 King St. W., 
Toronto, Ont. EM 6-7311. Branches: 
3030 East Broadway, Vancouver, 
B.C. HA 7700; 3638 Manchester 
Rd., Calgary, Alta. CH 3-7696; 945 
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J/(MC Kadiv Relay 
| Covtral Secentipre 


t. James St., Winnipeg, Man. SP 
3581; 5000 amur, Montreal, 
ec. RE 3-9911; 131 Howe Ave., 
alifax, N.S. 5-0551. 
Canadian General Electric Co. Ltd., 
Electronic Equipment and Tube 
Dept., 830 Lansdowne Ave., 
\ ronto 4, Ont. LE 4-6511. 
Canadian Industries Ltd., P.O. Box 
10, Montreal, Que. UN 1-2571. 
Canadian Johns-Manville Co. Ltd., 
565 Lakeshore Rd. E., Port Credit, 
Ont. CR 8-7211. Br. Ottawa, 
Montreal, Winnipeg, Vancouver. 
Paisley Prods. of Canada Ltd., 
P.O. Box 159, Stn. H., Toronto, 
Ont. PL 5-2216-7-8 (Ont. & West). 
/ Canadian Line Materials, 3595 St. 
se E., Toronto 13, Ont. AM 
Canadian Liquid Air Co. Ltd., 1111 
Beaverhall Hill, Montreal, Que. 
Branches throughout Canada. 
Canadian Marconi Co., 6035 Cote 
de Liesse Rd., Montreal 9, Que. 
RI 8-7711. Also in Halifax, N.S., 
Toronto, Ont., Winnipeg, Man. 
and Vancouver, B.C. 
Industrial & Institutional Com- 
munications Ltd., 29 McNau 
ton Ave., Wallaceburg, Ont. 
7-2131. (Sound, signalling & 
intercom. eqpt.). 
Canadian Marconi Co., Electronic 
Tube & Components Div., 830 
Bayview Ave., Toronto 17, 
HU 1-5221. Goemte « 
Canadian Marconi Co., 
Div., 4104 St. Catherine St. 
Montreal, Que. WE 7-4655. 
Canadian Motorola Electronics 
ay . = Be td Dr., Toronto 16, 


eee 


w 


' 
Pacific Communications ae 
Ltd., 1181 Marine Dr., Van- 
couver, B.C. (B.C.) Eovatin 
Electronics Ltd., 107th Ave. 
109th St., Edmonton, Alta. 

/ (Alta.) 

"Canadian Pittsburgh _ Industries 

. J Ltd., 48 St. Clair Ave. W., Toronto, 

V Ont” WA 48701. 

J Seorse'' Research Institute, “3 st. 


George St., Toronto 5, Ont. 
3-2455. 
Canadian Ribbon Tape Co. Ltd., 
102 Eglinton Ave. E., Toronto, Ont. 
HU 3-3292. 
Paisley Prods. of Canada Ltd., 
P.O. Box 159, Stn. H., Toronto. 
Ont. PL 2216-7-8. 
Canadian Resins & Chemicals Ltd. 
600 Dorchester St. W., Montreal 
Que. 
ag ome Sonic Co., 46 St. a 
Toronto 5, Ont. WA 2-6484 
Condion Stackpole Ltd., 550 Evans' 
Ave., Toronto 14, Ont. CL 9-4208 
Canadian Westinghouse Co. Ltd. 
Head Office, 286 Sanford Ave. N., 
Hamilton, Ont. JA 7-0271. Branch 


j 


" . 271. es 
in principal cities across Canads, / Lid 


Carriere & McFeeters Ltd., 93 
Warden Ave., Scarborough, Ont. 
PL 7-5103 and 261 Brittany Dr., 
Ottawa, Ont. SH 6-6318. (Air- 
craft prods.). 
Canadian Westinghouse Co. Ltd., 
Electronics Div., P.O. Box 510, 
Hamilton, Ont. JA 8-3461. 
Automatic Telephone & Sound 
Services Ltd., 777 Osborne Ave., 
Verdun, Que. PO 8-8161. 
Canadian Westinghouse Co. 
Tube Div., Longwood Rd. S., 
Box 510, Hamilton, Ont. 
8-3461. 
Cannon Electric Canada Ltd., 160 
Bartley Dr., Toronto 16, Ont. PL 
7-2845 and | Montreal Airport, Dor- 
val, Que. ME 1-3626. 
M. J. Howard & Co., 
St., Ottawa, Ont. CE 5 
Carriere & MacFeeters 9g 936 
Warden Ave., Scarborough, Ont. 
PL 7-5103 and 261 Brittany Dr., 
Ottawa, Ont. 
Centralab Canada Ltd., 804 Mt. 
Pleasant Rd., Toronto 12, Ont. HU 
1-2291. 
Central Bridge Co. Ltd., Trenton, 
Ont 


Ltd., 
P.O. 
JA 


© P. Clare Canada Ltd., 2700 Jane’ 
ne 73, Toronto 15, Ont. 

ME 3 

ine | Mfe. Co. Ltd., 5 Tho 

St. N., Dundas, Ont. MA 8-6913. 

Collins Radio Co. of Canada 

11 Bermondsey Rd., Toronto 16, 

Ont. PL 7-1101 and 77 Metcalfe St., 

Ottawa, Ont. CE 3-6211. 
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Collaro - Audiovision Sales, Van- 
couver, B.C. 
Emerson Sales Ltd., 154 Alexan- 
der St., Vancouver. 4, B.C. MU 
1-6418 (B.C.) 
Computing Devices of Canada 
P.O. Box 508, Ottawa, Ont. 
8-1761 and 164 Eglinton Ave. 
Toronto, Ont. HU 8-2452. 
ows Electronic Equipment 
94 Sheppard Ave. W., 
BA 5-6921. 


Ltd., 
PA 
E., 


Co. Ltd., 

Willowdale, Ont. 
|The Consolidated Mining & Smelt- 
Co. of Canada Ltd., 215 St. 
i! James St. W., Montreal 1, ie. 
AV 8-3103 and C.P.R. Building, 69 
Yonge St., Toronto 1, Ont. EM 


The Constanta Co. of Canada Ltd., 
280 Regina Ave., Montreal, Que. 
‘Continental-Diamond Fibre of Can- 
ada Ltd., 46 Hollinger Rd., Toronto 

16, Ont. PL 5-5211 
Electronic a 


3-6576 < 
ee 


Cords (Canada) Ltd., 149 otal 


Rd., Toronto 3, Ont. LE 7-122 

Cosa Corp. of Canada Ltd., 1160 
Lakeshore Rd., Toronto 14, Ont. 
CL 9-2120. Branches in Montreal 
AV_ 8-2312) and Ottawa (CE 


( 
4-5838) 
~ Ne 
LLG, 18 SO Madsor 


Halifax, N.S. 
pe Electronic Enterprises 
Reg’d., 1514 Eglinton Ave. 
Toronto 10, Ont. RU 3-6576 & 


/ Crane Packing Co. Ltd., 617 Park- 

/ dale Ave. N., Hamilton, Ont. L 

4-3358. 

Croname (Canada) — 50 Taylor 
Waterloo, Que. 

Cushing & Nevell Gag 181 Eglin- 

HU 


D 


Daly Capacitors Ltd., 140 Kendal 
Ave., Toronto 4, Ont. WA 4-1690. 
J. H. Darcy Ltd., 51 Abbott St. N., 
Smiths Falls, Ont. 228 and 2215; 
Beaconsfield Ave., Montreal, Que. 
HU 9-5731. 
Canadian Line ony als, Toronto 
13, Ont. AM 1 
Davis yhoo Soa ‘cone Ltd., 
4251 Dundas St. W., Toronto 18, 
Ont. BE 3-3211. 
(Canada) Ltd., 23 
18, Ont. 
BE 2-1161. 
Delhi Metal 
Ont. 
Dial & Instrument Finishers Ltd., 
261 Davenport Rd., Toronto, Ont. 


Prods. Ltd., Delhi, 


Dominion Aluminum Fabricating 
td., 10 Jutland Rd., Toronto 14, 
Ont. CL 1-2236-7 & CL 1-651. 
Dominion Electric Mfg. Co. Ltd., 
60 Leslig St., Toronto, Ont. HO 
1-9201g/ Petm . EXC frwheme 
Dominion Electrohome Indust. Ltd., 
Technical Prods. Div., 140 Mansion \ 
t., Kitchener, Ont. SH 3-0271. 
Dominion Fasteners Ltd., 686 Park- 
dale Ave. i, P.O. Box 492, 
Hamilton, Ont. LI 9-4661. 
Mr. Frank P. Lewis, 4425 May- 
fair Ave., Montreal, i 
5567; Mr. R. D. Parkinson, 
Bay St., Toronto, Ont. 
6-1042. 
Dow Chemical of Canada Ltd., 600 
University Ave., Toronto, Ont. EM 


199 
EM 


Dow Corning Silicones Ltd., Tippet 
Rd., Downsview, Ont. ST 8-6118. 


Du Pont Co. of Canada (1956) Ltd.) 
a Beaver Hall Hill, Montreal, 
ue 


E 


EV of Canada Ltd., 73 Crockford 
aoe. Scarborough, Ont. PL 
-5171. 


McCurdy Radio Industries Ltd., 
22 Front St. W., Toronto, Ont. 
EM 6-6531. 
Eclipse Electronics Co., 153 Logan 
Ave., Toronto 8, Ont. HO 5-3188. 
Edo (Canada) Ltd., East Front St., 
P.O. Box 97, Cornwall, Ont. WE 
2-6774-5. 
Electric Chain Co., 86 pfu St., 
Toronto, Ont. EM 3-888 


. 1958 
/ lavbenre Jomnd 


JE hefreeet Hh AH. 6.Et hn 
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ba Electric Storage Battery Co. 
Ltd., Exide Industrial 

Div., Box 907, Postal Station “S”, 
Toronto 18, Ont. AT 9-1476; 1010 
St. Catherine St. W., Montreal, 
Que.; 298 Main St., Winnipeg, 
Man.; 400 West Broadway, Van- 
couver 10, Cc. 

lectrical Prods. Mfg. Co. Lid., 
5681 Fullum St., Montreal, Que. 
CR 4-8361. 

Allan Lyone Ltd., Ellice & 
Centre Sts., Winnipeg 10, Man. 
SP 2-9571 (West Ont., Man 
Sask. & Allta.). 


Co. 
87. K/ 
Supply — bes 
Al 


gy Ree’d, Lg Boyce 
, Montreal 5, Que. BE 7255. 


we Div. of Burroughs 


| Adding Machine of Canada Ltd., 


| 1313 Wellington St., 


¥ 


Ottawa, Ont. 
St., Toronto, 
5757. Decelles 
5, Montreal, 


PA 8-3539; 752 Bay 
Ont. EM 3-3000; 
Ave., Suite 404, 
Que. E 3-0468. 


/ Electrodesign, 736 Now pam St. 


Ji 
/ 
Vis 


J 


| 


W., Montreal, Que. 6-7367; 
376 London Terrace, Ottawa 2, 
Ont. SH 9-6837; 109 Eglinton Ave. 
E., Toronto, Ont. HU 9-7221. 
Electronic Associates, Ltd., 
onge St., Willowdale, Ont. 
1-1126. 

Electronic Associates Lid., 
nical Publications Div., 105 
lowdale Ave., Willowdale, Ont. 
1-7961. 


Electronic 


4616 
BA 


Tech- 
Wil- 
BA 


Ltd., 14 
Ont. CL 


Norman L. Haney Agency Ltd., 
975 Wall St., Winnipeg 10, Man 
SP 2-1219; J. C. Matheson, 830 
Montgomery Ave., Riverview, 
N.B.; Moncton Evergreen 6-3816; 
George H. Giles Sales, 16 Centre 
St., Thornhill, Ont. AV 5-2241; 
Norris Burgess, 418 Mt. Pleasant 
Rd., Toronto, HU 9-1854 


Electronic Controls Ltd., Lanning 
Bidg., Belleville, Ont. 
Electronic Energ., 
Ave., Galt, Ont. 
Electronic Enterprises, 
Ave. S.W., Calgary, 
4-1422. 
Electronic 
Vitre St. 
1-1838. 
George H. Giles Sales, 16 Centr 
St., Thornhill, Ont. AV 
National Sales Co., 
St., Winnipeg, 
Whitehead, _ P.O. 
Vancouver, B.C 


Electronic Materifs Int'l Ltd., 
ey ge Ave., “Ottawa, Ont. 
6-714 

saan Research & Develop- 
ment Co. Ltd., 210 9th Ave. E., 


Calgary, Alta. 
Tele-Radio Systems Ltd., 3534 
Dundas St. W., Toronto 9, Ont. 
RO 2-8224. 
Electronics Corp. of America (Can- ¥ 
ada) Ltd., 104 Advance Rd., 
Toronto 18, Ont. BE 3-6243 and J 
5404 Thorncliffe Drive, Calgary, 
Alta. 70353. 
Electro-Vox Intercom Inc., 
Ontario St. E., Montreal, Que. 
El-Met-Parts Ltd., - St., Dun- 
das, Ont. MA 8 636 


Engelhard ache 


of Canada | 
Ltd., 512 King St. E., Toronto, | 
Ont. EM 2-3211. 


Pitt Distributing Co. Ltd., 80 ‘| 


Components 


Plastics Ave., Toronto 14, 


82 Elmwood 


1504 
Alta. 


12th 
CH 
270 


Enterprises Litd., 


72 Princess 


CE 


9272 


PIII 4 


George St., Toronto 2, Ont. EM 
4-8268. 
Engineered Sound Systems Ltd., 
169 Kipling Ave. S., Toronto 18, 
Ont. BE 3-2155. 
English Electric Co. 
Ltd., George 7 St. 
Ont. MU 5-7311 
Ericsson Saeshene Sales of Canada 
Ltd., 130 Bates Rd., Town of 
Mount Royal, Montreal 8, Que. 
Maclvor Electronics Ltd., 248 
Main St., Winnipeg 9, Man. WH 
23026. 
Erie Resistor of Canada Ltd., 
Fraser Ave., Trenton, Ont. EX 
2-6524 and 4972 Dundas St. 
Toronto, Ont. BE 1-1712. 
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erranti 
Mount 
RO 2-3661 
Fischer 
2700 Jane 
3-9810. 
he Foxboro Co. Ltd., 
3413 Ave., Ville LaSalle, 
5-2241% / Que. HU 9-7581. 


Man; A. L. 
Box ~~ 


| Ltd., 4 Racine 


tf 


& 


Essex Electronics of Canada Lid., 
99 Wragge St., Trenton, Ont. 
Essex Wire Corp., 1664 Windsor 
Ave., Windsor, Ont. 

Eutectic Welding Alloys Co. of 
Canada, Lid., 3150 - 37th St., Ville 
St. Michel, Que. RA 1-4939 (At- 
lantic Div., Dartmouth, N.S.) 
Executone Communication Systems 
Ltd., 331 Bartlett Ave., Toronto 4, 
Ont. LE 1-9961. Reps. & distribu- 
tors in principal cities across 
Canada. 


F 


F. A. J. Tools Co., Parkhurst Bivd., 
Toronto 17, Ont. 

John Best Co., 96 Kipling Ave. 

N., Toronto 18, Ont. BE 1-7633. 
Federal Pacific Mfg. Co., 19 
Waterman Ave., Toronto 16, Ont. 
PL 5-2261 
Federal Wire & Cable Co. Lid., 
Div. of H. K. Porter Co. (Canada) 
Ltd., 265 Suffolk St., P.O. Box 90, 
Guelph, Ont. TA 2-6730; 5625 Pare 

ontreal, Que .RI 4-5594; 857 

Marion St., St. Boniface, Man. CH 
7-2391; 148 East 3rd Ave., Van- 
couver, B.C. EX 1421; 325 - 10th 
Ave. W., Calgary, Alta. AM 9-5647; 
10301 - 109th St., Edmonton, Alta. 
AM 2-6171. 

ederated Metals Canada Lid., 
1110 Birchmount Rd., Scarborough, 


Ont. rer — - ~ 
Electric Ltd., Industry St., 


Dennis, Toronto 15, Ont. 


Ferro Enamels (Canada) Ltd., P.O. 

Box 37, Oakville, Ont. 

Fiberglas Canada Ltd., 10 vee 

St., Toronto, Ont. WA 4 957 
Andrew = Gilchrist Ltd., 155 
Decarie Bivd., P.O. Box 99, St. 
Laurent, Que. RI 4-5596. Paisley 
Prods. of Canada Ltd., P.O. Box 
159, Stn. H., Toronto, Ont. PL 
2216-7-8. 

& Porter Canada Ltd., 

St., Toronto, Ont. ME 


Fisher Scientific Co. Ltd., 245 
Carlaw Ave., Toronto 8, Ont. HO 
1-6333; 8505 Devonshire Rd., Mont- 
real, Que. RI 8-8711; 10019 - 103 
St., Edmonton, Alta. 23787. 

leck Mfg. Ltd., 80 Harvey St., 
P.O. Box 1200, Tillsonburg, Ont. 


V VI 2-3641 


f Fleet Mfg. Ltd., Gilmore Rd., P.O. 


W., Montreal, Que. UN V Box 300, Fort Erie, Ont. 1400. 


707 Dollard 
Montreal 32, 
1078 


L. H. Frost (Canada) Ltd., 
Oak- 


Service Rd., P.O. Box 425, 
ville, Ont. VI 4-6681. 


G 


Garlock Packing Co. 
Ltd., 750 Bay St., Toronto 
EM 4-3456. 
' The Garrett Mfg. Corp. of Canada 
Rd., Rexdale, Ont. 
CH 4-5655 and 1255 Laird Bivd., 
Montreal, Que. RE 8-7605. 
General Controls Co. Ltd., Guelph, 
Ont. 
General Engrg. 
Roselawn Ave., 
RU 7-4926. 
General Instrument - F. W. Sickles 
jof Canada Ltd., 151 Weber St. S., 
| Box 408, Waterloo, Ont. SH 4-8101. 
Adams Engrg. Ltd., 1500 St. 
Catherines St. W., Montreal, 
oe ; 77 Metcalf St., Ottawa, 
Ont.; 1999a Avenue Rd., Toronto, 
Ont.; C. W. Pointon, Toronto; 
Canadian Line Materials, 
Toronto. 
I Theatre Supply Co. 
, Toronto 5, O EM 
“Saint 


_ ate: 
BYTLLC. 
3; 2 dmon- 
i 
Vancouv 


Batteries Ltd., 1021 
Winnipeg, Man. 


of Canada 
2, Ont. 


Co. Ltd., 1203 
Toronto 10, Ont. 


J __N. 
Rd., Town of } 


‘innipeg, 
916 oo ie St., 
7933. 


Globelite 
Winnipeg Ave., 
SP 4-4571. 

B. F. Goodrich Canada _ Léd., 
Kitchener, Ont. SH 5-7351. 
Branches in principal cities across 
Canada. 


ore 


> 


7 


| 2Gs4 
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Canadian Manufacturers 


Id-National Batteries of Canada 
Ltd., 214 Merton St., Toronto 7, 


Ont. HU 1-4438 and 5925} Monkland _ >» 
1-6633. 


Ave., Montreal, Que. 

Great Lakes ede amine 
Ltd., Algie Ave., Toronto 14, Ont. 
CL 1-6581. 

The B. Greening Wire Co. Ltd. 
55 Queen St. N., Hamilton, Ont. 
JA 8-5971 and Toronto Zenith 
77500; also 180 St. Paul St. W., 
Montreal, Que. VI 9-2407. 

Gulley Co. Ltd., 72 Crockford 
art Scarborough, Ont. OX 
-1678. 


) Hackbusch Electronics Ltd., 23 
/ Primrose Ave., Toronto 4, Ont. 
VO LE 1-2453. 
The Hallicrafters Canada Ltd., Don 
wae Rd., Don Mills, Ont. HI 


Y 
a Weg 20 Trent 
Ave., Toronto 13, 

William M. aad, 150 Pine- 
wood Trail, Port Credit, Ont. 
CR 8-7666 (East). 
Hall & Pickles Ltd., 1266 Kipling 
Ave. N., Rexdale, Ont. CH 4-5335. 
Andrew Gilchrist Ltd., 155 
Decarie Bivd., P.O. Box 99, St. 
Laurent, Que. RI 4-5596. 

Hammond Mfg. Co. Ltd., P.O. Box 

37, Guelph, Ont. TA 2-2960. 

Handy & Harman of Canada Ltd., 

141 John St., Toronto 2B, Ont. 

EM 8-6171 and 620 Cathcart St., 

Montreal, Que. WR 6-6596. 

The E. Harris Co. Ltd., 1 Leslie 

St., Toronto, Ont. HO 5-2434. 

Hart Battery Co. Ltd., Box 550, 

St. Johns, Que. 7-2325-6-7. Branches 

V in principal cities across Canada. 
Hathaway Kraemer Ltd., 125 Whit- 
ney Pl., Kitchener, Ont. "SH 2-7944. 
Hawkesbury Wire Co. Ltd., P.O. 
Box 507, Hawkesbury, Ont. 

Lake Engrg. Co. Ltd., 767 War- 
den Ave., Scarborough, Ont. PL 
7-3253. 
! Helipot Corp., 3 Six Points Rd., 
| Toronto 18, Ont. BE 3-1116. 
R-O-R Associates, Ltd., 1470 Don 
Mills Rd., Don Mills, Ont. HI 
4-4429 and 6201 Cote St. Luc., 
Montreal, Que. DE 0845. 
Hellermann Canada Ltd., 44 Dan- 
+ gaan Toronto 13, Ont. OX 
B. D. Coyne, 4130 Molson Ave., 
ys Genevieve de Pierrefonds, 
R.R. 2, Box 21, Que. NA 6-5412 
s/Honeywell Controls Ltd., Vender- 
/ hoof Ave., Toronto 17, "Ont. HU 
- Branch offices in principal 
cities across Canada. 
The Hoover Co., Gage Ave. 
Barton St., Hamilton, Ont. 
5-1151. 
Hoskins Alloys of Canada Ltd., 45 
Racine Rd., Rexdale, Ont. ‘CH 
4-1145. 
Humble Mfg. Co. Ltd., 
2nd Ave., Vancouver 9, 
Prairie Agencies, 222 
Ave., Winnipeg, Man. 
acitors (C. 


& 
LI 


1695 W. 
B.C, 


Portage 


lysol (Canada) Ltd., 184 L ae Dr., 
Toronto 17, Ont. HU 3-400! 


I 
L. T. a=. B T. Electronics Service Co. 
Ltd., 2055 Peel St., Ste. 
V ABM Montreal 2, Que. 
The Indiana Steel Prods. Co. of 
‘/ Sone Ltd., Kitchener, Ont. SH 


International Business Machines 
Co, Ltd., Don Mills Rd., Toronto 
6, Ont. HI 4-2511. Branches in 
principal cities across Canada. 

/ The International Nickel Co. of 


yay Eat ahae 55 ee St., Toronto, 
/ 
Jt Electronics (Canada) Ltd., 


International Sedan Co. Ltd., 
349 Carlaw Ave., Toronto 8, Ont. 
HO 1-3511 

50 Mair vg Ave., Toronto 19, Ont. 
RU 1-617 


{ Masson cy 


M 


R. Mack & Co. Ltd., 7966 Gran- 
ville St., Vancouver 14, B.C. K 
6894 and 144 Parkmount Rd., To- 
ronto, Ont. HO 1-1239. (ARMACO 
branded components.) 
Magnetic Coil Co., 67 Gepecte St., 
a, Ont. SH 2-7811 
7 Armstrong Ltd., 700 
Weston Rd., Toronto 9, Ont. RO 
2-7535 (East). 
Mallory Battery Co. of Canada 
Ltd., 228 St. Helens St., Toronto, 
Ont. LE 4-4201. 
A. C. Simmonds & Sons Ltd., 
100 Merton St., Toronto, Ont. 
HU 5-9111. 
Marsland Engrg. Co. Ltd., 
toria St. S., Kitchener, 
5-9486. 
McCarter Radio & Television Ltd., 
1625 W. 3rd Ave., Vancouver 9, 
B.C. BA 4313. 
McCurdy Radio 
Ltd., 22 Front St. W., Toronto, 
Ont. EM 6-6531. 
E. S. Gould Sales Co., 353 St. 
Nicholas St., Montreal, Que. AV 
8-5716 (East). 
McPhar Mfg. Ltd., 139 Bond Ave., 
Don Mills, Ont. HI 4-4451. 
Measurement Engrg. Ltd., Arn- 
prior, Ont. 400. 
Mel Sales Ltd., Arnprior, Ont. 
400; P.O. Box 189, Postal St. 
ma Montreal, Que. Ste 
Eustache 9198; 1470 Don Mills 
Rd., Don Mills, Ont. HI 4-8172. 
Cc. C. Meredith & Co. Ltd., 80 
Thomas ~ Streetsville, Ont. 
TA 6-114 
Mica Co. a Canada, 1242 a 
College Ave., Montreal, Que. N 
6-2608. 
Micarta Fabricators  Ltd., 
Toronto St., Toronto, Ont. 
8-4251. 
Micro-Tower Ltd., 42 
Blvd., Toronto 16, Ont. 
Millard Electric Ltd., Perth, 
144, 
Milltronics Ltd., 129 Adelaide St. 
, Toronto, Ont. EM 4-9767 and 
516 McDonnell St., Peterborough, 
Ont. RI 2-6613. 
Minnesota Mining & Mfg. of Can- 
ada Ltd., Electrical Products Div., 
P.O. Box 757, London, Ont. 4-7361. 
Moloney Electric Co. of Canad: 
Ltd., 213 Sterling Rd., Toronto 3, 
Ont. LE 4-9926. 
Monarch Radio Mfg. 
Arcade St., Montreal, 
5-1540. 
;Monsanto Canada Ltd., 
Patrick St., Ville La Salle, 
Lenkurt Electric Co. of Canaga y real, Que. Offices in 
Ltd., 7018 Lougheed Hwy., Oakville, Edmonton, Vancouver. 
Burnaby P.O., Vancouver, BC Morningstar-Paisley of Canada 
GL-4000. Ltd., 207 Queens Quay W., Toron- 
Sees Electric Sales to, Ont. EM 6-0848. 
ada) td., 185 Bartley Mouldmakers & Engravers Ltd., 
Toronto 16, Ont. PL 7-286 738 Dundas St. E., Toronto, Ont. 
Branches in Montreal, oan EM 4-2928 
Brockville, Hamilton, bat Empire Engineering Co., 738 
Regina, Edmonton and Van- Dundas St. E., Toronto, Ont. 
EM 4-2928. 
Muirhead Instruments 
rie St., Stratford, Ont. 
3718 
| Peter a Associates Ltd., 
~Feronto 45, Ont. 


Ween 


National ioe Co., Division of 
Union Carbide Canada Ltd., 805 
Davenport Rd., Toronto 4, Ont. 
LE 4-9501. 
Hackbusch Electronics Ltd., 23 
Primrose Ave., Toronto 4, Ont, 
LE 1-2453. 
National Fibre Co. of Can. Ltd., 
107 Atlantic Ave., Toronto 2, Ont. 
LE 2-3303. 
National Sound Services Ltd., 1785 
Bois Franc Rd., Montreal 9, Que. 
I 7-6515. 
eosid (Canada) Ltd., 10 Vansco 
3 Rd., Etobicoke, Toronto 14, Ont. 
CL 1-2831. 
The Glendon Co, Ltd., 44 Wel- 
lington St., Toronto, Ont. EM 
6-5673. ‘ 


Canadian Electronics Ltd., 109 
St. & 107 Ave., Edmonton 1, 
Alta. 4645. 

fin + 
lvd., 


pe 
anada Ltd., 
oronto, 

, PL 3316-38 “( 


Johnson Matthey & Mallory 
110 Industry St., Toronto 15, . 
RO 2-7201 and 606 eet St., 
Montreal, Que. UN 6-690 
A. C. Simmonds & Sons ‘i ed., 100 
Merton St., Toronto, Ont. HU. 5- 
, 9lll 
Joy Mfg. Co. (Canada) Ltd., 175 
Beverly St., Galt, Ont. 3600. 
154 Vic- 
K Ont. SH 
KCS Date-Geantrol Lid., 20 Spadina 
Rd., Toronto, Ont. WA 4-3381. 
George Kelk Ltd., 130 Willowdale 
Ave., Willowdale, Ont. BA 5-7724. 
R-O-R Associates Ltd., 1470 Don 
Mills Rd., Don Mills, Ont. HI 
4-4429 (Specific Products); Sheri- 
on Geophysics, .121 Richmond 
W., Suite 602, Toronto, Ont. 
EM 3-3933 (Geophysical Equip- 
ment). 
Kester Solder Co. of Canada Ltd., 
5i Bruce St., Brantford, Ont. 
PL 3-3425. 
Cc. M. —— Co., 1550 Erin 
St., Winnipeg 3, Man. SP 4- 
1855-6. (Lakehead West) 
ae Electronics (Canada) Ltd., 
425 Grand Blvd., Montreal, Que. 
HO 8-8321 & 8744. 
Samuel C. Hooker (Canada) 
Ltd., 2425 Grand Blvd., ont- 
real, Que. HU 8-8321 and 4126 
Bathurst St., Toronto, Ont. ME 
5-1470. 
Kitchener Electronic Industries 
Ltd., 139 Dundas St., P.O. Box 542, 
Kitchener, Ont. SH 5-9770. 
— Cohen Ltd., 7000 Park 
Ave., Rm. 402, Montreal, Que. 
CR 2-5719 (Que.); Len Finkler 
& Co., 330 Adelaide St. W., 
Toronto 2B, Ont. EM 8-5223 


(Ont. & West). 
an | 
& Northrep Canada Ltd., 


Toronto 15, Ont. 


/ 


Industries Co. 


18 
EM 


Crockford 
PL 7-4263. 


Ont. 


the Lara, L 
non Lt 767 Wa 
eae 
61 Industry St., 
RO. 6-7623. 
Leland Electric 
Guelph, Ont 
Allied Industrial Electronics of 
Canada Ltd., 9 Torbarrie Rd., 
Toronto 15, Ont. CH 6-2133 
(East). 


Canada_ Ltd., 


Que. Vi 


425 St. 
Mont- 


= 


couver. 
Linde Air Products Co., Division 
of Union Carbide Canada Ltd., 40 
St. Clair Ave. E., Toronto 7, Ont. 
WA 4-5451; 805 Davenport Rd., 
}/Toronto, Ont.; 8311 Royden _ 
Montreal, Que.; 1175 Grant 
Vancouver 6, B.C.; 733 Tache Pra 
St. Boniface, Man. 
Lindsay Antenna & Specialty 
Prods. Ltd., 11 Wellington St., 
Lindsay, Ont. FA 4-2196. 

William Cohen Ltd., 7000 Park 

Ave., Rm. 402, Montreal, Que. 

CR 2-5719 (Que.). 
Linread Canada Ltd., Hayes Ave., 
P.O. Box 292, Guelph, Ont. TA 
4-0070 & Toronto EM 8-8807. 
Lion Rubber & Plastics Ltd., 140. 
Clement St., Villa LaSalle, Mont- 
real 32, Que. HU 1-0138. 
London Wood & Plastics Ltd., 19 
King St., London, Ont. 2-3033. 

. Longstaffe Ltd., 300 C; 
Toronto 


Ltd., 677 
3717 & 


ei 


a 
lE 
Noa 
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E oa Copper and Brass 4 


Os 
J 9-7886 


Co., 3837 Vi 


Toronto, , 


ai 


| fen. 


Gou/Zen 


. H. Nichols Ltd., 4544 Dufferin 
St., P.O. Box 500, Downsview, Ont. 
ME 3-8190. 


1238, Place D’Arm 
Montreal 1, e. MI 5-5741; 
Laird Blvd., Montreal 16, Que. R 
9-2441; 225 ‘Wicksteed Ave., Toron- 
to, Ont. HU 8-1115; 
Ave., London, Ont. 8-0142; 
104th St., Edmonton, Alta. 2-2713; 
1045 West ee enerey. Vancouver, 
B.C. BA 7312 

[Soe Electric Co. Ltd., 1600 


P.O. Box 
1288 


Notre Dame St. W., P.O. Box 6123, 
Montreal, Que. WE 7511. Branches 
in principal cities across Canada. 

orthern Radio Mfg. Co. Ltd., 
1950 Bank St., Ottawa, Ont. RE 


[s 
4440 
Oki & Willadsen Ltd., 47 Crock- 
ford Blvd., Toronto 16, Ont. PL 
7-4195. 
borne 
Wesley St., 


95 
CL 


Electric Co. Ltd., 
Toronto 14, Ont. 


P 
Packard E . Ltd., 13 Race 
St... atharines, Ont. MU 
J ie 


Paisley Prods. of Canada Ltd., 

P.O. Box 159, Stn. H., Toronto 13, 

Ont. PL 5-2216-7-8. 

Panelyte Div., St. Regis Paper Co., 
da) -» 2180 Belgrave Ave., 

Montreal, Que. HU 9-3801; 81 

McCormack Street, Toronto, Ont. 

RO 6-2403 

ag Plastics Co. 

St., Preston, Ont. 

“Len Finkler & Co., 

MW., Toronto 2B, Ont. 


Ltd., 


330 Adelaide 
EM 


Bishop 


P. P. Payne & Sons (Canada) Ltd., 
468 King St. W., Toronto, Ont. 
EM 8-9214. 
E. S. Gould Sales Co., 353 St. 
Nicholas St., Montreal, Que. AV 
8-5716 (East). 
eckover’s Ltd., 115 McCormack 
Si.. Toronto 9, Ont. RO 2-8272; 
2052 St. Catherine St. W., Montreal, 
ue. WE 3-6717; P.O. "Box 459, 
Vancouver, B.C. 
Peffer Sound Systems 
— St., Kitchener, 
3-2 


Ltd., 
Ont. 


40 
SH 


hilco Corp. of Canada Ltd., Don 

ills Rd., Don Mills, Ont. HI 

4-2541. 

Philips Electronics Industries Lid., 

116 Vanderhoof Ave., Toronto 17, 
Ont. HU 5-8621. 

patie Co., 2625 
Skeena St., Vancouver 12, B.C. 

HE. 30821 (Alta. & B.C.) 

/ Phillips Electrical Co. Ltd., Brock- 
'/ ville, Ont. DI 2-5666. Branches in 
principal cities across Canada. 
Pioneer Controls Ltd., llth & 
Richmond Ave., Box 550, Brandon, 
Man. 91451. 

Supreme Power Supplies Ltd., 

Toronto, Ont.; C. M. Robinson 

Co., Winnipeg, Edmonton, Cal- 

gary, Vancouver; R. L. Brews & 

Son Ltd., Calgary and Edmonton; 

Pioneer Electric (Sask.) Ltd., 

Regina, Sask. 

Pioneer Electric Ltd., 1 Rockwood 
Pl., Winnipeg, Man. 

Pirelli Cables, Conduits Ltd., P.O. 
Box 70, St. Johns, Que. FI 6-6831. 
The Pléssey Co. of Canada Ltd., 
243 Dunbar Ave., Town of Mount 
Royal, Montreal, Que. RE 9-1796. 
Polytronics Co., 582 Bathurst St., 
Toronto 4, Ont. WA 1-8767. 

lite Devices Ltd., 54 


Supplies 


9-82 01; 
Montreal is, K/L 
enman St., 
Powertronic Equipment Ltd., 50 
Bermondsey Rd., Toronto 16, Ont. 
PL 5-3377 
Burlec Sales Ltd., 1179 Decarie 
Bivd., Montreal 9, Que. RI 
4-0165; All offices of Northern 
Electric Co. 
Potter & Brumfield (Canada) Ltd., 
Guelph, Ont. 
A. T. R. Armstrong Ltd., 700 
Weston Rd., Toronto 9, Ont. RO 
2-7535 (Ont.) 


J 


1958 





6. Putehsrd 
he Teo 


J fy TVT DW 
AN <artar~ Zier 


. Ltd., 380 Adelaide 





Precision Electronic Comp it: 
(1956) Ltd., 50 Wingold Ave., To- 
ronto 19, Ont. RU 1-6174. 
} Process Instrument Systems Ltd., 
/ 1918 Avenue Rd., Toronto, Ont. 
Y RU 17-4218. 
Pye (Canada) Ltd., 82 Northline 
Rd., Toronto 16, Ont. PL 9-2231. 
Pylon Electronic Development Co. 
Ltd., 161 Clement St., Ville La- 
salle, Montreal 32, Que. HU 8-8853. 
Tele-Radio Systems Ltd., 3534 
Dundas St. W., Toronto 9, Ont. 
RO 2-8224 


45 Hol- 
PL 


Hermetics Ltd., 


Quality 
Toronto 16, Ont. 


linger Rd., 
7-2869. 


RCA Victor Co. Ltd., 1001 Lenoir 
St., Montreal, Que. 

R & M Bearings Canada Ltd., 1006 
Mountain St., Montreal 25, Que. 
UN 6-6761. 

Radelin Lid., 1168 
ronto, Ont. WA 3-849 
Radio pen Bem ‘Equipment 
& Engrg. Ltd., 850 Fifth Ave., 
Lachine, Montreal 32, Que. ME 
7-3743 

Radio Components Ltd., 50 Win- 
gold Ave., Toronto 19, Ont. OX 


9-7747. 
Atlas Radio Corp. Ltd. 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Radio Condenser Co. Ltd., 16 
Bermondsey Rd., Toronto 16, Ont. 
PL 5-2235. 
Radio Engineering Products Ltd., 
1080 University St., Montreal, Que. 
UN 6-6887 
Radio Speakers Canada Ltd., 37 
Hanna Ave., Toronto 3, Ont. EM 
4-4915. 
Douglas Randall Canada Ltd., 123 
Manville Rd., Scarborough, Ont. 
PL 9-2291 & OX 8-3081. 
MacIntyre Associates, 7365 
Mountain Sights, Montreal, Que. 
| Rawiplug Products (Canada) Ltd.. 
7320 Upper Lachine Rd., Montreal 
28, Que. HU 1-7738 and 391 
Birchmount Rd., Toronto 13, Ont. 
C. M. Robinson Co., 1550 Erin 
St., Winnipeg 3, Man.; = 
Kennedy & Sons L td., 636 - West 
6th Ave., Vancouver, B.C. 
Ray-O-Vac (Canada) Ltd., Berry & 
Sargent, St. James, Man. 64821. 
Branches in principal cities across 
Canada. 
Raytheon Canada Ltd., 61 Laurel 
St. E., Waterloo, Ont. SH 3-5281. 
John R. Tilton Ltd., 51 Mce- 
Cormack St., Toronto 9, Ont. 
RO 9-1129. 
Regency Electronics 
Weston Rd., 
2-7882. 
A. T. R. Armstrong Ltd., 
Weston Rd., Toronto 9, Ont. 
2-7535 (East). 
Remington Rand Ltd., 984 Bay 
Toronto, Ont. WA 4 4.0651. 
Renfrew Electric Ltd., 300 Camp- 
bell Ave., Toronto 9, Ont. LE 
7-1251. 
Research Industries Ltd., 1777 - W 
ee Ave., Vancouver 9, B.C. CE 


y 


+ St., To- 


Ltd., 700 
Toronto 9, Ont. RO 
700 
RO 


St., 


Research Instrumentation Ltd., 203 
Prince Arthur St. W., P.O. Box 10, 
Sta. ‘“G’, Montreal, Que. pap tan 
Robbins & Myers Co. o' 
Ltd., 58-66  —. St., 
Ont. PL 2-544 
Rogers Bacio Tubes & Com- 
ponents, Div. of Philips Electronics 
Industries Ltd., 116 Vanderhoof 
Ave., Toronto 17, Ont. HU 5-8621; 
8525 Decarie Blvd., Montreal, Que. 
RI 4-5871; 149 Portage Ave., Win- 
nipeg, Man. WH 2-7948; 3605 
Grandview Hwy., Vancouver, B.c. 
HE 1-5574. 
Ronnie Leather Goods Ltd., 916 
St. George St., Montreal, P.Q. 
UN 1-2908. 

William Cohen Ltd., 7000 Park 

Ave., Rm. 402, Montreal, Que. 

CR "2.5719. 


f Canada 
“Brantford, 


R ic Corp. 
St. W., Toronto 2B, Ont. EM 4- 


is 


\ 


/ 


! 


| Cordova St., 


v 


li 


6833 


S 


St. Johns Metal Stamping Co., 205 

Blvd. —. St. Johns, Que. 

FI 6-51 

a ool Mfg. Ltd., 32 River 

Toronto, Ont. EM 2-3781. 

ye Tool & Engrg. Ltd., 32 
River St., Toronto, Ont. "EM 
2-3781. 

Servomechanisms (Canada) Litd., 

Rexdale Blvd. & Kipling Ave., 

Toronto 15, Ont. CH 4-5376. 


Shakeproof/Fastex Div., Canada 
Illinois Tools Ltd., 67 Scarsdale 
Rd., Don Mills, Ont. HI 4-8427. 
Sharpe Instruments Ltd., 6080 
toa St., Willowdale, Ont. BA 
1-8 

Shelbern Industries (Canada) Ltd., 
642 De Lauxelle St., Montreal, 
Que. WE 7-9191. 


Sido Ltd., 555 
Granby, Que. 
P. 


Boivin Bilvd., 


J. Heenan Ltd., 804 Mt. 
Pleasant Rd., Toronto 12, Ont. 
HU 1-2291 (East); Oki & Willad- 
sen Ltd., 47 Crockford Blvd., 
Toronto 16, Ont. PL 7-4195. 


Silvercel of Canada Ltd., 10 Wick- 
man Rd., Toronto 14, Ont. CL 
1-9202. 
A. C. Wickman Ltd., 1425 
Queensway, Toronto 14, Ont. CL 
9-2311. 
Sinclair Radio Labs Ltd., 70 Shef- 
field St., Toronto 15, Ont. CH 
4-5519. 
Tele-Radio Systems Ltd., 
Dundas St. W., Toronto 9, Ont. 
RO 2-8224. 


N. Slater Co. Ltd., P.O. Box 271, 
_—- Ont. JA 3.3551. Branches 


Parts Ltd., 
Toronto 2, 


ym W 
Queen St. 
EM 6-7606. 
Ben Manis 
5317 Prince 
Montreal 29, Que. 
Jervis Agency, 380 Edgewood 
.. Norwood, Ma 


- G. Smallwood Ltd., 
St. E., Kitchener, Ont. SH 5-9583. 


Smith & Stone Ltd., er some 
Georgetown, Ont. TR 7-2 

M. Robinson = 550° Erin 

St., SP 4- 


Winnipeg 3, Man. 
1855-6. except 
B.C.). 


Small 
E., 


Associates 


of 
EL 


(Lakehead West 


C. R. Snelgrove Co. Ltd., 141 Bond 
Ave., Don Mills, Ont. HI 4-1107. | 
Dayrand Ltd., 901 Victoria Sq., 
Room 301, Montreal 1, Que. 


(Que.). 

mneborn Ltd., 133 Laird Dr., 
Toronto 17, Ont. HU 1-6406; 696 
William St., Montreal, Que. UN 
6-4934; 164 Goulet St., Winnipeg, 
Man. 3-2744; 1110 East 7th Ave., 
Vancouver, B.C. EX 2111. 


mograph Ltd., 102 Laird Dr., 
Toronto 17, Ont. HU 1-2254; 1510 
Drummond St., Montreal, Que.; 
196 Elliot St., London, Ont. Dealer 
Sales & Service Outlets across 
Canada. 
Soundmaster Ltd., =. 
Ottawa, Ont. CE 2-0680 


Spaulding Fibre of Canada Lid., 
70 Coronet Rd., Toronto 18, Ont. 
BE 3-2151. 

/ Sparton of Canada 1. Elm St., 
London, Ont. GE 4-8487 

Sperry Cren ts Co. d 
Lid., Box 710 ontreal, ce. R 
7-5561; 3 Hamilton Ave., Ottawa, 
. PA 8-4681; 1505 W. Pender 
, Vancouver 5, B.C. TA 5167. 


Spilsbury & Tindall Ltd., 120 E. 

Vancouver 4, B.C. 
120 E. Cordova 

4, B.C. MU 


Bank St., 


of Can 


S & T Sales Ltd., 
St., Vancouver 
4-4131. 


Standard Coil Prods. (Canada) Lt 
37 Drummond St., Mimico, 7 
BE 9-7651. 
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ont, [SC Electric 


391-397 King ‘}\ 


ay truppt Toot ¥ M/C 


Standard Telephone & Cables Mfg. 

‘o., (Canada) Ltd., 9600 St. 
awrence Blvd., Que. 
U 9-8221. 
E. S. Gould Sales Co., 353 St. 
Nicholas St., Montreal, Que. AV 
8-5716. (East); Lake Engrg. Co. 
Ltd., 767 Warden pst. Scarbor- 
ough, Ont. PL 7-3253. 

Standard Television Prods. Ltd., 
108 Sydney St. S., Kitchener, Ont. 

SH 3-4324. 

John R. Tilton Ltd., 51 Me- 
Cormack St., Toronto 9, Ont. 
RO 9-1129 and 5004 Dornal Ave., 
Montreal, Que. RE 1-0725. 

Standard Wire & Cable Ltd., 70 

Wingold Ave., Toronto, Ont. RU 

3-4221. 

M. J. Howard & Co., 1206 Bank 
St.. Ottawa, Ont. CE 5-9931; 
Tele-Radio Systems Ltd., 3534 
Dundas St., Toronto 9, Ont. RO 
2-8224. 

Stanwyck Coil Prods. Ltd., 17 

Laurier St., Box 1049, Hawkesbury, 

Ont. MO 2-6651. 

Lake Engrg. Co. Ltd., 767 War- 
den Ave., Scarborough, Ont. PL 
7-3253; Elcom Marketing Ltd., 
767 Warden Ave., Scarborough, 
Ont. OX 8-3691. 

Mr. R. W. Stark, P.O. Box 514, 

44 Renfrew St. W., Renfrew, Ont. 

HE 2-4358. 


Montreal, 


Ajax, Ont. Toronto EM 8-3806. 
Stark Electronic Sales Co., Ajax, 
Ont. 125 

Stegg Electric Ltd., P.O. Box 211, 

Belleville, Ont. 

Lake Engrg. Co. Ltd., 767 War- 
den Ave., Scarborough, Ont. PL 
7-3253. 


[*s: Electronic Instruments ete. 


(Canada) Ltd., 
6233 Cote de Liesse, St. Laurent, 
Montreal 9, Que. 
\Syntron (Canada) 
Stoney Creek, Ont. 
| Wilson Equipment 
| Box 121, Station “C’ 
} Man. 424808. Prairie Power & 
| Electronic Supplies Co., 2810 
Dewdney Ave., Regina, Sask. JO 
19-9488. Instrument Service Labs. 
}Ltd., 29 West Broadway, Van- 
couver, B.C. EM 3361. John S. 
Plewes Co., 52 MHumbercrest 
Blvd., Toronto, Ont. RO 9-2051. 
Burlec Sales Ltd., 45 Northline 
Toronto 16, Ont. L 5- 


Ltd., Box a 
NO 2-8314 

Supply Co., 
"6 Winnipeg. 


T 


TMC (Canada) Ltd., P.O. Box 1006, 
Billings Bridge, Ottawa, Ont. CE 
6-3674 
Taylor Instrument Co’s. of Canada 
Ltd., 75 Tycos Dr., Toronto, Ont. 
RU 7-1651. 
Taylor-Leslie Mining & Engineering 
Corp. Ltd., P.O. Box 312, Terminal 
“A”, Toronto, Ont. EM 6- ney 
e Vee Mfg. . : 533 
- - T g 


Ont. WA 
t. - Se 
4 o> 7, Ont 9-1854. 


Telecables & Wires Ltd., Postal 
Station C, Winnipeg, Man. SP 


(Canada) 


Telegraph Condenser Co. . 
: 15, 


Ltd., 50 Bertal Rd., Toronto 
Ont. RO 6-6123. 

‘elequipment Mfg. Co. Ltd., P.O. 
Box 844, 729 Dundas St., London, 
Ont. HU 3-5264. 

E. S. Gould Sales Co., 353 St. 

Nicholas St., Montreal, Que. AV 

8-5716 (East). 


renatronics Ltd., D 
‘Newmarket, Ont. TW 5-468 3. 
Len Finkler & Co., 330 Adelaide 
St. W., Toronto 2B, Ont. EM 
8-5222 (Ont. & Que.) 
rmo Electric 


, 


Aeromotive Engrg. Prods. Ltd., 
5257 Queen Mary Rd., Montreal 
29, Que. EL 9602; Northern 
Columbia Process Equipment 





Sherman Ave. N., Hi . > 
LI $1172 and 119 Hymus rd., 
P.O. Box 165, Valois, Pte. Claire, 


I Trsdk® drvsés, 


J Vabeucte Elec trguret 


Ltd., 1234 Marine Dr., N. Van- 
couver, B.C. YU 7-5711; Power 
S. Mine Supply Co. Ltd., 123 
rincess St., Winnipeg, Man. 
WH 3-3531. — 
Thermovolt Instruments Ltd., 
Chauncey Ave., Toronto 
BE 1-7134. 
Tinsley Instruments, 
ee Cres., 


19 
18, Ont. 

Ox 99. 
Falls, Ont. 


P.O 
Snfiths 


all Electric Corp. of Can. Ltd., 
P.O. Box 672, Gananoque, Ont. 


Herbert 81. 

F. V. Topping Electronics 

VJ 94 Laird Dr., Toronto 17, 
9-4325. 


Lid., 
Ont. HU 


Ror torosin Ou hi sae 


Tower 
Sparks 
6-7219. 


Productions 
St., Ottawa, 


Ltd., 
Ont. 


Ungar Electric Tool Co. of Canad 
44 Danforth Rd., Toronto 13, Ont. 
OX 1-1131. 

.. D. Coven, 4130 Molson Ave., 

e. Genevieve de ae 

R.R. 2, Box 21, uteads, 
Ueto Com Fastener & of Can- 

ada Ltd., 231 Gage Ave. N., Ham- 
ilton, Ont. LI 4-5791; 93 Yorkville, 
Toronto, Ont. WA 4-2157; Room 
1034, Shell Tower Bidg., Montreal, 
Que. UN 6-7465. 
United Shoe Machinery Co. 
Canada Ltd., 2610 Bennet 
Montreal, Que. CL 5-3631; 
Duncan St., Toronto, Ont.; 25 
Concession St., Galt, Ont.; 227 
St. Valier St. E., Quebec, Que. 
The Universal Wire & Cable Co. 
Ltd., 2155 Moreau St., Montreal, 
Que. LA 6-2533. 


of 
Ave., 
26-28 


Vactric (Canada) 
Catherine St. W., 
Que. WE 5-8501. 
; Varian Associates of Canada Ltd., 
45 River Dr., ee Ont. 
17-3664 & Toronto EM 3-3127. 
Arva, 229 Rogers Bldg., 470 
Granville St., Vancouver 2, B.C. 
MU 1-3367. 
Ww 


wratcan Ltd., 140 Wellington St., 
Ottawa, Ont. CE 6-2042. 


The Wallace Barnes Co. Litd., 274 
Hamilton, Ont 
Blvd 


Ltd., 1835 St. 
Montreal 25, 


Que. 

‘ard Leonard of Canada Lid., 
070 Birchmount Rd., Box 70, 
O'Connor P.O., Toronto 16, Ont. 
PL 7-4131. 

atkins Electronics Ltd., 9 Dwight 
Ave., Toronto 14, Ont. CL 1-6441. 
Welwyn Canada Ltd., 1255 Brydges 
St., London, Ont. GL 1-9490 
The Wind Turbine Co. of Canada 
Ltd., 145 Lucan St., Waterloo, Ont. 


Canada Ltd., 628 Kent,St., W 

Ont. MO 8-2215. 
Ben Manis Ass 
5317 Prince of 
Montreal 29, Que. 
(Ottawa & Que.) 


xX 


X-Ray & Radium Industries Ltd., 
261 Dave rt Rd., Toronto, Ont. 
WA 3-090) 


iates 
Wales 
EL 


eg'd., 
Ave., 
1478 


} 4 Branches in principal 
cities across Canada. 


York Woodcraft Lid., New Ham- 
burg, Ont. 241. 
John R. Tilton Ltd., 51 Me- 
Cormack St., Toronto 9, Ont. 
RO 9-1129 (East). 


Z 
Zenith Radio Corp. of Canada Lid., 
Radio-TV-Electronics Div., 1470 
esewer, Toronto 14, Ont. 
2324, 


Ney PF” A 





Section 4 


U.S., U.K. and Other 
Manufacturers 


below the manufacturer’s listing. Telephone numbers 


Names and addresses are given in this section for 
all non-Canadian manufacturers whose names appear 
in Section 1—Products and Services. Details of Cana- 
dian sales representatives, if any, appear immediately 


A 
A. A. Tools, 197A Whiteacre Rd., 
Ashton-Under-Lyne, Lancs., Eng- 
land. 
Empire 
Dundas St. 
EM 4-2928. 
A.N.T.E.X. Ltd., 3 Tower Hill, 
London, E.C.3, England. 
Mechron’ Engineering Prods. 
Ltd., 2437 Kaladar Ave., Ottawa, 
Ont. RE 3-3855. 
A R & T9 Electronics Inc., P.O. 
Box 370, North Little Rock, Ark. 
Tele-Radio Systems Ltd., 3534 
Dundas St. W., Toronto 9, Ont. 
RO 2-8224. 
Accurate Electronics Corp., 169 
South Abbe Rd., Elyria, O. 
Electrolabs., . Lawrence 
Bivd., Montreal, Que. CR 6-6076. 
Accurate Threaded Fasteners, Inc., 
2901 W. Montrose, Chicago, IIl. 
Willard Spenser Co., 3238 Curry 
Ave., Windsor, Ont. YO 9-1332 
(Ont. & Que.) 
Ace Electronics Associates, Inc., 
99 Dover St., Sommerville 44, 


ass. 
Samuel C. Hooker (Canada) 
Ltd., 2425 Grand Blvd., Mont- 
real, Que. HU 8-8321 and 4126 
Bathurst St., ME 
5-4710. 
Acheson Colloids 
Acheson Industries, 
Washington Ave., 
Mich. 
G. G. Simms, 
Floor, 199 Bay St., 
Ont. EM 8-7772. 
Acme Electric Corp., Water St., 


Cuba, N.Y. 
Adams Engrg. Ltd., 1500 St. 
Catherine St., W., Montreal 16, 
Que. WE 3-6857 

Acoustica Associates, Inc., Shore 

Road, Glenwood Log, L.I., N.Y. 
X-Ray & Radium Industries Ltd., 
261 Davenport Rd., Toronto, 
Ont. WA 3-0908. 

Acoustical Manufacturing Co. Ltd., 

Huntingdon, England. 
J. B. Smyth Electronic Compon- 
ents, 380 Craig St. W., Montreal, 
Que. AV 8-6281. 

Acro Prods. Co., 369 Shurs Lane, 

Philadelphia 28, Pa. 
Telequipment Mfg. Co. Ltd., 
P.O. Box 844, London, Ont. HU 
3-5264 (Canada, except B.C.). 


Acton Labs. Inc., 533 Main St., 
Acton, Mass. 
Mel Sales Ltd., 
400 (Ont. & Que 
The Adams & Westlalle Co., N. 
Michigan St., Elkhart, Ind. 
Lisle Instrument Systems, 577 
Eglinton Ave. W., Toronto, Ont. 
HU 8-2782 and 100 Ballantyne 
Que. (Ont. & 


Engineering Co., 738 
E., Toronto, Ont. 


Toronto, Ont. 


Co., Div. 
Inc., 1635 
Port Huron, 


Suite 564, 5th 
Toronto 2, 


Arnprior, Ont. 
) 


Ave. S., Montreal, 
East). 
Adcola Prods. Ltd., London, Eng- 
lan 
Adcola Prods. Ltd., P.O. Box 
103, Weston, Toronto 15, Ont. 
CH 1-5830. 
Addison Electric Co. Ltd., 
Bosworth Rd., London 
England. 
Electrodesign, 736 Notre une 
St. Montreal, Que. 
7367, also at Ottawa & Ff 
(Ont. & Que.). 
Adler Electronics, Inc., 1 Le Fevre 
Lane, New Rochelle, 
Benco _— Television 


74 


1012 
W.10, 


Associates 


Ltd., 27 Taber Rd., Rexdale, 
Ont. CH 4-4296. 

Adler Electronics, Inc., Military 

Instrumentation Div., One Le 

Fevre Lane, New Rochelle, N.Y. 
Instronics Ltd., P.O. Box 51, 
Stittsville, Ont. Hazeldean 56. 


Advance Components Ltd., Roe- 

buck Rd., Hainault, Ilford, Essex, 

England. 
Conway Electronic Enterprises 
Reg’d., 1514 Eglinton Ave. * 
Toronto 10, Ont. RU 3-6576 & 
6676; J. B. Smyth Electronic 
Components, 380 Craig St. W., 
Montreal, Que. AV 8-6281. 


Advance Electronics Lab., Inc., 
249-259 Terhune Ave., Passaic, 
N.J. 


Tecneek Associates, 1405 ae 
St., P.O. Box 966, Station “B” 
Montreal 25, Que. BE 7874. 

Advanced Electronics Mfg. Corp., 

2025 Pontius Ave., Los Angeles 

25, Calif. 

Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX 
3-7011. 

Advanced Vacuum Prods., 

ford, Conn. 
Paisley Prods. of Canada Ltd., 
P.O. Box 159, Stn. H., Toronto, 
Ont., PL 2216-7-8. 

Aemco, Inc., Mankato, Minn 
John Herring & Co. Ltd., "3468 
Dundas St. W., Toronto 9, Ont. 
RO 2-9824. 

Aerialite Ltd., 


Stam- 


Antenna & Elec- 
tronics Div., Hargreaves Works, 
Congleton, Ches., England. 
Aero Electronics Corp., 1733 W. 
134th, Gardena, Calif. 
Ray Johnston Co., 11009 Evan- 
ston Ave., Seattle 33, Wash. EM 
2-0956. (B.C.) 
Aero Instrument Co., 11423 Van- 
owen St., N. Hollywood, Calif. 
Samuel C. Hooker (Canada) 
Ltd., 2425 Grand Blvd., Mont- 
real, Que. HU 8-8321 and 4126 
Bathurst St., Toronto, Ont. 
5-1470. 
Aero Research Instrument Co. Inc., 
315 N. Aberdeen St., Chicago, Ill. 
Burt C. Porter Co., 1209 Poplar 
ee 44, Wash. EA 3-8330 
(B.C.) 
Aerolite Electronics Corp., 507 - 
26th St., Union City, N.J. 
Electrolabs, 7385 St. Lawrence 
Blvd., Montreal, Que. CR 6-6076. 
Aeromag Inc., 22519 Telegraph 
Rd., Detroit 14, Mich. EL 6-7211. 
Aeronautical Communications 
oem Inc., 3090 S.W. 37th 
Miami 33, Fla. 
Pye (Canada) Ltd., 82 Northline 
Rd., Toronto 16, Ont. PL 9- 
2231. 
Aerovox Corp., Cinema 
Div., 1100 Chestnut St., Burbank, 
Calif. 
James J. Backer Co., 221 W. 
Galer St., Seattle 99, Wash. AL 
6470 (B.C.); Samuel C. Hooker 
(Canada) _ Ltd. 2425 Grand 
Blvd., Montreal, Que. HU 8- 
8321 & 4126 Bathurst St., To- 
ronto, Ont. ME 5-1470 (East). 
A’G’A Division of a 1027 
Newark Ave., Elizabeth, N.J. 
Gas Accumulator Co. (Canada) 
Ltd., 12 Gower St., Toronto 16, 
Ont. PL 5-5297. 
Air-Marine Motors, Inc., 369 Bay- 
view Ave., Amityville, L.1., N.Y. 
AM 4-3700. 


Engrg. 


are included in the listings of manufacturers who do 
not have representation in Canada. 


Airborne Instrument Lab., Inc., 
16 Old Country Rd., Mineola, 
em & A 

Radionics Ltd., 8230 Mayrand 
St., Montreal, Que. RE 3-3937. 


Aircraft Armaments, Inc., Cockeys- 
ville, Md. 
Tele-Radio Systems Ltd., 3534 
Dundas St. W., Toronto 9, Ont. 
RO 2-8224. 


AiResearch Mfg. Co., 9851 Sepul- 
veda Blvd., Los Angeles 45, Calif. 
and 402 S. 36th St., Phoenix, Ariz. 
The Garrett Mfg. Corp. of Can- 
ada Ltd., 4 Racine Rd., Rexdale, 
Ont. CH 4-5655 and 1255 Laird 
Blvd., Montreal, Que. RE 8-7605. 


Airmec Ltd., High Wycombe, 
Bucks., England. 
Radio Communications Equip- 
ment & Engrg. Ltd., 850 Fifth 
Ave., Lachine, Montreal 32, Que. 
ME 7-3743. 
Airpax Prods. Co., Middle River, 
Baltimore 20, Md. 
Leonard Electric Ltd., 346 wa | 
Ave., Toronto 18, Ont. BE 
1-2731. 
Airtron, Inc., 
Ave., Linden, . 
Airtron Canada Ltd., 
frew Electric Ltd., 
Ont. HE 2-3631. 


Ajax Condenser Corp., 932 W. 

Wrightwood Ave., Chicago 14, Ill. 
Lake Engrg. Co. Ltd., 767 War- 
den Ave., Scarborough, Ont. PL 
7-3253. 

Akro Mills, Inc., Akron oO. 
Roger M. Minthorne he ” 7521 
N.E. Glisan St., Portland, Ore. 
AL 3-0010. 


Akustische vy. Kino-Gerate GmbH, 

Vienna, Austria. 
Electrovert Ltd., 265 Craig St. 
W., Montreal, Que. UN 1-1872. 


Aladdin Electronics Inc., 705 

Murfreesboro Rd., Nashville, Tenn. 
Lake Engrg. Co. Ltd., 767 War- 
den Ave., Scarborough, Ont. PL 
7-3253. 

Alcon Metal Prods. Inc., 1750 N. 

Kimball Ave., Chicago 47, IIl. 
Oki & Willadsen Ltd., 47 Crock- 
ford Blvd., Toronto 16, Ont. PL 
17-4195. 

Alford Mfg. Co., 299 Atlantic 

Ave., Boston 10, Mass. 
Electrodesign, 736 Notre Dame 
St. W., Montreal. UN 6-7367. 
(East - Insts. & Components) 


All Power Transformers Ltd., 111 
Chertsey Rd., Byfleet, Surrey, 
England. 
Payette Radio Ltd., 730 St. James 
St. W., Montreal, Que. UN 
6-6681. 
Allegany Instrument Co., Inc., 1091 
Wills Mountain, Cumberland, Md. 
Instronics Ltd., P.O. Box 51, 
Stittsville, Ont. Hazeldean 56. 


Allen B. Du Mont Labs. Inc., 760 
Bloomfield Ave., Clifton, N.J. 

Bayly Engrg. Ltd., Hunt St., 

EM 2-3741 and 48 

St., Ottawa, Ont. CE 

: Teie-Radio Systems Ltd., 

3534 Dundas St. W., Toronto °, 

Ont. RO 2-8224. 


Alliance Mfg. Co., Lake Park 
Blvd., Alliance, O. 

Alliance Motors, Div. of the Easy 
Washing Machine Co., Schell 
Ave., Toronto 10, Ont. RU 
3-6124. 


1 an W. Elizabeth 


c/o Ren- 
Renfrew, 
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Allied Control Co., Inc., 2 East 

End Drive, New York 21, N.Y. 
Adams ‘s % Ltd. 1500 St. 
Catherine St. , Montreal 16, 
Que. WE 3-68 37, 


— Industries, Inc., 
eb 
E. G. Lomas, 227 Laurier Ave. 
W,, Ottawa, Ont. CE 2-8504. 
Allied Plastics Supply Corp., 75 
Cliff St., New York 38, N.Y. BE 
3-7377. 
Allison Labs., 14185 E. Skyline 
Dr., La Puente, Calif. 
Computing Devices of Canada 
Ltd., P.O. Box 508, Ottawa 4, 
Ont. SA 8-1761. 


Alloy Rods Co., York, Penn. 
Canadian Liquid Air Co. Ltd., 
1111 Beaverhall Hill, Montreal, 
Que. UN 6-4781. 


Alpha Wire Corp., 200 Varick St., 

New York 14, N.Y. 
Alpha Aracon Radio Co. Ltd., 29 
Adelaide St. W., Toronto, Ont. 
EM 6-1591. 

Alprodco, Inc., 

Memphis, Tenn. 
R. C. Kahnert Sales Co. Ltd., 
73 Crockford Blvd., Scarborough, 
Ont. PL 7-5171 (East). 


Alto Scientific Co. Inc., 855 Com- 
mercial St., Palo Alto, Calif. 
Amco Engrg. Co., 7333 W. Ainslie 
St., Chicago 31, IIL. 
Elder Electronics, 3220 Robert 
St., Burlington, Ont. NE 4-0511 
(Ont. & Que.). 


American Crucible Prods. Co., 

Kenco Pump Div., 1305 Oberlin 

Ave., Lorain, O. 
Ward Leonard of Canada Ltd., 
1070 Birchmount Rd., Box 70, 
O’Connor P.O., Toronto 16, Ont., 
PL 7-4131. 

American Electric Mfg. Corp., 34 

N. Orleans, Memphis 12, Tenn. 
Hudson Randall Int'l, 123 Man- 
ville Rd., Scarborough, Ont. PL 
9-2291 & OX 8-3081. 


American Electrical Heater Co., 
6110 Cass Ave., Detroit 2, Mich. 
Pfeiffer Electronic Labs., Box 
316, Trenton, Ont. EX 2-3498. 


American Electronics Co., 1203 
Bryant Ave., New York 59, N.Y. 
William B. Cohen Ltd., 7000 
+ = ae Montreal, Que. CR 


American 
West Washington 


Ogallala, 


P.O. Box 4974, 


Electronics, Inc., 655 


Bivd., Los 

Angeles 15, Calif. 
Aeromotive Engrg. Prods., 5257 
Queen Mary Rd., Montreal 29, 
Que. EL 9602 & 4131. (East); 
J. K. Dooley Co., 3215 Western 
7 \aaaaal 1, Wash. AT 4-8313 


American Electronics Labs., Inc., 
121 N. 7th St., Philadelphia 6, Pa. 
Conway Electronic Enterprises 
Reg’d., 1514 Eglinton Ave. W. 
Toronto 10, Ont. RU 3-6576 & 


American Geloso, New York, N.Y. 
Ron Merritt Co., 229 Rogers 
Bldg., 470 Granville St., Van- 
couver 2, B.C. MU 1-3367. 


American Meter Co., Inc., Pump 
Div., 13500 Philmont Ave., Phila- 
delphia 16, Pa. 
Associated Instrumentation & 
Controls Ltd., 2655 Bates to 
Montreal 26, Que. RE 8-1167 
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American Microwave Corp. 

Vose St., N. Hollywood, Calif. 
Pye (Canada) Ltd., 82 Northline 
oH Toronto 16, Ont. PL 9- 


American Molded Prods., 2727 W. 

Chicago Ave., Chicago 22, Ill. 
Paisley Prods. of Canada Ltd., 
P.O. Box 159, Stn. H., Toronto, 
Ont. PL 2216-7-8. 

American Rectifier Corp., 95 La- 

fayette St., New York, N.Y. 
Electrodesign, 736 Notre on 
t. W., Montreal, Que. 6- 
7367, also at Ottawa & cua. 

American Super - Temperature 

Wires, Inc., Canal St. W., 

Winooski, Vt. 
Alec W. Andrews & Associates, 
1239 Tecumseh Pk., Pt. Credit, 
Ont. CR 8-3478. 

American Television & Radio, 300 

E. Fourth St., St. Paul, Minn. 
R. C. Kahnert Sales’ Co. Ltd., 
73 Crockford Blvd., Scarborough, 
Ont. PL 7-5171. (East) 


American Thermostat Corp., South 
Cairo, N.Y. 
A. T. R. Armstrong Ltd., 700 
Weston Rd., Toronto 9, Ont. 
RO 2-7535 (East). 


Ames Mfg. Corp., 4320 Park 
Ave., New York 57, N.Y. 
Ben Manis Associates Reg’d., 
5317 Prince of Wales Ave., 
Montreal 29, Que. EL 1475. 


Amperex Electronic Corp., 230 
Duffy Ave., Hicksville, L. I., N.Y. 
Rogers Electronic Tubes & Com- 
ponents, 11-19 Brentcliffe Rd., 
seas, Toronto 17, Ont. HU 


Amperite os 561 Broadway, New 


York 12, 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Ampex Corp., 934 Charter St., 

Redwood City, Calif. 
Ampex American Corp.-Canadian 
Div., 1537 e Queensway, To- 
ronto 14, Ont. CL 9-4263. 


Amphenol Electronics Corp., 1830 

- 54th Ave., Chicago, IIl. 
Amphenol Canada Ltd., 300 
Campbell Ave., Toronto 9, Ont. 
LE 7-1251. 

Amplivox Ltd., 2 Bentinck St., 

London, W. 1, England. 
Amplivox (Canada) Ltd., 71 
Wellesley St. E., Toronto 5, 
Ont. WA 3-9401. 

Amsco Div., Chicago Heights, Ill. 
Canadian Liquid Air Co. Ltd., 
1111 Beaverhall Hill, Montreal, 
Que. 6-4781. 


Analogue Controls, Inc., 39 Roselle 
St.. Mineola, N.Y. 
Philips Electronics Industries 
Ltd., 116 Vanderhoof Ave., To- 
ronto 17, Ont. HU 5-8621. 


Analytical Measurements, 

585 Main St., Chatham, N.J. 
General Communications Ltd., 
980 O’Connor Dr., Toronto 16, 
Ont. PL 5-0771. 

Andersen Labs., Inc., 501 New 

Park Ave., W. Hartford, Conn. 
Dage Corp., 219 E. 44th St., 
New York 17, N.Y 


Antlab, Inc., 6330 mats ae Rd., 
Worthington, O. 


Anton Electronics, 
Ave., Brooklyn, : 
Stark Electronic 
Ajax, Ont. 125. 
Antrex Corp., 854 N. Rockwell St., 

Chicago, Iil. 
L. Parker Agencies, 113 Selby 
St., Montreal 6, Que. WE 3-5549. 


Apex Scientific Co., 59 Donna 
Maria Way, Orinda, Calif. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. 
7367, also at Ottawa & Toronto 
(Ont. & Que.). 


Applied Research Inc., 76 South 
Bayles Ave., Port Washington, 
N.Y. 
Electroline Television Equipment 
Inc., 57-57 Decelles Ave., Mont- 
real, Que. RE 9-2265. 


Arber Mfg. Co., Inc., 115 Chestnut 
St., New Haven 11, Conn 
The Glendon Co. Lid. 44 Wel- 
lington St. E., Toronto, Ont. EM 
6-5673. 


Inc., 
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Arco-Elmenco, 64 White St., 
York, N.Y. 
Len Finkler & Co., 330 Adelaide 
St. W., Toronto dB, Ont. EM 
8-5222. 
Arcolectric (Switches) Ltd., Cen- 
tral Ave., West Molesey, Surrey, 
England. 
Alpha Aracon Radio Co. Ltd., 
555 Wilson Ave., Downsview 
P.O., Toronto, Ont. ST 8-6181 
and 29 Adelaide St. W., To- 
ronto, Ont. EM 6-1591. 
Argos Prods. Co., Inc., Genoa, III. 
Rutherford Agencies, 8355 La- 
o. St., Montreal 9, Que. RE 


New 


Arizona Tool & 

Box 6155, 31 

Tucson, Ariz. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 6- 
7367, also at Ottawa & Toronto 
(Ont. & Que.). 

Arnhold Ceramics, Inc., 1 E. 57th 

St., New York 22, N.Y. 

The Arnold Engrg. Co., P.O. Box 

B, Marengo, Il. 
Bayly Engrg. Ltd., Hunt St., 
Ajax, Ont. EM 2-3741 and 48 
Sparks St., Ottawa, Ont. CE 
2-9821. 

Arnold Magnetics Corp., 4613 W. 

oe Blvd., Los Angeles 16, 


Die Co., P.O. 
E. Rillito St, 


alif. 
“Flectrodesign, 736 Notre Dame 


.. Montreal, Que. UN 
$9367, (Ont. & Que.) 
Arnoux Corp., 11924 W. Washing- 
ton Blvd., Los Angeles, Calif. 
_ Sales Ltd., Arnprior, Ont. 
400. 


Artos Engrg. Co., 2757 28th St., 
Milwaukee 46, Wis. MI 5-6010. 

Wilson 
Ohio. 


Products, Inc., 
Chesterland 73, 


Assembly 
Mills Rd., 
HA 3-4436. 
Wolfgang Assmann GmbH, 
Homburg, Germany. 
The Ahearn & Soper Co. Ltd., 
384 Bank St., Ottawa, Ont. CE 
3-4068. 

Associated American Winding Ma- 

chinery, 750 St. Ann’s Ave., New 

York 56, N.Y. CY 2-5050. 

Associated Engrg. Corp., 65 Kent 

St., Brookline 46, Mass. AS 7-4664. 

Associated Research, Inc., (Export 

Dept.), 549 W. Washington Blvd., 

Chicago 6, Ill. AN 3-6420. 

Astron Corp., 255 Grant Ave., E 

Newark, N.J. 

Chas. W. Pointon Ltd., 6 Alcina 
Ave., Toronto 10, ‘Ont. LE 
4- 7984. 

Raymond 

Sawtelle Blvd., 
Calif. 
eg 736 Notre Dame 

W., Montreal, Que. UN 6- 
7367, also at Ottawa & Toronto 
(Ont. & Que.). 

Atkomatic Valve Co. Inc., 545 W. 

Abbott St., Indanapolis 25, Ind. 
Dycon Ltd., 25 Carson St., To- 
ronto 14, Ont. CL 9-8276. 

Atlantic Research Corp., 901 N. 

Columbus St., Alexandra, Va. 
Electromechanical Prod., Mark- 
ham Rd., Agincourt, Ont. AX 
3-7011. 

Atlas E-E Corp., 47 Prospect St., 

Woburn, Mass 
Desser E-E Ltd., 441 St. Francois 
Xavier, Montreal, Que. VI 
5-6570. 

Atlas Electric Prods., Erie, Pa. 
Burlec Sales Ltd., 45 Northline 
Rd., Toronto 16, Ont. PL 5-3377 
and 1179 Decarie Blvd., Mont- 
real, Que. RI 4-0165. 

Atlas Sound Corp., 1451 - 39th St., 

Brooklyn, N.Y. 

Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Atias Valve Co., 280-284 South St., 

Newark 5, N.J. 

Dycon Ltd., 25 Carson To- 
ronto 14, Ont. CL 9-8276 
Atlas-Werke A.G., Postfach 9, 
Bremen, Germany. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. 6- 
7367, also at Ottawa & Toronto. 
Atomic Labs., Inc., 3086 Claremont 
Ave., Berkeley 5, lif. 
mway Electronic Enterprises 
Reg’d., 1514 Eglinton Ave. W.., 
Toronto 10, Ont. HU 3-6575 & 


Bad 


Atchley, Inc., 2340 
Los Angeles 64, 
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Audio Development Co., 
S., Minneapolis 7, 


Thirteenth Ave. 
inn. 

John Herring & Co. Ltd., 3468 
Dundas St. W., Toronto 9, Ont. 
RO 2-9824. 

Audio Devices Inc., 444 Madison 

Ave., New York 22, N. 

Alex L. Clark Ltd., 3745 Bloor 

St. W., Toronto 18, Ont. BE 
1- 3303; Burt C. Porter Co., 1209 
Poplar Pl., Seattle 44, Wash. EA 
3-8330 (B.C.) 

Audio Equipment Co. Inc., 75 

Harbor Rd., Port Washington, N.Y. 

PO 7-8989. 

National Sound Services Ltd., 
1785 Bois Franc Rd., Montreal 
9, Que. RI 7-6515. 

Audio Fidelity, New York, N.Y. 
Emerson Sales Ltd., 154 Alex- 
ander St., Vancouver 4, B.C. 
MU 1-6418 (Alta., Sask. & B.C.) 

Audio Instruments Co. Ltd., 133 

W. 14th St., New York 11, N.Y. 
Alex L. Clark Ltd., 3745 Bloor 
St. W., Toronto i8, Ont. BE 
1-3303. 

Austinlite Ltd., 

England. 
Burlec Sales Ltd., 45 Northline 
Rd., Toronto 16, Ont. PL 5-3377 
and 1179 Decarie Blvd., Mont- 
real, Que. RI 4-0165. 

Auth Electric Co., inc., Long 

Island City 1, N.Y. 

Prince & Roberts, 61 Charles 
St. W., Toronto, Ont. WA 
1-5871. 

The Autocall Co., Shelby, O. 
George M. Fraser Ltd., 
Yonge St., Toronto 7, Ont. 
4-9492. 

Automatic Coil Co., Inc., 415 Bed- 

ford Ave., Brooklyn 11, N.Y. ST 

2-3333. 

Automatic Mfg. Div., General In- 

strument Corp., 65 Gouverneur St., 

Newark 4, N.J. 

General Instrument F. W. 
Sickles of Canada Ltd., 
Weber St. . P.O. Box 408, 
Waterloo, Ont. SH 4-8101. 

Automatic Metal Prods. Corp., 

| Berry St., Brooklyn 11, 


John R. Tilton Ltd., 51 Me- 
Cormack St., Toronto 9, Ont. 
RO 9-1129 (East). 
Automatic & Precision Mfg. Co., 
252 Hawthorne Ave., Yonkers 4, 
N.Y. 


A. T. R. Armstrong Ltd., P.O. 
Box 38, Sta. D, Toronto 9, Ont. 
RO 2-7535. 
Aut tic Tel 
Co. Ltd., — 
Arundel St., London, 
England. 
Automatic Electric Sales (Can- 
ada) Ltd., 185 Bartley Dr., To- 
ronto 16, Ont.; Heap & Partners 
(Nfid.) Ltd., 122-124 New Gower 
St.. P.O. Box 905, St. John’s, 
Nfid. 


Crawley, Sussex, 


1554 
WA 





& Electric 
House, 8 
w.c. 2, 





Automatic Timing & Controls, 
Inc., 1010 Schaff Bidg., Philadel- 
phia 2, Pa. 
Associated Instrumentation & 
Controls Ltd., 2655 Bates Rd., 
Montreal 26, Que. RE 8-1167. 
Autophone Ltd., 73 Great Peter 
St.. London, S.W. 1, England. 
D & B Sound & Signals, Inc., 
39 Notre Dame St. E., Montreal 
1, Que. UN 1-7141 (East); Tele- 
com Ltd.. 163% Church St., 
Toronto 2, Ont. EM 4-9794 
(East). 
Autron Enere., Inc., 1254 W. 
Sixth St., Los Angeles 17, Calif. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 6- 
7367, also at Ottawa & Toronto 
(Ont. & Que.). 
Avien Inc., 58-15 Northern Blvd., 
Woodside, N.Y. 
Brian Engrg. Ltd., 5275 Van 
Horne Ave., Montreal, Que. RE 
7-2800. 
Avo Ltd., 92-96 Vauxhall Bridge 
Rd., London, S.W. 1, England. 
R. H. Nichols Ltd., 4544 Dufferin 
St., P.O. Box 500, Downsview, 
Ont. ME 3-8190 


B 
BBT Ltee, Paris, France. 
Beaconing Optical & Precision 
Materials Co. Ltd., 455 Craig 
St. W., Montreal, Que. U 
6-8395. 


B & F Instruments, Inc., 4732 N. 

Broad St., Philadelphia 41, Pa. 
Electromechanica’ Prods., Mark- 
ham Rd., Agincourt, t. AX 
3-7011. 

BJ Electronics, Borg-W. 

3300 Newport Bilvd., 

Calif. 
Instronics Ltd., 11 Spruce St., 
P.O. Box 51, Stittsville, Ont. 
Hazeldean 56 and 21 Benleigh, 
Scarborough, Ont. AX 3-7806. 


B & K Mfg. Co., 3731 N. South- 
. Chicago 13, IL 
Radio Corp. Ltd. 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 


B. & M. Electric Co., 168 7th St., 
Brooklyn 15, N.Y. 
William Cohen Ltd., 700 Park 
Ave., Rm. 402, Montreal, Que. 
CR 2-5719. 
Babcock Relays, Inc., 1640 Mon- 
rovia Ave., P.O. Box 344, Costa 
Mesa, Calif. LI 8-7705. 


Bacon Felt Co., 427 Water St., 

Taunton, Mass. 
Empire Engineering Co., 738 
Dundas St. E., Toronto, Ont. 
EM 4-2928. 

Badische Anilin & Soda Fabrik, 

Ludwigshafen, Germany. 
German-Canadian Imp. Co., 3490 
Olivar Asselin St., Montreal 9, 
Que. RI 4-6627. 


Baird-Atomic, Inc., 33 University 

Rd., Cambridge 38, Mass. 
Can. Marconi Co., 6035 Cote de 
Liesse Rd., Montreal, Que. RI 
8-7711; Radionics, Litd., 8230 
Mayrand St., Montreal, Que. RE 
3-3937 (East and Man.); Cana- 
dian Research Institute, 46 St. 
George St., Toronto 5, Ont. WA 
3-2455 

Balco Research Labs., 49-53 Edison 

Pi., Newark, N.J. 
Hudson Randall Lat’l, 123 Man- 
ville Rd., Scarborough, Ont. PL 
9-2291 & OX 8-3081. 


Baldwin Instrument Co. Litd., 
Brooklands Works, Dartford, Kent, 
England. 

Electrodesign, 736 
St. W., Montreal, 
7367, 


Ballantine 
NJ 


arner 
Santa Ana, 


Notre Dame 
Que. UN 6- 
also at Ottawa & Toronto. 


Labs. Boonton, 


R-O-R Associates Ltd., 1470 Don 
Mills Rd., Don Mills, Ont. HI 
4-4429. 

Barber-Colman Co., Rockford, IIL. 
John Herring & Co. Ltd., 3468 
Dundas St. W., Toronto 9, Ont. 
RO 2-9824. 

Barker & Williamson, Inc., Canal 

St. & Beaver Dam Rd., Bristol, 


Pa. 
R. C. Kahnert Sales Co. Ltd., 
73 Crockford Blvd., Scarborough, 
Ont. PL 7-5171 (East). 


Barnes Development Co., 213 W. 

Baltimore Pike, Lansdowne, Penn. 
Tecneek Associates, 1405 Bishop 
St., P.O. Box 966, Station “B”, 
Montreal 25, Que. BE 7874. 


Barry Controls, Inc., 779 Pleasant 
St.. Watertown, Mass. 
Samuel C. Hooker (Canada) 
Ltd., 2425 Grand Blvd., Mont- 
real, Que. HU 8-8321 and 4126 
Bathurst St., Toronto, Ont. ME 
5-1470 
Baso Inc., 730 N. Jackson St., 
Milwaukee 1, Wis. BR 3-5388. 


Rex Bassett, Inc., 1314 N.E. 17th 
Court, Box 7127, Fort Lauderdale, 
Fla. LO 4-3028. 
Bauscher & Co. K.G., Hamburg, 
Germany. 
The Ahearn & Soper Co. Ltd., 
384 Bank St., Ottawa, Ont. CE 
3-4068. 
Beaver Gear Works, Inc., 1025 
Parmele St., Rockford, Ill. 3-9691. 


R & J Beck i. 69-71 Mortimer 

St., London, W. England 
Tecneek bien 1405 Bisho 
St., P.O. Box 966, Station “B”, 
Montreal 25, Que. BE 7874. 


Beckman Instruments, Inc., Berke- 

ley Div., 2200 W right Ave., 

Richmond, Calif. 
R-O-R Associates Ltd., 1470 Don 
Mills Rd., Don Mills, Ont. HI 
4-4429 and 6201 Cote St. Luc 
Rd., Montreal, Que. DE 0845 
(East). 


Inc., 
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U. S., U. K. and Other Manufacturers 


Beckman Instruments, Inc., Instru- 
ments Div., 2500 Fullerton Rd., 
Fullerton, Calif. 
Industron Corp., 397 Carlton St., 
Toronto, Ont. WA 1-2032. 
Beckman Instruments, Systems 
Div., 325 N. Muller Ave., Anaheim, 
Calif. 
Behiman Energ. — 2911 Winona 
Ave., Burbank, 
Renee Rey Prod., Mark- 
ham Rd., Agincourt, Ont. AX 
3-7011. 
Belden Mfg. Co., P.O. Box 5070A, 
Chicago 80, Iil. 
White Radio Ltd., P.O. Box 463, 
Hamilton, Ont. JA 2-1716. 
Belling & Lee Ltd., Great Cam- 
bridge Rd., Enfield, Middx., 


England. 
Astral Electric Co. Ltd., 44 
Canforth Rd., Toronto 13, Ont. 
OX 1-1131. 
Bendix Aviation Corp., Red Bank 
Div., Eatontown, N.J. 
Computing Devices of Canada 
Ltd., P.O. Box 508, Ottawa, Ont. 
PA 9-1761. 
Bendix Aviation Corp., Research 
Labs. Div., 4855 Fourth Ave., 
Detroit 1, Mich. 
Computing Devices of Canada 
Ltd., P.O. Box 508, Ottawa 4, 
Ont. PA 8-1761. 
Bendix Aviation Corp., Scintilla 
Div., Delaware Ave., Sidney, N.Y 
Aviation Electric Ltd., 200 Laur- 
entien Blvd., St. Laurent, Que. 


RI 4-2811. 
Theo Benning, Postfach 126, 
Rocholt Westf., W. Germany. 
The J. W. Ellis Industries, 42 
Lombard St., Toronto, Ont. EM 
6-1434 
Benson 
Olympic 
Calif. 
Computing Devices of Canada 
Ltd., P.O. Box 508, Ottawa 4, 
Ont. PA 8-1761. 
Berkshire Electric Cable 
Leeds, Mass. 
The Glendon Co. Ltd., 44 Wel- 
lington St. E., Toronto, Ont. EM 
6-5673 
Bernd-Bach Inc., 6900 Romaine 
St., Hollywood 38, Calif. 
Alex L. Clark Ltd., 3745 Bloor 
St. W., Toronto 18, Ont. BE 
1-3303; Caldwell A/V Equip- 
ment Co. Ltd., 447 Jarvis St., 
Toronto, Ont. WA 2-2103. 


The Beryllium Corp., P.O. Box 
1462, Reading, Pa. 
gg ok Ltd., 115 McCormack 
Toronto 9, Ont. RO 2-8272 
a 2052 St. Catherine St. W., 
Montreal, Que. WE 3-6717 (Ont. 
Que.). 
Best Products 
Suffolk, England. 
Beta Div. of Sorensen & Co., 
Norwalk, Conn. 
Arva, 229 Rogers Bldg., 470 
Granville St., Vancouver 2, B.C. 
MU 1-3367. 


Corp., 11930 
Los Angeles 64, 


Lehner 
Bivd., 


Co., 


Ltd., Felixstowe, 


pete Electric Corp., 333 East 103rd 
New York 29, N.Y. 

a Engrg. Ltd., Hunt St., 

Ajax, Ont. EM 2-3741 and 48 

St., Ottawa, Ont. CE 


. Bernard § Beyschlag, 
schliessfach 128, (24b), 
land/Sylt, Germany. 

Associated Electronic Compon- 

ents, 37 Roselawn * re Toronto 

12, Ont. HU 1-0144 
ie Hardware Mfg. ‘Co., Monee, 

John Best Co., 96 Kipling Ave. 

aes” Toronto 18, Ont. BE 


Post- 
Wester- 


Bird Electronic Corp., 1800 E. 35th 
St. Cleveland 14, Ohio. EX 1,3535. 


Birmingham Sound Reproducers, 
Old Hill, Staffs., England. 
Musimart of Canada, 901 Bleury 
St., Montreal, Que. UN 1-2856. 
Birnbach Radio Co., Inc., 145 
Hudson St., New York 13, N.Y. 
WA 5-6980. 
The Birtcher Corp., 4371 Valley 
eat. Los Angeles 32, Cal. CA 
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Bliley Electric Co., Erie, Pa. 
C. M. Robinson Co., 1550 Erin 
St., Winnipeg 3, Man. SP 
4-1955-6 (Lakehead West). 

Blonder-Tongue Labs., apt 9-25 

Alling St., Newark 2, 
E. S. Gould Sales’ Co., 353 St. 
Nicholas St., Montreal, Que. AV 
8- ¢ (East); Telequipment Mfg. 
Co. Ltd., eS, Box 844, London, 
Ont. ii 3-52 

Bodnar Aecee nll Ime., 238 

Huguenot St., New Rochelle, N.Y. 
The Glendon Co. Ltd., 44 Wel- 
lington St. &., Toronto, Ont. EM 
6-5673. 

Boesch Mfg. Co. Inc., 45 River St., 

Danbury, Conn. 
Bayly Engrg. Ltd., Hunt St., 
Ajax, Ont. EM 2-3741 and 48 
Sparks St., Ottawa, Ont. CE 
2-9821. 

Bogart Mfg. Corp., 315 Siegel St., 

Brooklyn 6, N.Y. HY 17-4972. 

David Bogen Co., Inc., P.O. Box 

500, Paramus, N.J. 
John R. Tilton Ltd., 51 Mc- 
Cormack St., Toronto 9, Ont. 
RO 9-1129 (East). 

Bomac Labs., Inc., Rd., 

Beverly, Mass. 
R-O-R_ Associates Ltd., 1470 
Don Mills Rd., Don Mills, Ont. 
. HI 4-4429 and 6201 Cote St. 
Luc Rd., Montreal, Que. DE 
0845. 

Boonton Radio Corp., 


Salem 


Boonton, 


Bayly Engrg. Ltd., Hunt St., 
Ajax, Ont. EM 2-3741 and 48 
Sparks St., Ottawa, Ont. CE 
2-9821. 

The George W. Borg Corp., 120 

S. Main St., Janesville, Wis. 
Atlas Radio Corp. Ltd. 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Bourns Labs., Inc., 6135 Magnolia 

Ave., Riverside, Calif. 
Hudson Randall Int’l, 123 Man- 
ville Rd., Scarborough, Ont. PL 
9-2291 & OX 8-3081; Electro- 
mechanical Prods., Markham 
Rd., Agincourt, Ont. AX 3-7011. 


Bowmar Instrument Corp., P.O. 
Box 2835, 8000 Bluffton Rd., Fort 
Wayne, Ind. 
Aeromotive Engrg. Prods., 5257 
Queen Mary Rd., Montreal, Que. 
EL 9602 (East). 
Bradley Labs., Inc., 168 Columbus 
Ave., New Haven, Conn. 
J. J. MacQuarrie, 46 St. George 
St., Toronto, Ont. WA 3-2455. 


W. H. Brady Co., 727 West Glen- 

dale Ave., Milwaukee 9, Wis. 
Andrew Gilchrist, 155 Decarie 
Bivd., Montreal, Que. RI 4-5596; 
Northern Electric Co. Ltd 
located throughout Canada; U.S 
Supply Co., 54 Princess St. 
Winnipeg, Man. WH 3-3403. 


Branson Corp., S. Jefferson Rd., 

Boonton, 
General 
980 O’Connor Dr., 
Ont. PL 5-0771. 


Communications Ltd., 
Toronto 16, 


‘Branson Instruments Inc., 37 Brown 


House Rd., Stamford, Conn. 
Electrodesign, 736 Notre 
St. W., Montreal, Que. 
6-7367 and 109 Eglinton Ave. E., 
Toronto, Ont. HU 9-7221. (Can- 
ada except Alta. & B.C.); Inman 
Industries Ltd., 5405 West Blvd. 
a 13, B.C. (Alta. 

CC.) 


Dame 
JN 


Geo. Bray & Co. Ltd., 
Pl., Leeds 2, England. 2' 
Bridgeport Insulated Wire Co., 
Bridgeport, Conn. 
Hawkesbury Wire Co. Ltd., Box 
507. Hawkesbury, Ont. ME 
2-3511. 

The Bristol Co., Waterbury, Conn. 
The Bristol Co. of Canada Ltd., 
71-79 Duchess St., Toronto 2, 
Ont. EM 3-3421. 

Bristol Motor Div., Vocaline Co. 

of America, Old Saybrook, Conn. 

T. R. Armstrong Ltd., 700 
Weston Rd., Toronto 9, Ont. RO 
2-7535 (East). 

British Communication Corp., 

Exhibition Grounds, Wembley, 

Middx., England. 


Leicester 
1. 


Equip- 
.» 850 Fifth 
Montreal 32, 


Radio Communications 
ment & Engrg. 
Ave., Lachine, 
Que. ME 71-3743. 
British Electric 
Ltd., The Queensway, 
Middx., England. 
Canadian Electric Resistors Ltd., 
Curity Ave., Toronto 16, Ont. 
PL 5-1891. 
British Ferrograph Recorder Co. 
Ltd., 131 Sloane St., London, 
S.W.1, England. 
Astral Electric Co. Ltd. 44 
Danforth Rd., Toronto 13, Ont. 
OX 1-1131. 
British Insulated Callender’s Cables 
Ltd., 21 Bloomsbury St., London, 
W.C.1, England. 
Phillips Electrical Co. Ltd., 
Brockville, Ont. DI 2-5666. 
The British Rototherm Co. Ltd., 
Merton Abbey, London S.W.19, 
England. 
The J. W. Ellis Industries, 42 
Lombard St., Toronto, Ont. EM 
6-1434. 
The British Themson-Houston Co. 
(Canada) Ltd., 766 King St. W., 
Toronto, Ont. EM 4-9821. 
Upton Bradeen and James Ltd., 
890 Yonge St., Toronto 5, Ont. 
WA 4-5751. 
British Physical Labs., Radlett, 
Herts., England. 
R-O-R Associates Ltd., 1470 Don 
Mills Rd., Don Mills, Ont. HI 
4-4429 and 6201 Cote St. Luc 
Rd., Montreal, Que. DE 0845. 


Brooks Rotameter Co., Lansdale, 
Pa. 


Keith Mercer Co. Ltd., 5165 
Sherbrooke St. W., Montreal, 
Que. DE 8411°' and P.O. Box 
Station K, 876 Eglinton Ave. E., 
Toronto, Ont. HU 8-5831 (Ont., 
Que. & Maritimes). 

Ss. G. Brown Ltd., Shakespeare 

St., Watford, Herts., England. 
Atlantic Films & Electronics 
Ltd., 22 Prescott St., St. John’s, 
Nfid. (Nfid.); S. G. Brown (Can- 
ada) Ltd., 356-358 Youville St., 
Montreal, Que. VI 5-4255 (East); 
Navigation Equipment Services, 
3716 West 15th Ave., Vancouver, 
B.C. (West); J. B. Smyth Elec- 
tronic Components, 380 Craig 
St. W., Montreal, Que. AV 
8-6281. 

A/S Bruel & Kjaer, Lindealle 23, 

Naerum, Denmark. 
R-O-R Associates Ltd., 1470 Don 
Mills Rd., Don Mills, Ont. HI 
4-4429 and 6201 Cote St. Luc 
Rd., Montreal, Que. DE 0845. 


= Bruning Co., Box 147, Lincoln, 
Neb. 


25 Carson St., 
CL 9-8276 


Resistance Co. 
Enfield, 


Dycon Ltd., 
Toronto 14, Ont. 
(Ont.). 
Brush Instruments, Div. of Clevite 
Corp., 3405 Perkins Ave., Cleve- 


land 14, O. 
Bayly Engrg. Ltd., Hunt St. 
Ajax, Ont. EM 2-3741 and 48 
Sparks St., Ottawa, Ont. CE 
2-9821. 
Buchanan Electrical Prods. Corp., 
225 Route 22, Hillside, N.J. 
Gas Accumulator Co. (Canada) 
Ltd., 12 Gower St., Toronto 16, 
Ont. PL 5-5297. 
Buckleys (Uvral) 
England. 
ge Research Institute, 46 
Toronto 5, Ont. 


Ltd., London, 


George St., 
WA 3-2455. 

Budelman Electronics Corp., 

Fairfield Ave., Stamford, Conn. 
Tele-Radio Systems Ltd., 3534 
Dundas St. W., Toronto %, Ont. 
RO 2-8224. 

H. H. Buggie, Inc., Toledo, O. 
Chas. W. Pointon Ltd., 6 Alcina 
Ave., Toronto 10, Ont. LE 
4-7984, 

A. F. Bulgin & Co. Ltd., Essex, 


Electronic Labs., Box 
316, Trenton, Ont. EX 2-3498. 
Bulova Watch Co., Electronics 
Div., 62-10 Woodside Ave., Wood- 
side 77, N.Y. 
Beechey Enterprises, 290 Law- 
rence Ave. W., Toronto 12, Ont. 
RU 71-3861. 


Bec/Cur 


Burnell & Co., Inc., 10 Pelham 

Parkway, Pelham Manor, N.Y. 
M. J. Howard & Co., i206 Bank 
St., Ottawa, Ont. "CE 5-9931 
(East); Ray Johnston Co., 11009 
Evanston Ave., Seattle 33, Wash, 
EM 2-0956 (B.C.) 

Burr Brown Corp., Route 4, Box 

139, Tucson, Ariz. 
Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX 
3-7011. 

Burroughs Corp., Electronic Tube 

Div., P.O. Box 1226, Plainfield, 

N.J. PL 6-0876. 


Bussmann Mfg. Div., McGraw- 
Edison Co., University at Jefferson 
St., Louis 7, Mo. 
Great Lakes Electrical Special- 
ties Ltd., Algie Ave., Toronto 14, 
Ont. CL 1-6581. 


Cc 


CBS-Hytron, Div. of 

Broadcasting System, 

Endicott St., Danvers, 

4-2360. 

C.E.M. Co., Danielson, 
H. A. Ness & Co., ipley 
- Ave., Toronto 3, Ont. RO 22808, 

Caledonia Electronic & Trans- 

former Corp., Caledonia, N.Y. 
Hackbusch Electronics Ltd., 23 
Primrose Ave., Toronto 4, Ont. 
LE 1-2453. 

Calidyne Co., 120 Cross St., 

chester, Mass. 
Mel Sales Ltd., 
400. 


Columbia 
Inc., 100 
Mass. SP 


a 


Win- 
Arnprior, Ont. 


Califone Corp., 1041 N. Sycamore, 

Hollywood, Calif. 
Caldwell’ A/V Equipment Co. 
Ltd., 447 Jarvis St., Toronto, 
Ont. WA 2-2103. 

California Computer Prods., 3927 
. Jefferson Blvd., Los Angeles 

16, Calif. BE 5-8355. 

California Technical 

Div. of Textron, Inc., 1421 Old 

County Rd., Belmont, Calif. 
Electrodesign, ee. Notre Dame 
St. W., real, Que. 
6-7367 teas = 109 Eglinton 
Ave .. Toronto, Ont. HU 
9.7221 (East). 

Cambridge Instrument Co. Ltd., 

13 Grosvenor Pl., London, S.W.1, 

England. 
R. H. Nichols Ltd., 4544 Dufferin 
St., P.O. Box 500, Downsview, 
Ont. ME 3-8190. 

Cambridge Thermionic Corp., 445 

Concord Ave., Cambridge, Mass. 
Cambridge Thermionic of Can- 
ada Ltd., 2425 Grand Blvd., 
Montreal 28, Que. HU 8-8321. 


Camille Bauer Ltd., 18 Dornacher 

St., Basle, Switzerland. 
The J. W. Ellis Industries, 42 
Lombard St., Toronto, Ont. EM 
6-1434. 

The Capitol Machine Co., 36 

Balmforth Ave., Danbury, Conn. 
John R. Tilton Ltd., 51 Mc- 
Cormack St., Toronto 9, Ont. 
RO 9-1129. 

Carad Corp., 2850 Bay Rd., Red- 

wood City, Calif. EM 8-2969. 


The Carborundum Co., Globar 
Plant, Hyde Park Blvd., P.O. Box 
339, Niagara Falls, N.Y. 


Cardwell Condenser Corp., Plain- 
ville, Conn, 
Chas. W. Pointon Ltd., 6 Alcina 
Ave., Toronto 10, Ont. LE 
4-7984 
Carling Electric, 
Park Ave., West Hartford 10, 
Conn. 
John R. Tilton Ltd., 51 Mec- 
Cormack St., Toronto 9, Ont. 
RO 9-1129 ( (Ont.) 
Carter Motor Co., 2711 W. George 
St., Chicago 18, Ill. 
Northwestern pj tencies, Inc. 
(B.C.); Chas. Pointon Ltd., 
6 Alcina Ave., , Ms. 10, Ont. 
LE 4-7984 (Canada except B.C.) 


Carter Parts Co., 3401 Madison, 
Skokie, Ill. 
John R. Tilton Ltd., 51 Me- 
Cormack St., Toronto 9, Ont. 
RO 9-1129 (East). 


Industries, 


Inc., 505 New 
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Cascade Research, Div. of Mono- 
gram Precision Industries, Inc., 53 
Victory Lane, Los Gatos, Cal lif. 
Microwave Systems, 42 Crock- 
ford Blvd., Scarborough, Ont. 
£-0763 (Microwave Ferrite 
Components Including BWO); 
Radio Valve Co., 189 Dufferin 
St., Toronto 3, Ont. LE 4-6311 
(Tube Prods. except BWO). 
Case Bros., Manchester, Conn. 
Paisley Prods. of Canada Ltd., 
P.O. Box 159, Stn. H., Toronto, 
Ont. PL 2216-7-8. 
Castell Locks Ltd., Kingsbury 
Works, London N.W.9, England. 
George M. Fraser Ltd., 1554 
Yonge St., Toronte 7, Ont. WA 
4-9492. . 
a Tapes, Seattle, Wash. 
Ron Merritt Co., 229 Rogers 
Bid., 470 Granville St., an- 
couver 2, B.C. MU 1-3367. 


Centralab Div., Globe-Union, Inc., 
900 E. Keefe Ave., Milwaukee 1, 


Wis. 
P. J. Heenan Ltd., 804 Mt. 
Pleasant Rd., Toronto, Ont. HU 
1-2291 (East); F. C. Kahnert 
Sales, 73 Crockford Blvd., Scar- 
borough, Ont. PL 17-5171 (East); 
D. Eldon McLennan, 1624 W. 
3rd Ave., Vancouver 9, B.C. 
BA 2898 (West). 
Century Electronics 
ments, 1333 No. Tulsa, 
Okla. 
Electromechanical Prods., Mark- 
— Rd., Agincourt, Ont. AX 
Chadwick-Helmuth Co., 472 E. 
Duarte Rd., Monrovia, Calif. 
Beechey Enterprises, 290 Law- 
rence Ave. W., Toronto 12, Ont. 
RU 7-3861. 
Chassis-Trak, Inc., 525 S. Web- 
ster Ave., Indianapolis 19, Ind. 
Electrodesign, 736 Notre Dame 
.. Montreal, Que. 
3567, wy at Ottawa & Toronto 
(Ont. & Que.). 
Chemalloy Electronics 
Gillespie Airport, Santee, Calif. 
Associated Enterprises, 10729 
University Ave., Edmonton, Alta. 
(West); Beechey Enterprises, 290 
Lawrence Ave. W., Toronto 12, 
Ont. RU 7-3861 (East). 


pera. Inc., W. Warwick, 


Alec W. Andrews & Associates, 
1239 Tecumseh Pk., Pt. Credit, 
Ont. CR 8-3478. 
Cherry Electrical Corp. 
1650 W. Deerfield Rae “Highland 
Park, Ill. 
Barry Electric Ltd., 346 Bering 
Ave., Toronto 18, Ont. BE 
3-8901. 
Chicago Industrial Instrument Co., 
865 N. Sangamon St., Chicago 22, 


1. 
Electrolabs, 7385 St. 
Blvd., Montreal, Que. C 


Chicago Miniature Lamp Works, 
1500 N. Ogden Ave., Chicago 10, 
Ill, MO 4-1741. 

Chicago Molded Prods. 
1020 N. Kolmare Ave., 


51, 
Paisley Prods. of Canada Ltd., 
P.O. Box 159, Stn. H., Toronto, 
Ont. PL 2216-7-8. 
Chicago Telephone Supply Corp., 
Lay W. Beardsley mae Elkhart, 
nd. 
Cc. C. Meredith & Co., 80 
Thomas St., Streetsville, Ont. 
TA 6-1141. 
Chloride Electrical Storage Co. 
Ltd., 50 Grosvenor Gardens, Lon- 
don, S.W.1, England. 
Hart Battery Co. — Box 550, 
St. Johns, Que. 7-2 325-6-7. 
Christie Electric Corp., 3410 W. 
67th St., Los Angeles 43, Calif. 
Aeromotive Engrg. Prods., 5257 
a Mary Rd., Montreal, Que. 
9602 and 2543 Gerrard St. 
E- Toronto, Ont. OX 9-4621 


(East). 
Churchill Lighting Corp., 344 
Franklin St., Melrose, Mass 
Lake Engrg. Co. Ltd., 167 War- 
oa & Ave arborough, Ont. PL 
.» 1026 S. Homan 
Co. 


astener of 
Canada Ltd., 231 Gage Ave. N., 
Hamilton, Ont. LI 4-5791. 


Instru- 
Utica, 


Corp., 


Lawrence 
R 6-6076. 


Corp., 
Chicago 


Cinch Mfe. 


Circon Component Co., Goleta, 


a 
G. Lomas, 227 Laurier Ave. 
W., Ottawa, Ont. CE 2-8504. 
Circuit Instruments, Inc., St. Pet- 

ersburg, Fla. 
International Resistance Co. Ltd., 
349 Carlaw Ave., Toronto 8, 
Ont. HO 1-3511. 

Circuit Mfg. Co., 923 Shadeland 

Ave., Drexell Hill, Penna. 
William Cohen Ltd., 700 Park 
Ave., Rm. 402, Montreal, Que. 
(Canada except B.C.) 

C. P Clare & Co., 3101 Pratt Bivd., 

Chicago 45, 
C. P. Clare Canada Ltd., 2700 
Jane St., P.O. Box 73, Toronto 
15, Ont. ME 3-6793. 

H. Clarke & Co. (Manchester) 

Ltd., Atlas Works, George St., 

Patricroft, Manchester, England. 
Canadian Wilbur B. Driver Co. 
Ltd., 85 King St. E., Toronto 1, 
Ont. EM 2-1451. 


a Mfg. Co., Inc., Dover, 


a .r— Co., Elec- 
tronic Tube & Components Div., 
830 Bayview Ave., Toronto 17, 
Ont. HU 1-5221 
The Cleveland Container Co., 6201 
Barberton Ave., Cleveland 2, O. 
Paisley Prods. of Canada, P.O. 
Box 159, Station ‘H’, Toronto 13, 
Ont. PL 5-2216, 2217, 5051. 
Clevite Transistor Prods., 241 Cres- 
cent St., Waltham 54, Mass. 
The Glendon Co. Ltd., 44 Wel- 
lington St. E., Toronto, Ont. EM 
6-5673 
Clough-Brengle Co., 
Broadway, Chicago, Ill. 
Hackbusch Electronics Ltd., 23 
Primrose Ave., Toronto 4, Ont. 
LE 1-2453. 
Coast Pro-Seal & Mfg. Co., 2235 
Beverley Blvd., Los Angeles, Calif. 
Aviquipo of Canada Ltd., 636 
St. Paul St. W., Montreal 3, 
Que. UN 6-4067 and 109 Eglin- 
ton Ave. E., Toronto, Ont. HU 
3-1211. 
Coaxial Connector Co. Inc., 37 N. 
2nd Ave., Mount Vernon, N.Y. 
-6416. 
Coil Winding Equipment Co., 19 
Maxwell Ave., Oyster Bay, N.Y. 
OX 6-1285. 
Coleman Engrg. Co. Inc., 3500 
Torrance Blvd., Torrance, Calif. 
Coleman Instruments, Inc., 318 
Madison St., Maywood, Ill. 
Scientific Supplies Co., 2625 
Skeena St., Vancouver 12, B.C. 
HE 3-0521 (Alta. & B.C.). 
Collaro Ltd., Ripple Works, By- 
Pass Rd., Barking, Essex, England. 
A. C. Simmonds & Sons Ltd., 
100 Merton St., Toronto, Ont. 
HU 5-9111. 
Colman Tool & Machine Co., 1017 
N.E., 3rd Ave., Amarillo, Tex. 
William Cohen Ltd., 700 Park 
Ave., Rm. 402, Montreal, Que. 
CR 2-5719. 
Columbia Tape Mills, E. Green- 
ville, Pa. 
Paisley Prods. of Canada Ltd., 
P.O. Box 159, Stn. H., Toronto, 
Ont. PL 2216-7-8. 
Columbia Technical Corp., 61-02 
3ist Ave., Woodside 77, N.Y. AS 
8-7401. 
Colvern Ltd., Romford, 
England. 
Tinsley Instruments, P.O. Box 
99, Churchill Cres., Smiths Falls, 
Ont. 2539. 
Communication Measurements Lab. 
Inc., 350 Leland Ave., Plainfield, 
N.J. PL 4-5502. 
Computer Control Co., Inc., 92 
Broad St., Wellesley 57, "Mass. WE 
$-6220. 


Computer Measurements Corp., 
A Vineland Ave., N. Hollywood, 
alif. 
Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX 
3-7011. 
Comar Electric Co., 3349 Addison 
St., Chicago, Ill. 
Musimart of Canada, 901 
. Mi Que. UN 


6014 N. 


Essex, 


Blvd., Montreal, Que. CR 
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Communication M: Lab. 

5 350 Leland Ave., Plainfield, 
Mel Sales Ltd., Arnprior, Ont. 
400. 


Communications Prods. Co., Inc., 
Marlboro, N.J. 
Tele-Radio Systems Ltd., 3534 
Dundas St. W., Toronto 9, Ont. 
RO 2-8224. 


Compagnie Crouzet, 18 rue J. J. 
Rousseau, Valence - Sur - Rhone, 
France. 
Canadian Applied Research Ltd., 
1500 O’Connor Dr., Toronto 16, 
Ont. PL 9-2241. 

Conant Labs., 6500 ‘O’ St., 

5, Neb. 2-5774. 

The Connecticut Hard Rubber Co., 

407 East St., New Haven 9, Conn. 

SP 7-3631. 

Conrac Inc., Glendora, Calif. 
Caldwell A/V Equipment Co. 
Ltd., 447 Jarvis St., Toronto, 
Ont. WA 2-2103. 

Conrad, Inc., 141 Jefferson St., 

Holland, Mich. 
Beechey Enterprises, 290 Law- 
rence Ave. W., Toronto 12, Ont. 
RU 7-3861. 

Consolidated Electrodynamics 

Corp., Rochester Div., 1775 oy 

Read Blvd., Rochester 3, N.Y. 

3-7972. 

Consolidated Wire & Associated 

dy See S. Clinton St., Chicago 

16, a 
Atlas Radio Corp. Ltd. 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174; Roger M. Minthorne 
Co., 7521 N.E. Glisan St., Port- 
land, Ore. AL 3-0010. 


Consolidated Resistance Co. of 

America, Inc., 44 Prospect St., 

Yonkers, N.Y. 
E. E. Whittaker, . — 3255, 
Arnprior, Ont. PH 


L. Pg Constantin & Say Lodi, N_J. 

T. R. Armstrong Ltd., 700 

Weston Rd., Toronto 9, Ont. RO 
2-7535 (East). 


Continental Carbon, Imc., 5225 
Greene St., Philadelphia 44, Pa. 
Roger M. Minthorne Co., 7521 
N.E. Glisan St., Portland, Ore. 
AL 3-0010. 
Continental Connector 
Northern Blvd. at 45th St., 
Island City 1, N.Y. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Continental 
Michigan Ave., 
Til. 
Atlas Radio 
Wingold Ave., 
RU 1-6174. 
Continental Electric Co., 6 N. 
Michigan Ave., Chicago, II. 
United Aviation Electronics Ltd., 
169 Yonge St., Toronto, Ont. 
EM 4-9886. 
Control, A Div. of Magnetics, Inc., 
Box 391, Butler, Pa. 73-787. 


Control Corp., 718 Central Ave., 
N.E., Minneapolis 14, Minn. 
R. H. Nichols Ltd., 4544 Dufferin 
St., P.O. Box 500, Downsview, 
Ont. ME 3-8190. 


Control Electronics Co., Inc., 1925 
New York Ave. Huntington Sta- 
tion, L.L., N.Y. 
ElectroDesign, 
St. W., Montreal, 
6-7367 (Ont. & Que.) 


Control Panel Corp. 517 W. Mon- 

roe St., Chicago 6, IIL. 
Petro-Automation Ind.  Ltd., 
P.O. Box 72, Edmonton, Alta. 
(West). 

Control Prods., Inc., 

St., Harrison, N.J. 
Aeromotive arinccsing Prods., 
5257 Queen Mary Rd., Montreal, 
Que. EL 9602 and 2543 Gerrard 
St. E., Toronto, Ont. OX 9-4621. 


Cornell-Dubilier Elec. Corp., 333 

Hamilton Blvd., So. Plainfield, N.J. 
Rutherford Agencies, 8355 La- 
barre St., Montreal 9, Que. RE 
9-0686. 

Corning Glass Works, 


4 A 
Erie Resistor of Canada Ltd.. 


Lincoln 


Corp., 
Long 


Electric Co., 6 N. 
Suite 703, Chicago, 


Corp. Ltd., 50 
Toronto 19, Ont. 


736 Notre Dame 
Que. UN 


306 Sussex 


Corning, 


Toronto, Ont BE ana 


lectric Mfg. Corp., 540- 
Union City, NJ. UN 


Corson E 
39th St., 
6-4227. 


Cosmo Plastics Co., 3239 W. 14th 
St., Cleveland 9, O. 
Alec W. Andrews & Associates, 
1239 Tecumseh Pk., Port Credit, 
Ont. CR 8-3478; Paisley Prods. 
= Canada Ltd., P.O. Box 159, 
H., Toronto, Ont. PL 
316-7. 8. 
Cosmocord Ltd., Waltham Cross, 
Herts., England. 
The Glendon Co. Ltd., 44 Wel- 
lington St. E., Toronto Ont, EM 
6-5673 
Cossor Instruments Litd., 
House, Highbury Grove, 
N.5, England. 
Cossor (Canada) Ltd., 301/303 
Windsor St., Halifax, N.S. 
4-6487; 8230 Mayrand St., be 
carie Blvd., Montreal, Que. 
3-6502; 648A Yonge St., ae 
Ont. BA 5-8241. 


The S. H. Couch Co. Inc., North 
Quincy 71, Mass. 
& B. Sound & Signals, Inc., 
39 Notre Dame St. E., Montreal 
, Que. UN 1-7141 (East). 


on Ordnance, Inc., 3 Arlington 
St., North Quincy, Mass. 
Leonard Electric Ltd., 346 
Bering Ave., Toronto 18, Ont. 
BE 1-2731. 
Craig Systems, Inc., 360 Merrimack 
St., Lawrence, Mass. MU 8-6961. 


Cramer ogg. Corp., Box 13, 
Centerbrook, Conn 
Burlec Sales Ltd., 45 poctetine 
Rd., Toronto 16, Ont. PL 5-337 
and 1179 Decarie Blvd., Mont. 
real, Que. RI 4-0165. 
Creative Electronics, Stamford, 
Conn. 


E. S. Gould Sales Co., 353 St. 
Nicholas St., Montreal, Que. AV 
8-5716. 
Crescent Engrg. & Research Co., 
5440 N. Peck Rd., El Monte, 
Calif. 
eee. 736 Notre Dame 
W., Montreal, Que. U 6- 
3567 —- at Ottawa & Toronto 
(Ont. & Que.). 


Croname, Inc., 3701 N. Ravens- 
wood Ave., Chicago 13, Il. 
Cc. A. Ball, Riviera Court Apt. 
212, 6 Church St., Mimico, Ont. 
HU 9-6415; A. F. Rothon, 360 
Sloane Ave., Town of Mount 
Royal, Que. RE 7-1530. 


Crosby Labs., Inc., P.O. Box 233, 

Robbins Lane, Hicksville, N.Y. 
Canadian Motorola Electronics 
Ltd., 105 Bartley Dr., Toronto 
16, Ont. PL 9-2222. 


Crown Controls Co. Inc., 40 S. 
Washington St., New Bremen, O. 
Len Finkler & Co., 330 Adelaide 
St. W., Toronto >B, Ont. EM 
8-5222; E. S. Gould Sales Co., 
353 St. Nicholas St., Montreal, 
Que. AV 8-5716 (East). 


Crucible Steel Co. of America, 
P.O. Box 2518, Pittsburgh 30, Pa. 
Railway & Power Engineering 
a Ltd., 3745 St. James St. 
Montreal 30, Que. 

We 3-6741. 


Cubic Corp., 5575 Kearny Villa 

Rd., San Diego 3, Calif. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. Un 6-7367 
and 109 Eglinton Ave. E., To- 
ronto, Ont. HU 9-7221. (Canada 
except B.C.). 


James Cunningham Son & Co. 
Inc., 33 Lichfield St. Rochester, 


Cossor 
London, 


346 Ber- 


N. Y. 
Leonard Electric Ltd., 
Ont. 


ing Ave., Toronto 18 
BE 1-2731. 
Curtis Development & Mfg. Co., 
3268 N. 33rd St. Milwaukee, Wis. 
A. C. Simmonds & Sons Ltd. 
100 Merton St., Toronto Ont. 
HU 5-9111. 


Curtiss Wright Corp. New York 

N.Y. and Carlstadt, N.J. 
Canadian Curtiss-Wright Ltd., 
1980 Sherbrooke St. W. Mont- 
real Que. WE 7-6117. 


Curtiss Wright Thermal Device 
Div., Carlstadt, NJ. 
Consolidated Electronic p~4 


ment Co. Ltd. 94 we ry! ve. 
W., Willowdale, Ont. BA 5-6921. 
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U. S., U. K. and Other Manufacturers 


Custom Components, Inc. P.O. Box 
248 Caldwell, N.J. 
Lake Engrg. cm ce... we 
Warden Ave., Scarborough, Ont. 
PL 7-3253. 


D 


D & M Prods., 13144 W. Mc- 

Nichols Rd., Detroit 35, Mich. 
Pitt Distributing Co. Ltd., 80 
George St., Toronto 2, Ont. EM 
4-8268. 


New 


Dage Corp., 219 E. 44th St., 
York 17, N.Y. 


Dage Electric Co., Inc., 67 N. 
Second St., Beech Grove, Ind. 

Simmonds Aerocessories of Can- 

ada Ltd., 637 Parkdale Ave. N., 

Hamilton, Ont. LI 9-1381. 

Dale Prods., Inc., Box 136, Co- 
lumbus, Neb. 

Charles W. Pointon Ltd. 6 
Alcina Ave., Toronto, Ont. LE 
4-7984 
A/S Danavox, 112 Lersoe Parkalle, 
Copenhagen, Denmark. 

Associated Electronic Compon- 

ents, 37 Roselawn . Toronto 

12, Ont. HU 1-0144 
A/S Dambridge, 60C Frederiks- 
sundsvej, Copenhagen Wes 
Denmark. 

The J. W. Ellis Industries, 42 
Lombard St., Toronto, Ont. EM 

6-1434. 

Danbury-Knudsen, Div. of Am- 
phenol Electronics Corp., 15-25 
Thorpe St., Danbury, Conn. 

The Glendon Co. Ltd., 44 Wel- 

lington St. E., Toronto, Ont. 

EM 6-5673. 

Danochemo A/S, 72 Blegdamsvej, 
Copenhagen O, Denmark. 

The J. W. Ellis Industries, 42 

Lombard St., Toronto, Ont. EM 

6-1434, 


Dansk Ventil Industri, Gladsaxevej 
120, Soborg, Copenhagen, Den- 
mark. 
Associated Electronic Compon- 
ents, 37 Roselawn Ave., Toronto 
12, Ont. HU 1-0144 
Darling Technical Labs., 
Mesa, Calif. 
Rutherford Agencies, 8355 La- 
barre St., Montreal 9, Que. RE 
9-0686. 


Costa 


Data Instruments Div., Telecom- 
puting Corp., 12838 Saticoy St., 
North Hollywood, Calif. 
Brian Engrg. Ltd., 5275 Van 
Horne Ave., Montreal, Que. RE 
7-2800. 
Datrel fe 520 Fifth Ave., New 


York, N.Y. 
E. S. Gould Sales Co., 353 St. 
Nicholas St., Montreal, Que. AV 
8-5716 

The Daven Co., Livingston, N. 
Adams Engrg. Ltd., 1500 St. 
Catherine St. W., Montreal 16, 
Que. WE 3-6857. 

Harry Davies Molding Co., 

N. Wells St., Chicago 10, IIL. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Dawe Instruments Ltd., 99 Ux- 

bridge Rd., London W.5, England. 
Dawe Instruments Ltd. (Canadian 
Div.), 1654 Bank St., Ottawa, 
Ont. RE 3-1150; Conway Elec- 
tronic Enterprises Reg’d., 1514 
Eglinton Ave. W., Toronto 10, 
Ont. RU 3-6576 & 66 

Daystrom Pacific, Pawel Blvd., 

Los Angeles, Calif. 
Daystrom Ltd., 840 Caledonia 
Rd., Toronto, Ont. RU 7-1114. 

Daytronic Corp., 216 S. Main St., 

Dayton, O. 
A. C. Wickman Ltd., 1425 
Queensway, Toronto 14, Ont. CL 
9-2311. 

peas Radar Ltd., London, Eng- 
land. 
Decca Radar (Canada) Ltd., 23 
Six Points Rd., Toronto 18, Ont. 
BE 2-1161. 

Decker Engrg. Corp., Me 4 gravee 

Ave., Los Angeles 46, 
W. Hobson & Pr % 4195 
Sir George Simpson, Lachine, 
Que. UN 1-0342 (East Ont. & 
Que.) 
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Dee Electric Co., 1101 N. Paulina 
St., Chicago 22, Ill. BE 5-5151. 


Defiance Engrg. & Microwave 

Corp., P.O. Box 488, Beverly, Mass. 
Avionics of Canada Ltd., Box 
200, Stone Rd., oo 
Lake, Ont. HO 8-3632 


DeJur-Amsco Corp Northern 
Blvd. at 45th St., pd Island City 
Y 


i, ® ¢ 
Atlas Radio Corp. Ltd. 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Del Electronics Corp., 521 Home- 
stead Ave., Mt. Vernon, N.Y. OW 
9-3232. 
Delevan Electronics Corp., East 
Aurora, N.Y. 
S. S. Gould Sales Co., 353 St. 
Nicholas St., Montreal, Que. AV 
8-5716. 
De Mornay - Bonardi, 780 S. 
Arroyo Pkwy., Pasadena, Calif. 
Bayly Engrg. Ltd., Hunt St., 
Ajax, Ont. EM 2-3741 and 48 
Sparks St., Ottawa, Ont. CE 
2-9821. 
Detroit Controls Corp., 5900 
Trumbull Ave., Detroit, Mich. 
L. H. Frost (Canada) Ltd., P.O. 
Box 425, Oakville, Ont. VI 
4-6681. 
Deuta-Werke 
Gladbach, Paffrather 
Str. 140. 
Alexander & Orlick Ltd., P.O. 
Drawer 248, Brantford, Ont. PL 
3-3181 (Hand tachometers only). 


The Deutsch Co., 7000 Avalon 

Bivd., Los Angeles 3, Calif. 
Brian Engrg. Ltd., 5275 Van 
Horne Ave., Montreal, Que. RE 
7-2800. 

Dialight Corp., 60 Stewart Ave., 

Brooklyn 37, N. 
Lake Engrg. Co. Ltd., 767 War- 
den Ave., Scarborough, Ont. PL 
7-3253; Burt C. Porter Co., 1209 
Poplar Pl., Seattle 44, Wash. 
EA 3-8330 (B.C.). 


Dialtron Corp., 203 
Place, Brooklyn 37, N. 
Lake Engrg. Co. Ltd., "167 War- 
den Ave., Scarborough, Ont. PL 

7-3253. 
Diamond Antenna & Microwave 
7 North Ave., Wakefield, 


GmbH, 
Germany, 


Bergisch 


Harrison 


Tecneek Associates, 1405 Bishop 
St., P.O. Box 966, Station “B”’; 
Montreal 25, Que. BE 7874; 
Conway Electronic Enterprises 
Reg’d., 1514 Eglinton Ave. W., 
Toronto 10, Ont. RU 3-6576 & 


Diamond Power Specialty Corp., 

P.O. Box 415, Lancaster, O. 
F. S. B. Heward & Co. Ltd., 
661 Birks Bldg., 620 Cathcart 
St., Montreal 2, Que. UN 6-6781; 
Rm. 201, 1835 Yonge St., To- 
ronto 12, Ont. HU 5-0483; Rm. 
619, 837 W. Hastings St., Van- 
couver 1, B.C. MU 1-7044. 


Diehl Mfg. Co., Somerville, N.J. 
Hudson Randall Int'l, 123 Man- 
ville Rd., Scarborough, Ont. PL 
9-2291 & OX 8-3081. 


Dielectric Prods. Engrg. Co., Inc., 
Raymond, Me. 
Dayrand Ltd., 
Room 301, Montreal 1, Que. 


W. C. Dillon & Co., Inc., 14620 
Keswick St., P.O. Box 3008, Van 
Nuys, Calif. 
George M. Fraser Ltd., 1554 
Yonge St., Toronto 7, Ont. WA 
4-9492. 


Disa Electronik, 


& Radium Industries 
bp Davenport Rd., To- 
ronto, Ont. WA 3-0908. 


ar Corp., Burnside St., 


Paisley Prods. of Canada Ltd., 
P.O. Box 159, Stn. H., Toronto, 
Ont. PL 2216-7-8. 


Dobbie McInnis Ltd., Broomloan 

Rd., Glasgow, S. W. 1, Scotland. 
Sperry Gyroscope Co. of Canada 
Ltd., P.O. Box 710, Montreal, 
Que. RI 7-5561. 


901 Victoria Sq., 


Copenhagen, 


Bristol, 


Dolph Co., Monmouth 
Andrew Gilchrist Ltd., 155 
Decarie Blvd., P.O. Box 99, St. 
Laurent, Que. RI 4-5596. 


Donner Scientific Co., 888 Galindo 
St., Concord, Calif. 
P.O. Box 51, 


Instronics Ltd., 
Stittsville, Ont. Hazeldean 56. 


Douglas Microwave Co. Inc., 252 

E. Third St., Mt. Vernon, N.Y. 
John S. Plewes Co., 52 Humber- 
crest Blyd., Toronto 9, Ont. RO 
9-2051. 

Dow-Key Co., Inc., Thief River 

Falls, Minn. 
E. S. Gould Sales Co., 353 St. 
Nicholas St., Montreal, Que. AV 
8-5716 (East). 


David Dowling Ltd., Roebuck Rd., 

Hainault, Ilford, Essex, England. 
Empire Engineering Co., 738 
Dundas St. E., Toronto, Ont. 
M 4-2928. 


Drake Electric Works, 4654-56 

Lincoln Ave., Chicago 13, Ill. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Drake Mfg. Co., 1713 W. Hubbard 

St., Chicago 22, Ill. 
Atlas Radio Corp. Ltd, 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 


Drello, Ing. P. Drewel!, (22a) 
Gladbach, M. Gladbach-Rheindah- 
len, Stadtwaldstr. 27, W. Germany. 

é. Ellis Industries, aot 


John C. 
Jct., NJ. 


contact St., Toronto, Ont. E} 
6-1434; Sidam Ltd., 4195 Dundas 
St. W., Toronto 18, Ont. BE 
3-5081. 
Dremel Mfg. Co., 2420 - 18th St., 
Racine, Wis. 
Empire Engineering Co., 738 
Dundas St. E., Toronto, Ont. 
EM 4-2928. 
Dressen-Barnes 
Vinedo Ave., Pasadena, Calif. 
E. E. Whittaker, P.O. Box 3255, 
Arnprior, Ont. PH 1318. 


Driver-Harris Co., P.O. Drawer 31, 

Harrison, N.J. 
Alloy Metal Sales Ltd., 181 Fleet 
St., Toronto, Ont. EM 2-4411; 
The B. Greening Wire Co. Ltd., 
55 Queen St. N., Hamilton, Ont. 
JA 8-5971 and Toronto Zenith 
77500; also 180 St. Paul St. W., 
Montreal, Que. VI 9-2407. 


Dual Record Changers, Hanover, 
Germany. 
E. S. Gould Sales Co., 353 St. 
Nicholas St., Montreal, Que. AV 
8-5716 (East). 


Dubilier Condenser Co. (1925) 

Ltd., Ducon Works, Victoria Rd., 

North Acton, London, W.3, Eng- 

land. 
Astral Electric Co. Ltd., 44 
Danforth Rd., Toronto 13, Ont. 
OX 1-1131. 


DuKane Corp., St. Charles, Il. 
General Theatre Supply Co. Ltd., 
861 Bay St., Toronto 5, Ont. 
EM 4-2438. 


Allen B. Dumont Labs. Inc., Inter- 
national Div., 515 Madison Ave., 
New York, N.Y. 
Electronic Service Supply Co., 
Div. of Electronic Res. & Dev. 
Co tt. SR - 3S. GwW., 
Calgary, Alta. AM 6-2587. 


Dunn Engineering Associates, Inc., 
225 O’Brien Hwy., Cambridge 41, 
Mass. UN 4-6700. 


Duode Ltd., London, England. 
Peter Munk Associates Ltd., 26 
Sable St., Toronto 15, Ont. CH 
6-2111. 

Duotone Co., Inc., Keyport, N.J. 
Chas. W. Pointon Ltd., 6 Alcina 
Ave., Toronto 10, Ont. LE 
4-7984, 


- ES 
A. T. 


Corp., 250 N. 


Inc., Elkhart, Ind. 
Armstrong Ltd., 700 
Weston Rd., Toronto 9, Ont. RO 
2-7535 (East). 

Durant Mfg. Co., 1941 N. Buffum 

St., Milwaukee 1, Wis. LO 2-5035. 
Wainbee Tools Lid., 64 Racine 
Rd., Rexdale, Ont. CH 1-3301. 


CANADIAN 


ELECTRONICS ENGINEERING JUNE 


Cus/Ewa 


Dynaco Inc., 617 N. 4ist St., 
Philadelphia 4, Pa. 
Alex L. Clark Ltd., 3745 Bloor 
. St. W., Toronto 18, Ont. BE 
1-3303. 
Dyna-Empire, Inc., 
Ave., Garden City, 
Tecneek Associates, 1405 "Bishop 
St., P.O. Box 966, Station “B”’, 
Montreal 25, Que. RE 7-1331. 
Dynamic Gear Co., Inc., 20 
Merrick Rd., Amityville, L.I., N.Y. 
E. E. Whittaker, P.O. Box 3255, 
Arnprior, Ont. PH 1318. 
Dynamic Instrument Co., Inc., 28 
Carleton St., Cambridge, Mass. 
A. . Wickman Ltd., 1425 
Sees, Toronto 14, Ont. CL 
Dynapar Corp., 5150 Church St., 
Skokie, Ill. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 
6-7367; 376 London Terrace, 
Ottawa 2, Ont. SH 9-6837; 109 
Eglinton Ave. E., Toronto, Ont. 
HU 9-7221 (Ont. & Que.). 
Dzus Fastener Co., Inc., Box 185, 
Babylon, a 
Railway & Power Engrg. Corp. 
Ltd., 3745 St. James St. W., 
Montreal 30, Que. WE 3-6741. 
E 
EMC Recordings, 806 E. Seventh 
St., St. Paul 6, Minn. 
R. C. Kahnert Sales Co. Ltd., 
73 Crockford Bilvd., Scarbor- 
ough, Ont. PL 7-5171. 
E. M. I. Electronics Ltd., Hayes, 
Middx., England. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. 
6-7367, also at Ottawa & To- 
ronto (Ont. & Que.). 
E S C Corp., 542 Bergen Blvd., 
Palisades Park, N.J. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 
6-7367, "also at Ottawa & To- 
ronto (Ont. & Que.). 
Eagle Electric Mfg. Co., Inc., 
23 - 10'‘Bridge Plaza S., Long 
Island City 1, N.Y. ST 4-9200. 
East London Mica Works, London, 


England. 
Paisley Prods. of Canada Ltd., 
P.O. Box 159, Stn. H., Toronto 
13, Ont. PL 5-2216-7-8. 

Eastern Industries, Inc., 100 Skiff 

St.. Hamden, Conn. 
Enterprise Agencies Ltd., 5301 
Western Ave., Montreal 28, Que. 
DE 3551-2-3 and 6 Church St., 
Toronto, Ont. EM 4-9081. 

Eastern Precision Resistor Corp., 

675 Barbey St., Brooklyn 7, N.Y. 
E. G. Lomas, 227 Laurier Ave. 
W., Ottawa, Ont. CE 2-8504. 

Eastern Specialty Co., 3619 N. 

Eight St., Philadelphia 40, Pa. 
General Communications Ltd., 
980 O’Connor Dr., Toronto 16, 
Ont. PL 5-0771. 

Ebert Electronics Corp., 212 - 26 

nee Ave., Queens Village 28, 


1075 : 


Philips Electronics Industries 
Ltd., Industrial Equipment Div., 
116 Vanderhoof Ave., Toronto 
17, Ont. HU 5-8621. 
Hugh H. Eby ‘Co., Inc., 4701 
Germantown Ave., Philadelphia 44, 


a. 
White Radio Co., P.O. Box 463, 
Hamilton, Ont. JA 2-1716. 


Eby Sales Co., 130 LaFayette St., 
New York 13, N.Y. 
William Cohen Ltd., 700 Park 
Ave., Rm. 402, Montreal, Que. 
CR 2 -5719; Roger M. Minthorne 
Co., “7521 N.E. Glisan St., Port- 
land, Ore. SL 3-0010. 
Edgerton, Germeshausen & Grier, 
Inc., 160 Brookline Ave., Boston, 
Mass. 
Samuel C. Hooker (Canada) 
Ltd., 2425 Grand Blvd., Mont- 
real, Que. HU 8-8321 and 3126 
Bathurst St., Toronto, Ont. ME 
5-1470. 
Edin Co., 
Worcester, 
A. 


Inc., 207 Main St., 
Mass. 


Wickman Ltd., 1425 


Geseneway, Toronto 14, Ont. CL 


1958 





Educational Electronics, 6322 N. 
Clark St., Chicago. 
Stark Electronic Sales" Co., Ajax, 
Ont. 125. 
Edwards High Vacuum Litd., 
Crawley, Sussex, England. 
Edwards High Vacuum (Canada) 
Ltd., P.O. Box 515, Cumberland 
Ave., Burlington, Ont. 
4-7757 and Toronto EM 3-9841. 
Egen Electric Ltd., Charfleet In- 
dustrial Estate, Canvey Island, 
Essex, England. Canvey 691. 
Eicor, Inc., 4235 West N. Ave., 
Chicago 39, Il. 
The Hoover Co. Ltd., Gage Ave., 
& Barton St., Hamilton, Ont. 
LI 5-1151. 
Eitel-McCullough, 798 San 
Mateo Ave., San Bruno, Calif. 
R. D. B. Sheppard, 2036 Prince 
Charles Rd., Ottawa 3, Ont. PA 
2-7152. 
Elco Corp., “M” St., below Erie 
Ave., Philadelphia 24, Pa. 
Atlas Radio Corp. Ltd. 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Electra Mfg. Corp., 4051 Broad- 
way, Kansas City, Mo. 
Samuel C. Hooker (Canada) 
Ltd., 2425 Grand Blvd., Mont- 
real, Que. HU 8-8321 and 4126 
Bathurst St., Toronto, Ont. ME 
5-1470. 
Electralab, Inc., Industrial Center, 
Needham Heights, Mass. 
Willard Spenser Co., 3238 Curry 
Ave., Windsor, Ont. YO 9-1332 
(Ont. & Que.). 
The Electric Construction Co., 
Wolverhampton, England. 
E.C.C. Canada Ltd., 66 Colville 
Rd., Toronto 15, Ont. CH 
4-6455-6. 
Electric Regulator Corp., Pearl St., 
Norwalk, Conn. 
R. H. Nichols Ltd., 4544 Dufferin 
St., P.O. Box 500, Downsview, 
Ont. ME 3-8190. 


Electric Soldering Iron Co., Deep 
River, Conn. 
Canadian Marconi Co., Elec- 
tronic Tube & Components Div., 
830 Bayview Ave., Toronto 17, 
Ont. HU 1-5221. 


Electric Specialty Co., 211 South 
St., Stamford, Conn. 
Burlec Sales Ltd., 45 Northline 
Rd., Toronto 16, Ont. PL 5-3377 
and 1179 Decarie Blvd., Mont- 
real, Que. RI 4-0165. 


Electrical Communications, Inc., 
555 Minnesota St., San Francisco 


7, Cal. 
The Ahearn & Soper Co. Ltd., 
384 Bank St., Ottawa, Ont. 
(East); Canadian Electronics, 
109 St. at 107 St., Edmonton, 
Alta. (Alta.); Westronic Engrg. 
Sales, 1451 Hornby, Vancouver, 
B.C. (B.C.) 

Electrica) Industries, Imc., 44 

Summer St., Newark, N.J. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174 


Electrix Terminals & Connectors 

a 990 E. 67th St., Cleveland 
; 

Hudson Randall Int'l, 123 Man- 
ville Rd., Scarborough, Ont. PL 
9-2291 & OX 8-3081. 


Electro-Air Cleaner Co., McKees 
Rocks, Pa. 
Kent aoore. Co., 1434 St. Cath- 
erine . A Montreal, Que. 
UN 6-952 (East). 


Electro-Chemical Corp., New York, 


N.Y. 
Caldwell A/V Equipment Co. 
Ltd., 447 Jarvis St., Toronto, 
Ont. WA 2-2103. 


Electro Devices, Inc., 

Michigan Ave., Chicago 3, 
Associated Instrumentation & 
Controls Ltd., 2655 Bates Rd., 
Montreal 26, Que. RE 8-1167. 


ww Engrg. Works, 401 Preda 
, San Leandro, Calif. LO 9-3326. 


pone Heat, Inc., 83 Wood- 
bine St., Hartford 6, Conn. 

Electrodesign, 736 ‘Notre 
St. W., ontreal, Que. 
6-7367; 109 Eglinton Ave. E., 
Toronto, Ont. HU 9-7221; 376 
London Terrace, Ottawa 2, Ont. 
SH 9-6837 (Ont. & Que.). 


Dame 
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Electro Instruments, Inc., 3794 
Rosecrans St., San Diego 10, Calif. 
Electromechanical Prods., Mark- 
Agincourt, Ont. AX 


Electro-Measurements Corp., 7524 
S.W. Macadam Ave., Portland 1, 


Ont. 


Electro-Mechanical Instrument Co., 
Giomth & Chestnut Sts., Perkasie, 


_» ee E-E Ltd, 441 St. 
Francois Xavier, Montreal, Que. 
VI 5-6570. 
Electro-Mechanical Research, Inc., 
P.O. Box 3041, Sarasota, Fla. 
Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX 
3-7011. 
Electro Mecha 
Bedford Ave., 
England. 
Avionics Ltd., 
Road, Niagara-on-the-Lake, 
HO 8-3632. 


Ore. 
Mel Sales Ltd., Arnprior, 
400. 


misms Ltd., 220 
Slough, Bucks, 


Box 200, Stone 
Ont. 


Electro-Miniatures Corp 1060 
Elm Ave., Ridgefield, tN ~ WH 
3-7300. 

Electro Prods. Labs., Inc., 4501 
x Ravenswood Ave., Chicago 40, 


Radio Corp. Ltd., 50 
Toronto 19, Ont. 


Atlas 
Wingold Ave., 
RU 1-6174. 
ay Switch Div., Electro- 
nap Corp., 4218 - 30 W. Lake St., 
Guess 24, Ill. 
J. R. Longstaffe Co., Ltd., 300 
Campbell Ave., Toronto 9, Ont. 
LE 7-1251. 
Electro Sonic Labs., 
Island City, N.Y. 

B. Smyth peastoealc Compon- 
ents, 380 Craig St. Montreal, 
Que. AV 8-6281 Videst), Ron 
Merritt Co., 229 Rogers Bldg., 
470 Granvilie St., Vancouver 2, 
B.C. MU 1-3367 (West). 

Electro Switch Corp., 167 King 

Ave., Weymouth 88, Mass. 
George M. Fraser Ltd., 1554 
Yonge St., Toronto 7, Ont. WA 

2; W. Hobson '& Assoc., 

4195 Sir George Simpson, La- 
chine, Que. UN 1-0342 (Ont. & 
East). 

Electro-Tec Corp., 4 Romanelli 

Ave., Hackensack, N.J. 
Paisley Prods. of Canada Ltd., 
P.O. Box 159, Stn. H., Toronto, 
Ont. PL 5-2216-7-8. 


Electro-Technical Prods., 113 E. 
Centre St., Nutley 10, N.J. 
Andrew Gilchrist Ltd., 155 
Decarie Blvd., P.O. Box 99, St. 
Laurent, Que. RI 4-5596; Paisley 
Prods. of Canada Ltd., Box 159, 
Stn. H, Toronto, ‘Ont. PL 
5-2216-7-8. 
Electro Voice, Inc., 
Mich. 
R. C. Kahnert Sales Co. Ltd., 
73 Crockford Blvd., Scarborough, 
Ont. PL 7-5171 (East). 
Electroacoustic GmbH, 425-429 
Westring, Kiel, Germany. 
Atlas Radio Corp. Ltd. 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Electrodata Div., Burroughs Corp., 
460 ' oe Madre Villa, Pasadena, 
Calif. 
Electrodata Div., Burroughs Add- 
ing Machine of Canada Ltd., 
1313 Wellington St., Ottawa, 
PA 8-3539. 
lektromesstechnik es * cae 
.G., Lahr/Baden, Germ 
Viditon Corp. Ltd., 384. ‘Bank 
St., Ottawa, Ont. CE 6-9441. 
ctronic Associates, Inc., Long 
Branch Ave., Long Branch, N.J. 
CA 9-1100. 
Electronic Chemical Corp., 813 
sed Ave., Jersey City 4, 


NJ. 

William Cohen Ltd., 700 Park 
Ave., Rm. 402, Montreal, Que. 
CR 2-5719. 

Electronic Devices, 429 - 12 St., 

Brooklyn 15, N.Y. 

P. J. Heenan Ltd., 804 Mt. 
Pleasant Rd., Toronto 12, Ont. 
HU 1-2291 (East). 

Electronic Fabricators, Inc., 682 

Broadway, New York 12, N.Y. 
Ray Johnston Co., 11009 Evan- 
ston Ave., Seattle 33, Wash. EM 
2-0956 (B.C.). 


Inc., Long 


Buchanan, 
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Electronic Instrument 
3300 ie a Bivd., a Islan 


City 1 
Ron Merritt Co., 229 Rogers 
470 Granville i. 
1-3367 


Bidg., 
couver 2, B.C. MU 
(West); John R. Tilton ise. $1 
McCormack St., Toronto 9. , Ont. 
RO 9-1129 (East). 
Electronic Instruments Ltd., Lower 
Mortlake Rd., Richmond, Surrey, 
England. 
The Glendon Co. Ltd., Instru- 
ment Div., 44 Wellington St. E., 
Toronto, Ont. EM 6-5673. 
Electronic Measurements Co., 
Lewis St. & ee = Ave., 
town, N.J. EA 3-0 
Electronic thee: sel Cc 
625 Broadway, New York 12, NY” 
Norris Burgess, 418 Mt. Pleasant 
Rd., Toronto 7, Ont. HU 9-1854. 
Electronic M Inc., 101 
Clifton Blvd., NJ. GR 
3-4108. 


Inc., 
Eaton- 


echanics, 
Clifton, 


Electronic Research Associates, 
7 67 Factory Pl., Cedar Grove, 


The Hoover Co. Ltd., Gage Ave. 
& Barton St., Hamilton, Ont. 
LI 5-1151. 
Electronic Specialty Co., 5121 San 
Fernando Rd., Los Angeles 39, 
Calif. 
Aircraft Appliances & Equipment 
Ltd., 585 Dixon Side Rd., Box 
177, Toronto 15, Ont. CH 4-5506. 


Electronic Tube Corp., 1200 Mer- 

maid Lane, Philadelphia 18, Pa. 
Adams Engrg. Ltd., 1500 St. 
Catherine St. W., Montreal, Que. 
WE 3-6857; Electromechanical 
Prods., Markham Rd., Agin- 
court, Ont. AX 3-7011. 


Electronics Associates, 
Branch, N.J. 
Canadian Westinghouse Co. Ltd., 
Electronics Div., P.O. Box 510, 
Hamilton, Ont. JA 8-3461. 


Electronics Development Co., Inc., 
3743 N. Cahuenga Blvd, N., 
Hollywood, Calif. 

Tele-Radio Systems Ltd., 3534 

Dundas St. W., Toronto 9, Ont. 

RO 2-8224. 
Electrons, Inc., 
Newark 3, N.J. 

Burlec Sales Ltd., 45 Northline 

Rd., Toronto 16, Ont. PL 5-3377 

and 1179 Decarie Blvd., Mont- 

real, Que. RI 4-0165 (East); L. 

A. Varah Ltd., 1451 Hornby 

St., Vancouver 1, B.C. MU 

-0104 (West). 

Igin National Watch Co., Elec- 
tronics Div., 2435 N. Naomi St., 
Burbank, Calif. 

Atlas Radio Corp. Ltd., 50 

Wingold Ave., Toronto 19, Ont. 

RU 1-6174 (Relays). 

Elima GmbH, Frankfurt/Main 
West 13, Graefster. 93-97, W. 


Long 


127 Sussex Ave., 


Ellis Industries, 42 
Toronto, Ont. EM 


Th A 
Lombard St., 
6-1434, 


Ellenberg GmbH, 
Altdorf bei W. Ger- 
many. 
E-T-A Products Co. of Canada, 
265 Craig St. W., Montreal 1, 
Que. UN 1-5998. 


Elliott Bros. (London) Ltd., Cen- 
tury Works, Lewisham, London 
S.E.13, England. 
Conway Electronic Enterprises 
Reg’d., 1514 Eglinton Ave. 
Toronto 10, Ont. RU 3-6576 & 
6676. 





hoe 


Ltd., Wellhead 
Birmingham, 


George Ellison 
Lane, Perry Barr, 
England. 
E.C.C. Canada Ltd., 66 Colville 
Rd., Toronto 15, Ont. CH 


Elna Ferrite Lab., Saugerties, N.Y. 
Lake Engrg. Co. Ltd., 767 War- 
den Ave., Scarborough, Ont. PL 
7-3253. 

El-Tronics, Inc., 16th & Pennsyl- 

vania Blvd., Philadelphia, Pa. 
a Sales Ltd., Arnprior, Ont. 


Emerson & Cuming, Inc., 869 
Washington St., Canton, Mass. 
Ray Johnston Co., 11009 Evan- 
ston Ave ae si Wash. EM 
—s C.); M. Howard & 
en ‘Bank St., “haan, Ont. 
CE ”§-9931. 


Empire Aluminum Ltd., Glasgow, 
Scotland. 
Paisley Prods. of Canada Ltd., 
P.O. Box 159, Stn. H., Toronto 
13, Ont. PL 5-2216-7-8. 
Empire Devices Prods. Corp., 
Amsterdam, N.Y. 

Instronics Ltd., P.O. Box 51, 
Stittsville, Ont. Hazeldean 56. 
Endevco Corp., 161 E. California 

St., Pasadena, Calif. 
Mel Sales Ltd., Arnprior, Ont. 


Engineered Electronics Co., 506 E. 
First St., Santa Ana, Calif. 
Electronic Associates Ltd., 4616 
bers 4 St., Willowdale, Ont. BA 
English Electric Valve Co., Water- 
house Lane, Chelmsford, Essex, 
England. 
Canadian Marconi Co., Elec- 
tronic Tube & Components Div., 
830 Bayview Ave., Toronto 17, 
Ont. HU 1-5221. 
The English Glass Co. Ltd., Empire 
Rd., Leicester, England. 23481/2. 
English Num 
25 Queensway, 
England. 
The J. W. 
Lombard St., 
6-1434. 
English Telephones Ltd., London, 
England. 
Audio Vox Intercom Inc., 4510 
De Laroche, Montreal, Que. LA 
1-3188 (Que.). 
Entron., Inc., P.O. Box 287, 4092 
Lawrence St., Bladensburg, Md. 
Electroline Television Equi 
ment, Inc., Suite 114, 3787 
Decelles Ave., Montreal 24, i. 
RE 9-2265. 
Epco Prod., Inc., 2500 Atlantic 
Ave., Brooklyn 7 N.Y. DI 5-7531 
Epsco, Inc. 108 Cummington St., 
Boston 15, Mass. 
Computing Devices of Canada 
Ltd., P.O. Box 508, Ottawa 4, 
Ont. PA 8-1761; also at Toronto 
& Edmonton; Samuel C. Hooker 
(Canada) Ltd., 2425 Grand Bivd., 
Montreal, Que. HU 8-8321 and 
4126 Bathurst St., Ont. 
ME 5-1470. 
Erie Resistor Corp., 644 W. 12th 
St., Erie 6, Pa. 
Erie Resistor of Canada Ltd., 7 
Fraser Ave., Trenton, Ont, EX 
2-6524 and 4972 Dundas St. W., 
Toronto, Ont. BE 1-1712. 
Erie Resistor Ltd., Carlisle Rd., 
The Hyde, London S.W.18, Eng- 
land. 
Erie Resistor of Canada Ltd., 7 
Fraser Ave., Trenton, Ont. EX 
2-6524 and 4972 Dundas St. W., 
Toronto, Ont. BE 1-1712. 
Esterline-Angus Co., Inc., 
Box 596, Indianapolis, Ind. 
George M. Fraser Ltd., 1554 
Yonge St., Toronto 7, Ont. WA 
4-9492; Conway Electronic En- 
terprises Reg’d. 1514 Eglinton 
Ave. W., Toronto 10, Ont. 
3-6576 & 6676; W. Hobson & 
Associates, 4195 Sir George 
Simpson, Lachine, Que. UN 
1-0342. 
Etelco Ltd., 22 Lincoln’s Inn 
Fields, London, W.C.2, England. 
Engineered Sound Systems Ltd., 
169 Kipling Ave. S., Toronto 18, 
Ont. BE 3-2155 (Ont.); Power & 
Mine Supply Co., 123 Princess 
St., Winnipeg, Man. (Man. & 
Sask.); Telephone Supply Co., 
10235 - 103rd St., Edmonton, 
Alta. 47116 (Alta, & B.C.). 
Evans Electroselenium Ltd., Pot- 
ter St., Harlow, Essex, England. 
Dawe Instruments Ltd. (Cana- 
dian Div.), 1654 Bank St, 
Ottawa, Ont. RE 3-1150; Electro- 
design, 736 Notre Dame St. W., 
Montreal, Que. UN 6-7367; also 
at Ottawa & Toronto. 
Evershed & Vignoles Litd., Acton 
ne Works, Chiswick, London, 
4, England. 
“ene & Vignoles (Canada) 
Ltd., 2781 Dufferin St., Toronto 
19, Ont. RU 17-4281; R. 
— Ltd., 4544 Dufferin St., 
P.O. B x 500, Downsview, Ont. 
ME 3-8190 
Ewald Instrument Co., Route 76, 
Kent, Conn. 
Thermovolt Instruments Ltd., 19 
Chauncey Ave., Toronto 18, Ont. 
BE 1-7134. 


Machines Ltd., 
Enfield, Middx., 
Ellis Industries, 42 
Toronto, Ont. EM 


Toronto, 


P.O. 
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. Feho Lautsprecherfabrik, 


U. S., U. K. and Other Manufacturers 


Exacto Industries, Imc., 8730-36 
Santa Monica Blvd., Los Angeles 


46, Calif. 
Bancroft Industries Ltd., P.O. 
Box 68, Place D’Armes, Mont- 
real, Que. WE 3-3605. 
Expanded Metal Co. Ltd., London, 
England. 
Cresswell-Pomeroy  Ltd., 
Que. 


Harmel St., Granby, 
8-4611. 
Eze-Hook Test Prods. Co., Cov- 
ington, Ky. 
Len Finkler & Co., 330 Adelaide 
St. W., Toronto DB, Ont. EM 
8-5222 


Leon 
FR 


F 


Fairchild Camera & Instrument 
Corp., Industrial Camera Div., 
88-06 Van Wyck Expwy., Jamaica 
1, Node 
Conway Electronic om om 
Reg’d., 1514 Eglinton Ave. 
Toronto 10, Ont. RU 56576 
and 6676. 
Fairchild Controls Corp., 
ponents Div., 225 Park 
Hicksville, s. N.Y. 
R. Sheppard, P.Eng., 2036 
Prince Charles Rd., Ottawa 3, 
Ont. PA 2-7152. 
Fairchild Recording 
Co., 10-40 45th Ave., 
City 1, N.Y. 
H. Roy Gray Co. Ltd., 46 Dan- 
forth Rd., Toronto 13, Ont. OX 
1-1131. 
M. Falk, Surrey, England. 
X-Ray & Radium Industries Ltd., 
261 Davenport Rd., Toronto, 
Ont. WA 3-0908. 
Falstrom Co., 78 ee Court, 
Passaic, N.J. PR 7-0013. 
Fansteel Metallurgical Corp., Rec- 
tifier-Capacitor Div., 2200 Sheridan 
Rd., N. Chicago, iil. 
J. R. G. McVity & Co., 51 Dale- 
wood Rd., Toronto 12, Ont. 
HU 8-9457 (Ont. & Que.). 
Farbenfabriken, Bayer A. G. 
Leverkusen, Germany. 
Paisley Prods. of Canada Ltd., 
P.O. Box 159, Stn. H., Toronto, 
Ont. PL 5-2216-7-8. 
Farmer Electric Prods. 
2300 Washington St., 
Lower Falls, Mass. 
John Best Co., 96 Kipling Ave. 
N., Toronto 18, Ont. BE 1-7633. 
Farnel Instruments Ltd., York 
Rd., Wetherby Industrial Estate, 
Yorks, England. f 
Conway Electronic Enterprises 
Reg’d., 1514 Eglinton Ave. 
Toronto 10, Ont. RU 3-6576 
and 6676. 
Fastex Div., 
195 Algonquin Rd., 
Ill. 


Com- 
Ave., 


Equipment 
Long Island 


Co. Inc., 
Newton 


Illinois Tool Works, 
Des Plaines, 


Shakeproof/Fastex Div., Canada 

Illinois Tools Ltd., 67 Scarsdale 

Rd., Don Mills, Ont. HI 4-8427. 
Favag, Fabrique D’appareils Elec- 
triques S.A., Neuchatel, Switzer- 
—_ 

The J. W. Ellis Industries, 42 
—— St., Toronto, Ont. EM 
6-1434 

Federal ‘Electronic Sales, Federal 
Electronics Bldg., Rockville Centre, 


N.Y. 
Atlas Radio Corp. Ltd. 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Feedback Controls, Inc., 899 Main 

St., Waltham 54, Mass. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. 
6-7367, also at Ottawa and To- 
ronto (Ont. & Que.). 

Rems- 


Import Co., 
Montreal 


cheid, Bi, Germany. 
German-Canadian 
3490 Olivar Asselin St., 
9, Que. RI 4-6627. 

Felton & Guilleaume Carlswerk 

A.G,. Koln-Mulheim, Germany. 
Powerlite Devices  Ltd., 
Atomic Ave., Toronto 14, Ont. 
CL 9-8201. 

Fen-Tone Corp., 106 Fifth Ave., 

as yon. N.Y. 

Gould Sales Co., 353 St. 

Nicholas St., Montreal, Que. 
AV 8-5716. 


Fenwal Controls, Ashland, 

Mass. 

Canadian Chromalox Co. Ltd., 
210 Rexdale Blvd., Rexdale P.O., 
Ont. CH 1-8624. 

Ferranti Electric, Ke, Rockefeller 

Plaza, New York, N.Y. 

Ferranti Electric Ltd., Industry 
St., Mount Dennis, Toronto 15, 
Ont. RO 2-3661. 

Ferranti Ltd., Hollinwood, Lancs., 

England. 

Ferranti Electric Ltd., Industry 
St., Mount Dennis, Toronto 15, 
Ont. RO 2-3661. 

Ferrodynamics Corp., 
E. S. Gould Sales Co., 
Nicholas St., Montreal, 
AV 8-5716. 

Fibre Mfg., Newton, N.C. 
Paisley Prods. of Canada Ltd., 
P.O. Box 159, Stn. H., Toronto, 
Ont. PL 5-2216-7-8. 

Fibremetal Prods. Co., 


a. 
Canadian Liquid Air Co. Ltd., 
1111 Beaver Hall Hill, Montreal, 
Que. UN 6-4781 

Fielden Electronics Ltd., Paston 

Rd., Wythenshawe, Manchester 22, 

England. 

Electrodesign, 736 Notre Dame 
St. .. Montreal, Que. UN 
6-7367, also at Ottawa and To- 
ronto. 

Figeholms A/B, Bruk, Sweden. 
Paisley Prods. of Canada Ltd., 
P.O. Box 159, Stn. H., Toronto, 
Ont. PL 5-2216-7-8. 


Film Capacitors, Inc., 

Ave., New York 56, N.Y. 
E. G. Lomas, 227 Laurier Ave. 
W., Ottawa, Ont. CE 2-8504. 


Filmline Corp., Milford, Conn. 
Caldwell A/V Equipment Co. 
Ltd., 447 Jarvis St., Toronto, 

_ Ont. WA 2-2103. 


Filmohm Corp., 48 W. 25th St., 
New York 10, N.Y. WA 4-3244-5. 


gg Inc., 30 Sagamore Hill 
Port Washington, N.Y. 
gt Ba Electronic Equip- 
ment Co. Ltd., 94 Sheppard Ave. 
W., Willowdale, Ont. BA 5-6921. 


Filtron Co., Inc., 131-15 Fowler 
Ave., Flushing 55, N.Y. 
Aircraft Appliances & Equip- 
ment Ltd., 585 Dixon Side Rd., 
Box 177, Toronto 15, Ont. CH 
4-5506. (Canada except B. C.). 


The Finney Co., 34 W. 
St.. Bedford, O 
Tenatronics Ltd., 
Ont. 
Firma S. Samulevitz, Sct. Knuds- 
vej 25-27, Copenhagen, Denmark. 
Associated Electronic Compon- 
ents, 37 Roselawn Ave., Toronto 
12, Ont. HU 1-0144, 


Firma Jorgen Schou, Industrigaar- 
den, 86 Finsensvej, Copenhagen, 
Denmark. 
Associated Electronic Compon- 
ents, 37 Roselawn Ave., Toronto 
12, Ont. HU 1-0144. 


Firma Tage Schouboe, Skyttegade 

7, Copenhagen, Denmark. 
Associated Electronic Compon- 
ents, 37 Roselawn Ave., Toronto 
12, Ont. HU 1-0144. 


Fischer Bearings Co. Ltd., Upper 
Villiers St., Wolverhampton, Staffs., 
England. 
Lyman Tube & Bearings Ltd., 
920 Ste. Sophie Lane, Montreal 
3, Que. UN 6-2871. 


The Fisher-Pierce Co., Inc., 170 
Pearl St., South Braintree, Boston, 


Mass. 
George M. Fraser Ltd., 1554 
Toronto 7, Ont. 


Yonge St., 
WA 4-9492 (Ont. & Que.). 
1961 


Fisher Research Lab., Inc., 

University Ave., Palo Alto, Calif. 
Fisher Research Lab. Ltd., 1272 
W. Pender St., Vancouver, B.C. 
MU. 4-2027. 


Inc., 


Lodi, N.J. 
353 St. 
Que. 


Chester, 


3400 Park 
ay 


Interstate 


Newmarket, 


Flahan Co., _ Lanyard Dr., 
Cleveland 29, 


Atlas Radio a Ltd., 50 Win- 
a a. Toronto 19, Ont. 


Flight Research, P.O. Box 1-F, 
Richmond 1, . 
Computing Devices of Canada 
Ltd., P.O. Box 508, Ottawa 4, 
Ont. PA 8-1761. 
Flightex Fabrics Inc., 93 
St., New York 13, N.Y. 
‘Aviquipo of Canada Ltd., 
St. Paul St. W., Montreal 3, 
Que. UN 6-4067 ‘and 109 Eglin- 
ton Ave. E., Toronto, Ont. HU 
3-1211. 
John Fluke Mfg. Co., Inc., 1111 
W. Nickerson St., Seattle 99, 
Wash. 
The Glendon Co. Ltd., 44 Wel- 
lington St. E., Toronto 1, Ont. 
(Canada except 


Worth 


M __ 6-5673 
C.). 


Cam- 


A T. & Armstrong Ltd., 700 
Weston Rd., Toronto 9, Ont. 
RO 2-7535 ‘East). 

Foredom Electric Co., 27 

Pl., New York 7, N.Y. 
Empire Engineering Co., 
Dundas St. E., Toronto, 
EM 4-2928. 

Formica Ltd., 

London W.1, England. 

Paisley Prods. of Canada Ltd., 
P.O. Box 159, Stn. H., Toronto 
PL 5-2216-7-8. 

Institut Dr. Forster, Reutlingen/ 

Western Germany, Grathwohl- 

Strasse 4. 4054. 

Fortiphone Ltd., 92 Middlesex St., 

London E.1, England. 

John Herring & Co. Ltd., 3468 
Dundas St. W., Toronto 9, Ont. 
RO 2-9824. 

P. X. Fox Ltd., Hawksworth Rd., 

Horsforth, Leeds, Yorks, England. 

Horsforth 2831/2. 

The Foxboro Co., Foxboro, Mass. 
The Foxboro Co., 707 Dollard 
Ave., Lasalle, Montreal, Que. 
HU 9-7581. 

Franklin Electronics, Imne., E. 

Fourth St., Bridgeport, Pa. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 
6-7367, also at Ottawa and To- 
ronto (Ont. & Que.). 

Frequency Standards Ltd., 

Box 504, Ashbury Park, N.J. 
Mel Sales Ltd., Arnprior, 
400. 


Fluorocarbon Prods., 
den 1 


Inc., 


Park 


738 
Ont. 


84/86 Regent St., 


P.O. 
Ont. 


L. H. Frost & Co., Inc., 904 36th 
St. S.E., Grand Rapids, Mich. 
L. H. Frost (Canada) Ltd., P.O. 
Box 425, Oakville, Ont. VI 
4-6681. 
Dr.-Ing. Frank Fruengel GmbH, 
79 Wittenbergener Weg, Hamburg- 
Rissen, Germany. 
Mechron Engrg. Prods. Ltd., 
2437 Kaladar Ave., Ottawa, Ont. 
RE 3-3855. 
Fry’s Metal Foundries Ltd., 
don, England. 

Electrovert Ltd., 265 Craig  -y 
W., Montreal, Que. UN 1-18 
Fukushima Electric Works a 
303 Horinoucni, 1-chome, Sugi- 
nami-ku, Tokyo (Component mfr.). 
Furzehill Labs. Ltd., 57 Clarendon 
Rd., Watford, Herts., England. 

Gadebrook 4686. 
Fuse Indicator Corp., 99 Chauncy 
St., Boston, Mass. 
Burlec Sales Ltd., 45 Northline 
Rd., Toronto 16, Ont. 
§-3377 and 1179 Decarie Blvd., 
Montreal, Que. RI 4-0165. 
Fusite Corp., 6000 Fernview Ave., 
Cincinnati 13, O. 
The Glendon Co. Ltd., 44 Wel- 
lington St. E., Toronto, Ont. 
EM 6-5673. 
Fuze-On Prods., 15-17 N. Hickory 
St., Arlington Heights, Ill. 
Lake Engrg. Co. Ltd., 767 
Warden Ave., Scarborough, Ont. 
PL 7-3253. 


Lon- 


G 

G-C Electronics Mfg. Co., 400 S. 
Wyman St., Rockford, Ill. 

D. Eldon McLennon, 1634 W. 
Third Ave., Vancouver, B.C. 

BA 2898 (West). 
pee W. Pointon Ltd., 6 Al- 
Ave., Toronto 30, Ont. 

LE. 4-7984 (East). 


Exa/Hoo 


G-V Controls, Inc. 28 Hollywood 

Plaza, East Orange, 
Leonard Electric’ Ltd., 346 Bering 
Ave., Toronto 18, Ont. BE 
1-2731. 

The Gabriel Co., 1148 Euclid 

Ave., Cleveland 15, O. 
Atlas Radio Corp. Ltd. 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Galbraith & Grant Ltd., 30 Throg- 

morton St., London E.C.2, Eng- 

land. 
E. C. C. Canada Ltd., 66 Col- 
ville Rd., Toronto 15, Ont. CH 
4-6455-6. 

The Gamewell Co., 1238 Chestnut 

St., Newton Upper Falls 64, Mass. 
Hudson Randall Int’l., 123 Man- 
ville Rd., Scarborough, Ont. PL 
9-2291. 

Garde Mfg. Co., 

Providence 3, R.I 
Consolidated 
ment Co. 
Ave. W.., 
5-6921. 

Garrard Energe. & Mfg. Co. Ltd., 

Swindon, Wilts., England. 
Chas. W. Pointon Ltd., 6 Al- 
cina Ave, Toronto 10, Ont. 
4-7984. 

Vv. S. Geas Corp., 91 ~. 

Rd., Wakefield, Mass. CR 6 


Geerz Gebr., Hamburg, Germany. 
John R. Tilton Ltd., 51 Mc- 
Cormack St., Toronto 9, Ont. 
RO 9-1129 (East). 

General Automatic Corp., 12 Carl- 

ton Ave., Little Falls, N.J. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 
6-7367, also at Ottawa and To- 
ronto (Ont. & Que.). 


General Cement Mfg. Co., 400 S. 
Wyman St., Rockford, Ill. 
D. Eldon McLennan, Vancouver, 
B.C. BA 2898 (West); and Chas. 
W. Pointon Ltd.. 6 Alcina Ave., 
Toronto, Ont. LE 4-7984 (East). 


General Ceramics Corp., Crows- 
mill, Keasby, N.J. 
Paisley Prods. of Canada Ltd., 
P.O. Box 159, Stn. H., To- 
ronto 13, Ont. PL 5-2216-7-8. 


General Communications Co., 681 
Beacon St., Boston 15, Mass. 
Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX 
3-7011 
General 
253, Princeton, 3 
Electromechanical Prods., 
ham Agincourt, Ont. 
3-701 
ous ‘Electric Co, 
Dept. Sect. 670), Nela Park, 
Cleveland 12, O. 
Canadian General Electric Co. 
Ltd., 221 Dufferin St., Toronto, 
Ont. LE 2-4421. 


General Electric Co. 

& Bases), 17825 St. 

Cleveland 10, O. 
Canadian General Electric Co. 
Ltd., 221 Dufferin St., Toronto, 
Ont. LE 2-4421. 


General Electric Co. (Lamp Wire 
& Phosphors), 21800 Tungsten Rd., 
Cleveland 17, O. 
Canadian General Electric Co. 
Ltd., 221 Dufferin St., Toronto, 
Ont. LE 2-4421. 
The General Electric Co. Ltd., 
Magnet House, Kingsway, London 
W.C.2, England. 
Canadian General Electric Co. 
Ltd., Electronic Equipment and 
Tube Dept., 830 Landsdowne 
Ave., Toronto 4, Ont. LE 4-6511. 


General Electric Co., X-Ray Dept., 

4855 Electric Ave., Milwaukee 1, 

Wisc. 
General 
Ltd., 3 
Toronto 10, Ont. RU 
Also at Halifax, Montreal, 
nipeg, Edmonton, Vancouver. 


General Hermetic Sealing Corp., 
99 E. Hawthorne Ave., Valley 
Stream, N.Y. 
The Glendon Co., Ltd., 44 Wel- 
lington St. E., Toronto, Ont. 
EM 6-5673. 


588 Eddy St., 
Electronic Equip- 
Ltd., 94 Sheppard 
Willowdale, Ont. BA 


State 
4900. 


P.O. Box 


Mark- 
AX 


Devices, Inc., 
a 


(Lamp Glass 


(Lamp Leads 
Clair Ave., 


Electric X-Ray Corp. 
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General Industries Co., Olive & 

Taylor . Elyria, O. 

Chas. Pointon Ltd., 6 Alcina 
Ave., A... 10, Ont. LE 
4-7984. 

General Instrument Corp., 65 

Gouverneur St., Newark 4, N.J. 
General Instrument —'F. W. 
Sickles of Canada Ltd., 151 
Weber St. S., P.O. Box 408, 
Waterloo, Ont) SH 4-8101. 


General Magnetics, Inc., 135 
Bloomfield Ave., Bloomfield, NJ. 
PI 8-2400. 
General Precision Lab., 
ford Rd., Pleasantville, 
Canadian Westinghouse Co. Ltd., 
Electronics Div., P.O. Box 510, 
Hamilton, Ont. JA 8-3461. 
General Radio Co., 275 Massa- 
chusetts Ave., Cambridge 39, Mass. 
General Radio Co., 99 Floral 
Pkwy., Toronto 15, Ont. CH 
6-2171. 
General Radiological, Ltd., 15-18 
Clinstone St., Gt. Portland St., 
London, W.1, England. MUS 
3121 and 6342. 
General Transistor Corp., 
138th PL, Jamaica 35, N. 
Desser E-E Ltd., 441 St. Fran- 
cois Xavier, Montreal, Que. VI 
5-6570. 
General Transistor Western Corp., 
6110 Venice Blvd., Los Angeles, 
Calif. 
Desser E-E Ltd., 441 St. Fran- 
cois Xavier, Montreal, Que. VI 
5-6570. 


General Ultrasonics Co., 67 Mul- 

berry St., Hartford 3, Conn. 
Elder Electronics, 3220 Robert 
St., Burlington, Ont. NE 4-0511 
(Ont. and Que.). 

Gertsch Prods. Inc., 3211 S. La 

Cienega, Los Angeles 16, Calif. 
Atlas Instrument Corp. Ltd., 50 

Toronto 19, Ont. 


63 Bed- 
N.Y. 


91-27 


Wingold Ave., 
RU 1-6174. 
Giannini & Co., Inc., Datex Div., 
1307 S. Myrtle Ave., Monrovia, 

Calif. 
ARVA, 229 Rogers Bldg., 470 
Granville St., Vancouver 2, B.C. 
MU 1-3367. 
M. S. Gibb Ltd., Clock Tower 
Bidgs., Warsash, Nr. Southampton, 
Hants., England. 
E.C.C. Canada Ltd., 66 Colville 
Rd., Toronto 15, Ont. CH 
4-6455-6. 
Gilfillan Bros., Inc., 1815 Venice 
Blivd., Los Angeles 6, Calif. DU 
1-3441, 
Globe Industries, Inc., 1784 Stan- 
ley Ave., Dayton 4, 
Leonard Electric Ltd., 346 Ber- 
ing Ave., Toronto 18, Ont. BE 
1-2731. 
Fred Goat Co., Inc., 
St., Brooklyn 17, N.Y. 
Musimart of Canada, 901 Bleury 
St., Montreal, Que. UN 1-2856. 
— icceeees Lausanne, Switzer- 
land. 
Canadian Research Institute, 46 
St. George St., Toronto 5, Ont. 
WA 3-2455. 
The Goldring Mfg. Co. 
Britain) Ltd., 486-488 High Rd., 
jcc London, E.11, Eng- 
and. 


Musimart of Canada Ltd., 901 
Bleury St., Montreal, Que. UN 
1-2856. 

Good-All_ Electric Mfg. 

Coie. Neb. 

T. R. Armstrong Ltd., 700 

Weston Rd., Toronto 9, Ont. 
RO 2-7535 (East). 

Goodmans Industries Ltd., Axiom 

Works, Wembley, Middx. England. 
Computing Devices of Canada 
Ltd., P.O. Box 508, Ottawa 4, 
Ont. PA 8-1761; A. C. Simmonds 
& Sons Ltd., 100 Merton St., 
Toronto, Ont. “ §-9111. 

B. F. Goodrich, Sponge Prods. 

Div., 64 Derby PI., Tein, Conn. 
E. G. Lomas, 227 oo. Ave. 
W., Ottawa, Ont. CE 2-8504. 

Gordos coe 250 Glenwood Ave., 


eo 
staffe Co. Ltd., 300 
Campbell ve., Toronto 9, Ont. 
LE 7-1251. 
Gorrell & Gorrell, 33 Old Hood 
Westwood, Be 
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P. Gossen & Co. GmbH, Erlangen, 

Germany. 
Canadian Research Institute, 46 
St. George St., Toronto 5, Ont. 
WA 3-2455. 

Gow-Mac_ I 

Kings Rd., 

7-3450. 

Granco Prods., Inc., 36-07 20th 

Ave., Long Island, N.Y. 
Instantaneous Recording Ser- 
vices, 42 Lombard St., Toronto 
1, Ont. EM 3-5767. 

Grand Transformers, Inc., 17360 

Hayes Ave., Grand Haven, Mich. 
Willard Spenser Co., 3238 Curry 
Ave., Windsor, Ont. YO 9-1332 
(Ont. & Que.). 

Grant Pulley & Hardware Corp., 

High St., W. Nyack, N.Y. 
K. M. Thomas Co., 410 Bloor 
St. E., Toronto 5, Ont. WA 
4-4000. 


nstrument Co., 100 
Madison, N.J. FR 


Gray Mfg. Co., 16 Arbor St., 
Hartford, Conn. 
cCurdy Radio Industries Ltd., 
22 Front St. W., Toronto, Ont. 
EM 6-6531. 
Grayhill, Inc., 561 Hillgrove Ave., 
LaGrange, Ill. 
Lake Engineering Co. Ltd., 767 
Warden Ave., Scarborough, Ont. 
PL 7-3263 (East); Burt C. Porter 
Co., 1209 Poplar PL, Seattle 44, 
Wash. EA 3-8330 (B.C.). 
Great Lakes Mfg. Corp., 4223 
Monticello Blvd., Cleveland 21, O. 
Delta Aircraft Equipment Co., 
1798A Avenue Rd., Toronto 12 
Ont. RU 3-7372 


Great Northern ‘Telegraph Co., 
Copenhagen, Denmark. 

TMC (Canada) Ltd., P.O. Box 

1006, Billings Bridge, Ottawa, 

Ont. CE 6-3674. 
Greenleaf Mfg. Co., Div. 
Mandrel Industries, Inc., 
Maplewood Industrial Court, 
Louis 17, Mo. ST 1-9888. 


Gregg Electric Co., 2 S. Broadway, 
Lawrence, Mass. 
Corp. Ltd., 50 


Atlas Radio 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Gremar Mfg. Co., Inc., 7 North 
Ave., Wakefield, Mass. 
Alpha Aracon Radio Co. Ltd., 
555 Wilson Ave., Downsview 
P.O., Toronto, Ont. ST 8-6181. 


Gries Reproducer Corp., 125 

Beechwood, New Rochelle, N.Y. 
Paisley Prods. of Canada Ltd., 
P.O. Box 159, Stn. H., Toronto, 
Ont. PL 5-2216-7-8. 

Grigsby-Allison Co., Inc., 407 N. 

Salem Ave., Arlington Heights, IIL. 
Lake Engrg. Co. Ltd., 767 War- 
den Ave., Scarborough, Ont. PL 
7-3253. 

Groov-Pin Corp., 1125 Hendricks 

Causeway, Ridgefield, N.J. 
Metal & Wood Fastening De- 
vices Co., 60 Lakeshore Rd., 
Valois, Montreal 33, Que. OX 
5-4582. 

Gruen Industries, 

Prods. Div., 9701 

Cincinnati 15, O. 
Instronics Ltd., P.O. Box 51, 
Stittsville, Ont. Hazeldean 56. 


Grundig Verkaufs GmbH, Fuerth/ 

Bayern, Kurgartenstr. 37, Germany. 
German-Canadian Import Co., 
3490 Olivar Asselin St., Montreal 
9, Que. RI 4-6627; L. G. Blunt 
Ltd., 130 Rosedale Valley Rd., 
Toronto 5, Ont. WA 1-4392. 

Guardian Electric Mfg. Co., 1621 

Walnut St., Chicago 12, Ill. 
A. C. Simmonds & Sons Ltd., 
100 Merton St., Toronto, Ont. 
HU 5-9111. 

Gudebrod Bros. Silk Co., Inc., 12 

S. 12th St., Philadelphia 7, Pa. 
E. E. Whittaker, P.O. Box 3255, 
Arnprior, Ont. PH 1318. 


Guest Prods. Come. 3 35-04 30th St., 
Long Island City, N.Y. 
Burlec Sales Ltd., 45 Northline 
Rd., Toronto 16, Ont. PL 5-3377 
and 1179 Decarie Blvd., Mont- 
real, Que. RI 4-0165. 


Gulton Industries, -~ 212 Dur- 
ham Ave., Metuchen, N ae 
Lake Ene . Co. L-"7 767 War- 
den A Ont. PL 
553283: “Titania Blectric Corp. of 
Canada Ltd., P.O. Box 
Herbert St., Gananoque, Ont. 


Inc., Electronic 
Reading Rd., 


H 
H-B Instrument Co., American & 
Bristol Sts., Philadelphia 40, Pa. 
John Herring & Co. Ltd., 3468 
Dundas St. W., Toronto 9, Ont. 
RO 2-9824. 
Haenni and Co. A. G., Jegenstorf, 
Switzerland. 
Thermovolt Instruments Ltd., 19 
Chauncey Ave., Toronto 18, Ont. 
BE 1-7134. 
Hallam, Sleigh & Cheston Ltd., 
Bagot St., Birmingham 4, England. 
General Communications, Ltd., 
980 O’Connor Dr., Toronto 16, 
Ont. PL 5-0771. 
Hallamore Electronics Co., 8352 
Brookhurst Ave., Anaheim, Calif. 
General Theatre Supply Co. Ltd., 
861 Bay St., Toronto 5, Ont. 
EM 4-2438. 
Hamilton Hall Resistor Corp., 227 
— Water St., Milwaukee 2, 
Wis. 
The Glendon Co. Ltd., 44 Wel- 
— St. E., Toronto, Ont. EM 
The Hammarlund Mfg. Co., Inc., 
~ 9 W. 34th St., New York 1, 


The Ahearn & Soper Co. Ltd., 
384 Bank St., Ottawa, Ont. CE 
3-4068; White Radio Ltd., P.O. 
Box 463, Hamilton, Ont. JA 
2-1716. 

Hanovia Lamps, Bath Rd., Chip- 

penham, Slough, Bucks., England. 
poenaes Associates, 1405 = 

P.O. Box 966, Station 

Sedeteosl 25, Que. BE 7874. 

Hardwick, Hindle, Inc., 40 Hermon 

St., Newark 5, N.J. 
John Herring & Co. Ltd., 3468 
Dundas St. Toronto 9, Ont. 
RO 2-9824 (Bait): Ray Johnston 
Co., 11009 Evanston Ayve., 
Seattle 33, Wash. EM 2-0956 
(B.C.). 

Harman-Kardon Inc., 

St., Westbury, L. 
Alex L. Clark Ltd., 
St. W., Toronto 
1-3303. 

Hartley Prods. Co., 521 E. 

St., New York 51, N.Y. 
J. J. MacQuarrie, 46 St. George 
St., Toronto, Ont. WA 3-2455 
(East). 

The Hartman Electrical Mfg. Co., 

175 N. Diamond St., Mansfield, O. 
Aircraft Appliances & Equip- 
ment Ltd., 585 Dixon Side Rd., 
Box 177, Toronto 15, Ont. CH 
4-5506. 

Hartmann & Braun A.G., Frank- 

furt/Main West 13, Graefstr. 93-97, 

W. Germany. 
The J. W. 
Lombar' St., 
6-1434. 

Harwald Co., Evanston, Ill. 
Caldwell A/V Equipment Co. 
Ltd., 447 Jarvis St., Toronto, 
Ont. WA 2-2103. 

Harwin Engineers [d., Rodney 
, Portsmouth, Hants., England. 
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Ellis Industries, 42 
Toronto, Ont. EM 


Hasler A.G., Beltstrasse 23, Berne, 
Switzerland. 
Engineered Sound Systems Ltd., 
169 Kipling Ave. S., Toronto 18, 
Ont. BE 3-2155 (Ont.). 
Hasler S.A., Berne, Switzerland. 
Radio Communications Equip- 
ment & Engrg. Ltd., 850 Fifth 
Ave., Lachine, Montreal 32, 
Que. ME 7-3743. 


Hastings Raydist Inc., Newcombe 

Ave., Hampton, Va. 

Keith Mercer Co. Ltd., 5165 
Sherbrooke St. W., Montreal, 
Que. DE 8411 and P.O. Box 
Station K, 876 Eglinton E., To- 
ronto, Ont. HU 8-5831 (Ont. & 
East). 

Hathaway Instrument Co., 1315 S. 
Clarkson, Denver 9, Col. 
Canadian Research Institute, 46 
St. George St., Toronto 5, t. 
WA 3-2455. 

Haveg Industries, Inc., 900 ome 

bank Rd., Wilmington 8, 

Willard. Spenser Co., 3238 = 
Ave., Windsor, Ont. YO 9-1332 
“yr a Que.). 


Haydon Co., 232 N. 
Womtons 20, Conn. 
Philips Electronics Industries 
.» 116 Vanderhoof Ave., To- 
ronto 17, Ont. HU 5-8621. 


Haydon Div., General Time Corp., 
245 E. Elm St., Torrington, Conn. 
HU 9-3158. 
Haydon Switch, 
Leonard St., Waterbury 20, Conn. 
Philips Electronics Industries 
Ltd., 116 Vanderhoof Ave., To- 
ronto 17, Ont. HU 5-8621. 
Heath Co., Benton Harbour, Mich. 
Daystrom Ltd., 840 Caledonia 
Rd., Toronto, Ont. RU 7-1114. 
Heinemann Electric Co., 166 Plum 
St.. Trenton 2, N.J. 
F. D. Bolton Ltd. and Douglas 
Power Equip’t. Ltd., 826 Hast- 
ings St., E., Vancouver 4, B.C. 
MU 4-5658 (West); D. T. Shaw, 
2340 Lucerne Rd., Montreal 16, 
Que. RI 8-7010 « ast). 


Dr. Ing. Rudolf Hell, Kiel, 
Grenzstrasse 1-5, Germany. 

Sears Ltd., 253 Spadina Rd., 
Toronto 4, Ont. WA 4-0701 
(Graphic Equipment); The 
Ahearn & Soper Co. Ltd., 384 
Bank St., Ottawa, Ont. CE 
3-4068 (Morse and Telephoto 
Equipment). 

Heppner Mfg. A P.O. Box 608, 
Round Lake, Ill. 

P. J. Heenan Ltd., 804 Mt. 
Pleasant Rd.. Toronto 12, Ont. 
HU 1-2291 (East). 


Hermetic Seal Transformer Co., 
555 N. Sth., P.O. Box 277, Garland, 
Tex. BR 6-5141. 


Hetherington, 

Folcroft, Pa. 
Leonard Electric Ltd., 346 Bering 
Ave.. Toronto 18, Ont. BE 
1-2731. 


Hewlett-Packard Co., 275 

Mill Rd., Palo Alto, Calif. 
Atlas Instrument Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 


Heyman Mfg. Co., 147 N. Michi- 
gan Ave., Kenilworth, NJ 
Cords (Canada) Ltd., 149 Ster- 
ling Rd., Toronto 3, Ont. LE 
7-1221. 
Hi-G Inc., Bradley Field, Windsor 
Locks, Conn. 
John Herring & Co. Ltd., 3468 
Dundas St. W., Toronto 9, Ont. 
RO 2-9824. 
Hickok Electrical Instrument Co., 
10514 Dupont Ave., Cleveland, O. 
Stark Electronic Sales Co., Ajax, 
Ont. 125. 
High Voltage Engrg. Corp., Bur- 
lington, Mass. BR 2-1313. 


Hillburn Electronic Prods. Co., 55 
Nassau Ave., Brooklyn 22, N.Y. 
ST 2- 3875-6-7. 

Hitachi Ltd., Tokyo, Japan. 
Tecneek Associates, 1405 Bishop 
St., P.O. Box 966, Station “B”, 
Montreal 25, Que. BE 7874. 
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Hitemp Wires, Inc., 
Dr., Westbury, L.L., 
3-4600. 
Hoffman Semiconductor Div., Hoff- 
man Electronics Corp., 930 Pitner 
Ave., Evanston, II. 
Samuel C. Hooker (Canada) 
Ltd., 2425 Grand Bivd., Mont- 
real, Que. HU 8-8321 and 4126 
Bathurst St., Toronto, Ont. ME 
5-1470 (Canada except B.C.). 


Hollingsworth Co., Solderless 
Terminal Div., Nutt & French 
Creek Rds. P.O. Box 430, 
Phoenixville, Pa. 
. R. Armstrong, Ltd., 700 
Weston Rd., Toronto 9, Ont. 
RO 2-7535 (East). 


—= Film Co., 


Calif. 
Caldwell A/V Equipment Co. 
Ltd., 447 Jarvis St., Toronto, 
Ont. WA 2-2103. 


Holub Industries, Inc., 413 DeKalb 

Ave., Sycamore, Iil. 
A. C. Simmonds & Sons Ltd., 
100 Merton St., Toronto 12, Ont. 
HU 5-9111 (Plastic clamps); 
Verd-A-Ray Electric Prods., 
Ltd., 1285 Hodge St., Ville St. 
Laurent, Montreal 9. Que. RI 
7-4797 (All products except 
plastic clamps). 


Hollywood, 


& Barton St., ut, 
$-1151. 





U. S., U. K. and Other Manufacturers 


Horstmann Gear Co. Ltd., N 

bridge Works, —_ England. 
Burlec Sales L 45 Northline 
Rd., Toronto io ‘Ont. PL 5-3377 
and 1179 Decarie Blvd., Mont- 
real, Que. RI 4-0165. 


Hose McCann Telephone Co., Inc., 
J St. E.-3rd Ave., Brooklyn 32, 


Sperry Gyroscope Co. of Canada 
Ltd., P.O. Box 710, Montreal, 
Que. RI 7-5561. 

Houghton Labs., Inc., 322 Hough- 

ton Ave., Olean, N.Y. 
Hysol (Canada) Ltd., 184 Laird 
Dr., Toronto 17, Ont. "HU 3-4009. 

Howard Industries, Inc., 1760 State 

St., Racine, Wis. 
Alliance Motors, Div. of the 
Easy Washing Machine Co., 
Schell Ave., Toronto 10, Ont. 
RU 3-6124. 

Huggins Labs., Inc., 711 Hamilton 

Ave., Menlo Park, Calif. 
_. Ltd., 8230 Mayrand 

Montreal 9, Que. RE 3-3937 

} hs except B.C.). 

Hughes Prods., Hughes Aircraft 

Co., International —— _ Los 

Angeles 45, Calif. OR 2 
R-O-R Associates Ltd., 120 Don 
Mills Rd., Don Mills, Ont. HI 
4-4429 and 6201 Cote St. Luc 
Rd., Montreal, Que. DE 0845. 

Hughey & Phillips, Inc., 3200 N. 

San Fernando Blvd., Burbank, 

Calif. 
Beechey Enterprises, 290 Law- 
rence Ave. W., Toronto 12, Ont. 
RU 17-3861. 

Hunter Tools, 9851 Alburtis, Santa 

Fe Springs, Calif. 
Len Finkler & Co., 330 Adelaide 
St. W., Toronto 2B, Ont. EM 
8-5222. 

Hy-Gain Antenna Prods., Lincoln, 


Neb. 
E. S. Gould Sales Co., 353 St. 
Nicholas St., Montreal, Que. AV 
8-5716. 
Hydraulic Research & Mfg. Co., 
2835 N. Naomi St., Burbank, Calif. 
Aircraft Appliances & Equip- 
ment Ltd., 585 Dixon Side Rd., 
Box 177, Toronto 15, Ont. CH 
4-5506-7-8 


I 
LD.E.A., Inc., 7900 Pendleton 
ir, Indianapolis 26, Ind. 
A.T.R Armstrong Ltd., 700 
Weston Rd., Toronto 9, Ont. 
(Canada except 
Co., 2517 
1, Wash. 
MA 5512 (B.C.). 
TE Mfg., 325 N. Hoyne Ave., 
Chicago 12, Ill. 
Atlas Radio Corp. Ltd. 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
I-T-E Circuit Breaker Co., 601 E. 
Erie Ave., Philadelphia 34, Pa. 
GA 6-5700 
Ideal Industries Ltd., 5103 Park & 
Borden Aves., Sycamore, IIl. 
Irving Smith Ltd., 2095 Madison 
Ave., Montreal 28, Que. DE 
1153. 
Ideal Precision Meter Co., Inc., 
_— Ave., Brooklyn 22, 


Norris Burgess, 418 Mt. Pleasant 
Rd., Toronto 7, Ont. HU 9-1854. 
IMinois Condenser Co., 1616 N. 
Throop St., Chicago 22, Il. EV 
4-1300. 
IMumitronic Engrg., 680 E. Taylor, 
Sunnyvale, Calif. 
Len Finkler & Co., 330 Adelaide 
St. W., Toronto 2B, Ont. EM 
8-5222. 
Alfred Imhof Ltd., 112-116 New 
Oxford St., London, W.C. 1, Eng- 
land. MU 7878. 
Imperial Chemical Industries Ltd., 
Plastics Division, Herts., England. 
The Indiana Steel Products Co., 
Valparaiso, Ind. 
The Indiana Steel Products Co. 
of Canada Ltd., 135 Pome 
St., Kitchener, Ont. SH 3 
Induction Heating Corp., er 
Wythe Ave., Brooklyn 11, N. 
‘awer Sales Ltd., 144A "Kerr St. 
N., Oakville, Ont. VI 5-2265. 
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Induction Motors Corp., 570 Main 
St., Westbury, L.L, i 4 
M. J. Howard & Co., 1206 Bank 
St., Ottawa, Ont. CE 5-9931. 
Industrial Control Co., 805 Albin 
Ave., Lindenhurst, N.Y. 
Tecneek ‘Associates, [405 Bishop 
St., P.O. Box 966, Station “B”, 
Montreal 25, Que. BE 7874. 
Industrial Development Labs., Inc., 
17 Pollock Ave., Jersey City 5, 


N.J. 
Industron Corp., 297 Carlton St., 
Toronto, Ont. WA 1-2032 (Flow- 
meters only). 
Industrial Devices, Inc., 982 River 
Rd., Edgewater, N.J. 
Willard Spenser Co., 3238 Curry 
Ave., Windsor, Ont. YO 9-1332 
(Ont. & Que.). 
Industria! Electronic Engineers, 
3973 Lankershim Bivd., N. Holly- 
wood, Calif. 
R-O-R Associates Ltd., 1470 Don 
Mills Rd., Don Mills, Ont. HI 
4-4429. 


Industrial Hardware Mfg. Co., 
Inc., bg Prince St., New York 


Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, ” Ont. 
RU 1-6174. 
Industrial Instruments, Inc., 89 
Commerce Rd., Cedar Grove, N.J. 
Associated Instrumentation & 
Controls Ltd., 2655 Bates Rd., 
Montreal 26, Que. RE 8-1167 
(East); Scientific Supplies Co., 
2625 Skeena St., Vancouver 12, 
B.C. HE 3-0521 (Alta. & B.C.). 
Industrial Prods. Co., Federal Rd., 
Danbury, Conn. 
The Glendon Co. Ltd., 44 Wel- 
lington St. E., Toronto, Ont. EM 


Industrial Radio Corp., 428 N. 

Parkside Ave., Chicago 44, IIl. 
Canadian Westinghouse Co. Ltd., 
Electronics Div., P.O. Box 510, 
Hamilton, Ont. JA 9-3461; Tele- 
Radio Systems Ltd., 3534 Dundas 
St. W., Toronto 9, Ont. RO 
2-8224. 

Industrial Retaining Ring Co., 57 

Cordier St., Irvington 11, N.J. 

H. A. Ness & Co., 25 Ripley 
Ave., Toronto, Ont. RO 2-2891 
(Ont.). 

Industrial Test Equipment Co., 55 

E. lith St., New York 5, N.Y. 
Atlas Instrument Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Industrial Timer Corp., 1407 Mc- 
Carter Hwy., Newark 4, N.J. 
A. C. Simmonds & Sons Ltd., 
100 Merton St., Toronto, Ont. 
HU 5-9111. 

Industrial Transformer 

Gouldsboro, Pa. VI 2-2111. 

Industrial Winding Machinery 

Corp., 120 Wall St., New York 5, 

N.Y. WH 3-1754. 

Industro Transistor Corp., 25-10 

136th Ave., Long Island City, N.Y. 
E. S. Gould Sales Co., 353 St. 
Nicholas St., Montreal, Que. AV 
8-5716. 

Inet Div., Leach Corp., 18435 

Susana Rd., Compton, Calif. 
Brian Engrg. Ltd., 5275 Van 
Horne Ave., Montreal Que. RE 
7-2800. 

The Infra Red Development Co. 

Lid., 40 Tewin Rd., Welwyn Gar- 

den City, Herts., England. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 
6-7367, also at Ottawa & 
Toronto. 


Ingenieur Atlas, Kiel, 
Germany. 


L. G. Blunt Ltd., 130 Rosedale 
Valley Rd., Toronto 5, Ont. WA 
1-4392. 


Corp., 


Buro 


Inso Prods. Ltd. 404 Fifth Ave., 
New York 18, N.Y. 
Instron Engrg. Corp., 2500 Wash- 
ington St., Canton Mass. 
Elder Electronics, 3220 Robert 
St., Burlington, Ont. NE 4-0511 
(Ont. & Que.). 
Instrument Development Labs., 67 
Mechanic St., Attleboro, Mass. 
= Sales Ltd., Arnprior, Ont. 


Instrument Labs., 315 W. Walton 

Pl., Chicago 10, Ill. 
General Communications Ltd., 
980 O’Connor Dr., Toronto 16, 
Ont. PL 5-0771. 

Instruments for Industry, Inc., 156 

Glen Cove Rd., Mineola, L.I., N.Y. 
Electrodesign, 736 Notre Dame 

w., ontreal, Que. UN 

6-7367, also at Ottawa & To- 
ronto ‘Ont. Que.). 

Insulators Ltd., England. 

Pfeiffer Electronic Labs., Box 
316, Trenton, Ont. EX 2-3498. 
Insuloid Mfg. Co. Ltd., Sharston 
Works, Leestone Rd., Wythen- 

shawe, Manchester, England. 
Electrovert Ltd., 265 Craig St. 
W., Montreal, Que. UN 1-1872. 
International Electronic Research 
Corp., 145 W. Magnolia Blvd., 
Burbank, Calif. 
R-O-R Associates Ltd., 1470 Don 
Mills Rd., Don Mills, Ont. HI 
4-4429 (East); Don Smith Sales 
Co., 2204 N. 45th St., Seattle 
3, Wash. (B.C.). 
International Instruments, Inc., 
P.O. Box 2954, New Haven, Conn. 
E. E. Whittaker, P.O. Box 3255, 
Arnprior, Ont. PH 1318. 
International Magnetic Electronics 
Co., Minneapolis, Minn. 
E. S. Gould Sales Co., 353 St. 
Nicholas St., Montreal, Que. AV 
8-5716. 
International Radiant Corp., 111 
New York Ave., New Cassell, L.I., 


, o 
Mel Sales Ltd., Arnprior, Ont. 
400. 


International Rectifier Corp., 1521 
E. Grand Ave., El Segundo, Calif. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
International Research & Develop- 
ment “a P.O. Box 55, Worth- 
ington, 
Martin Industrial Sales Ltd., 
P.O. Box 463, Hamilton, Ont. 
JA 2-1716. 
International Resistance Co., 401 
N. Broad St., Philadelphia 8, Pa. 
International Resistance Co. 
Ltd., 349 Carlaw Ave., Toronto 
8, Ont. HO 1-3511; Atlantic 
Films & Electronics Ltd., 2 
Prescott St., St. John’s, Nfid. 
(Nfid.) 
International Telemeter Corp., 
Fad Stoner Ave., Los Angeles 25, 
alif. 


General Theatre Supply Co. Ltd., 
861 Bay St., Toronto 5, Ont. EM 
4-2438. 
Iron Fireman Mfg. Co., Electronics 
Div., 2838 S.E. Ninth Ave., Port- 
land 2, Ore. BE 4-6551. 
Isophon Speakers, Germany. 
E. S. Gould Sales Co., 353 St. 
Nicholas St., Montreal, Que. AV 
8-5716 (East). 
Isotope Developments Ltd., Been- 
ham Grange, Aldermaston Wharf, 
Nr. Reading, Berks., England. 
Dominion Electrohome Indus- 
tries Ltd., Technical Prods. Div., 
Kitchener, Ont. 


J 


J-B-T Instruments Inc., 441 Chapel 
St., New Haven, Conn. 
R. C. Kahnert Sales Co. Ltd., 
73 Crockford Blvd., Scarborough, 
Ont. PL 7-5171 (East); C. M. 
Robinson Co., 1550 Erin St., 
Winnipeg 3, Man. SP 4-1855-6 
(Lakehead West). 
3 F D Electronics, Inc., 1462-62nd 
Ave., Brooklyn 4, N.Y. 
John R. Tilton Ltd., 51 Mce- 
Cormack St., Toronto 9, Ont. 
RO 9-1129 (East). 
Jack & Heintz, Inc., 


Aircraft Appliances & Edquip- 
ment Ltd., 585 Dixon Side Rd., 
Box 177, Toronto 15, Ont. CH 
4-5506-7-8. 
Jackson Bros. (London) Ltd., 
Kingsway, Waddon, Croydon, Sur- 
rey, England. 
R. Mack & Co. Ltd., 7966 Gran- 
ville St., Vancouver 14, B.C. KE 
6894 (West) and c/o a. 3 Mack, 


Cleveland 
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Hor/MB 


144 Fpueent Toronto, 
Ont. HO 1-1 39" “eal & 
East). 

Jackson Electrical Instrument Co., 

18 S. Patterson Blvd., Dayton 2, O. 
Canadian Marconi Co., Elec- 
tronic Tube & Components Div., 
830 Bayview Ave., Toronto 17, 
Ont. HU 1-5221 

Richard Jahre, Berlin, Germany. 
The Ahearn & Soper Co. Ltd. 
eS St., Ottawa, Ont. E 


Jan Hardware Mfg. Cy., Inc., 75 
N. as St., Brooklyn 11, N.Y. 
MacQuarrie, 46 St. George 
. “Toronto, Ont. WA 3-2455. 
Japan Piezo Ltd., Tokyo, Japan. 
S. H. Parker Co., 1044 Bathurst 
St., Toronto, Ont. LE 4-1802. 
Jaquet Ltd., 19/25 Thannerstrasse, 
Basle, Switzerland. 
The J. W. Ellis Industries, 42 
Lombard St., Toronto, Ont. EM 
6-1434. 
Jeffers Electronics Div., Speer 
ee Co., Hoover Ave., DuBois, 
‘a 
Samuel C. Hooker (Canada) 
Ltd., 2425 Grand Blvd., Mont- 
real, Que. HU 8-8321 and 4126 
a St., Toronto, Ont. ME 
Jennings Radio Mfg. Corp., P.O 
Box 1278, San Jose 8, Calif. CY 
2-4025. 
Jenny Industries, 508 W. Liberty 
Rome, N.Y. 
Willard Spenser Co., 3238 Curry 
Ave., Windsor, Ont. YO 9-1332 
(Ont. & Que.). 


I/S Jensen Electric, Industrigaar- 
den, 86 Finsensvej, Copenhagen, 
Denmark. 
Associated Electronic Compon- 
ents, 37 Roselawn Ave., Toronto 
12, Ont. HU 1-0144. 
Jensen Industries, Inc., 7333 W. 
ow % 2 St., Forest Park, Ill. 
T. R. Armstrong Ltd., 700 
ee Rd., Toronto 9, Ont. 
RO 2-7535 (East). 


Jensen Mfg. Co., 6601 S. Laramie 
Ave., Chicago 38, Ill. 
J. R. Longstaffe Co. Ltd., 300 
Campbell Ave., Toronto 9, Ont. 
LE 7-1251. 


Jerrold Electronics Corp., Ind. 
Prods. Div., The Jerrold Bldg., 
15th & Lehigh, Philadelphia 32, 


Pa. 
Jerrold Electronics (Canada) Ltd. 
and Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
E. F. Johnson Co., 206 Second 
Ave., S.W., Waseca, Minn. 
A. C. Simmonds & Sons Ltd., 
100 Merton St., Toronto, Ont. 
HU 5-9111. 
Johnson Electronics, Inc., Cassel- 
bury, Fla. 
John R. Tilton Ltd., 51 Me- 
Cormack St., Toronto 9, Ont. 
RO 9-1129 (East). 


Johnson Matthey 
Hatton Garden, London E.C.1, 
England. 

Johnson Matthey & Mallory 
Ltd., 110 Industry St., Toronto 
15, Ont. RO 2-7201. 


Hiram Jones sinepeniee, — Ww. 
Olive St., Burbank, 
E. S. Gould Sales Co., "353 St. 
Hoge St., Montreal, ‘Que. AV 
1 


M. C. Jones Electronics Co., Inc., 

185 N. Main St., Bristol, Conn. 
Bayly Engrg. Ltd., Hunt St., 
Ajax, Ont. Toronto EM 2-3741 
and 48 Sparks St., Ottawa, Ont. 
CE 2-9821 

Jones Stroud Ltd., 

England. 
Astral Electric Co. Ltd., 44 
Danforth Rd., Toronto 13, Ont. 
OX 1-1131. 


Joyce, Loebel & Co. Ltd., Vine 
i Newcastle-upon-Tyne, Eng- 
and. 
Electrodesign, 736 Notre Dame 
Ss. W., ontreal, Que. UN 
6-7367, also at Ottawa & To- 
ronto (Ont. & 


& Co. Ltd, 


Nottingham, 
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Julie Research Labs., Inc., 556 W. 

168th St., New York 32, N.Y. 
Philips Electronics Industries 
Ltd., 116 Vanderhoof Ave., To- 
ronto 17, Ont. HU 5-8621. 


K.L.G. 
cial Prods. Div., 
London S.W. 15, E 
Consolidated Electronic Equip- 
ment Co. Ltd., 94 yy: Ave. 
W., Willowdale, Ont. BA 5-6921. 
KLH Research & Development 
Corp., 30 Cross St., Cambridge 39, 


ass. 
Atlas Radio Corp. Ltd., 50 
Wingold - Toronto 19, Ont. 
RU 1-6174 
Engrg. Corp., 2995 Middle- 
field Rd., Palo Alto, Calif. 
Tele-Radio Systems Ltd., 3534 
Dundas St. W., Toronto 4, Ont. 
RO 2-8224. 
Kahle Engrg. Co., 1357 Seventh 
St., N. Bergen, N.J. UN 7-6500. 
Kansainu Works Co. Ltd., 
Nishinotoin Shijo Agaru, Nakagyo- 
ku, Kyoto. 
Kato Engrg. Co., 1415 First Ave., 
Mankato, Minn. 
Acme Electric Corp. Ltd., 50 
Northline Rd., Toronto 16, Ont. 
PL 5-3315 (Ont. & East). 
Kay Electric Co., 14 Maple Ave., 
Pine Brook, N.J 
ao Sales Ltd., Arnprior, Ont. 


Kearfott Co., Inc., 1150 McBride 

Ave., Little Falls, N.Y. 

Canadian Applied Research Ltd., 
1500 O’Connor Dr., Toronto 16, 
Ont. PL 9-2241. 

Keil Engrg. Prods., 4356 Duncan 

Aa, St. Louis 10, Mo. 

J. MacQuarrie, 46 St. George 
St., Toronto, Ont. WA 3-2455. 

Keithley Instrument, Inc., 12415 

Euclid Ave., Cleveland 6, 

Mel Sales Ltd., Arnprior, ” Ont. 


400 
X-Ray Corp., 


Keleket 
ass. 
J. B. Pritchard, 35 Irvington 
Cres., Willowdale, Ont. BA 
1-4774 (Ont.). 


Kellogg Switchboard & Supply Co., 

79 W. Monroe St., Chicago 3, Ill. 
Electrolabs, 7385 St. Lawrence 
Blvd., Montreal, Que. CR 6-6076 
(Que.); Electronic Service Sup- 
ply Co., Div. of Electronic Res. 
& Dev. Co. Ltd., 512 - 9 St., 
S.W., Calgary, Alta. AM 6-2587 
(West). 

Kelvin & Hughes (Aviation) Ltd., 

Basingstoke, Hants., England. 
Kelvin & Hughes (Canada) Ltd., 
401 McGill St., Montreal, Que. 
VI 5-1243; also at Halifax, Saint 
John & Ottawa. 


Kelvin & Hughes (Industrial) Ltd., 
2 Caxton St., London S.W.1, 
England. 
Kelvin & Hughes (Canada) Ltd., 
401 McGill St., Montreal, Que. 
VI 5-1243; also at Halifax, Saint 
John & Ottawa. 
Kelvin & Hughes (Marine) Ltd., 
99 Fenchurch St., London E.C.3, 
England. 
Kelvin & Hughes (Canada) Ltd., 
401 McGill St., Montreal, Que. 
VI 5-1243: also at Halifax, Saint 
John & Ottawa. 
Kemode Mfg. Co., 161 W. 18th 
St., New York, N. 
E. S. Gould’ Sales Co., 353 St. 
Ly. St., Montreal, Que. AV 
-5716. 


Kemtron Electron Prods., Inc., 14 

Prince Place, Newburyport, Mass. 
Lake Engrg. Co. Ltd., 767 War- 
den Ave., Scarborough, Ont. PL 
7-3253. 

D. S. Kennedy & Co., 155 King 

St., Cohasset, Mass. EV 3-1200. 

Kenwood Engrg. Co., Inc., 265 

Colfax Ave., Kenilworth, N.J. CH 
5-0100. 


Boston, 


Kepco Labs. Inc., 131-38 Sanford 
Ave., Flushing 55, N.Y. IN 1-7000. 
The Keyswitch Co., Irongate Wharf 
Rd. & Praed St., London W.2, 
England. 
Kings Electronics Co., 40 Marble- 
dale Rd., Tuckahoe, N.Y. 
Kings Electronics (Canada) Ltd., 
2425 Grand _ Bilvd., Montreal, 
Que. HU 8-8321 & 8744, 
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Kingston Electronics Corp., Med- 
field, Mass. 
William Cohen Ltd., 7000 Park 
Ave., Rm. 402, Montreal, Que. 
CR 2-5719. 
Kin-Tel, 5725 Kearney Villa Rd., 
San Diego, Calif. 
Atlas Instrument Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Kistler Instruments Co., Inc., 15 
Webster St., Tonawanda, N.Y. 
Electromechanical Prods., Mark- 
x # Rd., Agincourt, Ont. AX 
3-7011. 
Klieg! Bros., 321 W. 50th St., New 
York 19, 
Alex L. Clark Ltd., 3745 Bloor 
St. W., Toronto is, Ont. BE 
1-3303. 
Dipl. Ing. Ulrich Knick, Berlin- 
Zehlendorf, Katharinenstrasse 2-4, 
W. Germany. 

e J. W. Ellis Industries, 42 
Lombard St., Toronto, Ont. EM 
6-1434. 

Knight Electronics Corp., 210 S. 

Desplaines St., Chicago 6, Ill. CE 
6-9696. 

a | Knights Co., 101 E. Church 

Sandwich, Ill. 
oP Engrg. Co. Ltd., 767 War- 
den Ave., Scarborough, Ont. PL 
7-3253. 

Kolisman Instrument Corp., 80-08 
45 Ave., Elmhurst 73, L.L, N.Y. 
and Glendale, Calif. 
P. J. Heenan Ltd., 804 Mt. 
Pleasant Rd.. Toronto 12, Ont. 
HU 1-2291 (East); Sperry Gyro- 
scope Co. of Canada Ltd., P.O. 
Box 710, Montreal, Que. RI 
7-5561. 
Kraeuter & Co., pe 583 18th 
Ave., Newark 3, 
Ron Merritt Co., "229 Rogers 
Bldg., 470 Granville St., an- 
couver 2, B.C. MU 1-3367. 
H. C. Kroeplin GmbH, Auf der 
Roethe, Schluechtern, W. Germany. 
The J. W. Ellis Industries, 42 
Lombard St., Toronto, Ont. EM 
6-1434 


Krohn-Hite Export Corp., 580 


Massachusetts Ave., Cambridge 39, 
Mass. 
Mel Sales Ltd., Arnprior, 
400. 


Ont. 


Kulka Electric Corp., 633 S. Fulton 

Ave., Mt. Vernon, N.Y. 

A. T. R. Armstrong Ltd., 700 
Weston Rd., Toronto 9, Ont. 
RO 2-7535 (East). 

Kunkler Condensers Co., Germany. 
E. S. Gould Sales Co., 353 St. 
Nicholas St., Montreal, Que. AV 
8-5716 (East). 

Kupfrian Mfg. 

* Binghampton, N. 

J. MacQuarrie, 46 St. George 
.! Toronto, Ont. WA 3-2455. 

Kurman Electric Co., Div. of 

Norbute Corp., 191-193 Newel St., 

Brooklyn 22, N.Y. EV 3-8000. 

Kurz-Kash Inc., 1421 S. Broadway, 

Dayton, O. 

J. R. Longstaffe Co. Ltd., 300 
Campbell Ave., Toronto 9, Ont. 
LE 7-1251. 


Corp., 395 State 
. a 


L 


Labgear Ltd., Willow PL, 
bridge, England. 

Pye (Canada) Ltd., 82 Northline 
Rd., Toronto, Ont. PL 9-2231. 
Laboratoire Central de Telecom- 
munications, 46, Ave. de Breteuil, 

Paris, France. 
Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd., 9600 St. 
Lawrence Blvd., Montreal 12, 
Que. DU 8-5785. 
Laboratory for Electronics, 
75 Pitts St., Boston 14, Mass. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 6- 
7367, also at Ottawa & Toronto 
Ont. & Que.). 
Labtronics, Inc., 3656 N. Lincoln, 
Chicago 13, Ill. 
Len Finkler & Co., 330 Adelaide 
St. W., Toronto 2B, Ont. EM 
8-5222. 
Etablissements Lagier, 2 Pl. Gen- 
eral-Ferrie, Marseille 8e., France. 
PR. 69.86, 69.87 & 69.88 and 128 
Blvd. Hausmann, Paris 8e., France. 
LA 13.98. 


Cam- 


Inc., 
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Lake Mfg. Co., Inc., 2323 Chest- 
nut St., Oakland 7, Calif. 
Electronic Service Supply Co., 
Div. of Electronic Res. & Dev. 
Co. Ltd., 512-9 St. S.W., Cal- 
gary, Alta. AM 6-2587. 
Lambda-Pacific Engrg., Inc., 14725 
Arminta St., Van Nuys, Calif. 
Arva, 229 Rogers Bidg., 470 
Granville St., Vancouver 2, B.C. 
MU 1-3367. 
Beaconing Optical & Precision 
Materials Co. Ltd., 455 Craig 
St. W., Montreal, Que. UN 6- 
8395. 
Landis & Gyr, Inc., 45 W 45th 
St., New York 36, N.Y. 
John Herring & Co. Ltd., 3468 
Dundas St. W., Toronto 9, Ont. 
RO 2-9824. 
Dr. B. Lange, Hermannstrasse 14- 
18, Berlin-Zehlendorf, W. Ger- 
many. 
The J. W. Ellis Industries, 42 
Lombard St., Toronto, Ont. 
EM 6-1434. 
James B. Lansing Sound Inc., 3249 
Casitas Ave., Los Angeles 39, 
Calif. 
Alex L. Clark Ltd., 
St. W., Toronto 18, 
3303. 
Lapp Insulator Co., 
Specialties Div., 41 
Leroy, N.J. 
D. T. Shaw, 2340 Lucerne Rd., 
Montreal 16, Que. RI 8-7010. 


Lavoie Labs., 
NJ 


3745 
Ont. 


Bloor 
BE 1- 


Inc., Radio 
Gilbert St., 


Inc., Morganville, 


P.O. Box 51, 
Hazeldean 56. 
Leach Corp., 
Los Angeles, 


Instronics Ltd., 
Stittsville, Ont. 
Leach Relay Div., 
5915 Avalon Blvd., 
Calif. 
Brian Engrg. Ltd., 
Horne Ave., Montreal, Que. 
RE 7-2800. 
H. J. Leak & Co. Ltd., 57/59 
Brunel Rd., East Acton, London 
W.3, England. 
Astral Electric Co. Ltd., 44 
Danforth Rd., Toronto 13, Ont. 
OX 1-1131. 
Leecraft Mfg. Co. Inc., 60 Greene 
St., New York 12, N.Y. 
Lake Engrg. Co. 
den Ave., Scarborough, 
“¢ 7-3253. 
Inc., 380 Oak St., 
L , N.Y. 


5275 Van 


Ltd., 767 War- 
Ont. 


Copiague, 


E. G. Lomas, 227 Laurier Ave. 
W., Ottawa, Ont. CE 2-8504 


G. H. Leland, Inc., 123 Webster 
St., Dayton 2, O. 
Marsland Engrg. 
toria St. S., 

SH 5-9486. 
Leonische Drahtwerke 
Nuernberg, Germany. 

The Ahearn & Soper Co. Ltd., 

384 Bank St., Ottawa, Ont. 

CE 3-4068. 

Lerco Electronics, Inc., 501 S 
Varney St., Burbank, Calif. VI 9- 

5556. 

Lesa Construzzioni 
caniche, Milan, Italy. 
The Glendon Co. 
lington St. E., 

EM 6-5673. 
Levinthal Electronics Preds., Inc., 
Stanford Industrial Pk., Palo Alto, 
Calif. 

Electromechanical Prods., Mark- 

ham Rd., Agincourt, Ont. AX 

3-7011. 

Librascope Inc., 808 Western Ave., 
Glendale, Calif. 

Canadian Applied Research Ltd., 

1500 O'Connor Dr., Toronto 16, 

Ont. PL 9-2241. 


Liebel Flarsheim Co., 
0 


X-Ray & 
Ltd., 261 


Ltd., 154 Vic- 
Kitchener, Ont. 


A.G., 


Elettromec- 


Ltd., 44 Wel- 
Toronto, Ont. 


Cincinnati, 


Radium Industries 
Davenport Rd., To- 
ronto, Ont. WA 3-0908. 


Eric Lindgren Associates, 
4515 N. Ravenswood Ave., 
cago 40, Ill. 
Atlas Instrument Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Link-Gonset, Young Spring & 
Wire Corp., 801 S. Main St., Bur- 
bank, Calif. 
Canadian 


Inc., 
Chi- 


Westinghouse Co. 


Ltd., Electronics Div., P.O. Box 
510, Hamilton, Ont. JA 8-3461. 
Lintronics Lid., 47 Charing Cross 
Rd., London W.C.2, and 3-7 Kin 
noul Rd., London oe England. 
COV 1694 & FUL 8 
Littelfuse, Inc., on ya St., 
Des Plaines, Ill. 
Pitt Distributing Co. Ltd., 80 
George St., Toronto 2, Ont. 
EM 4-8268. 
Litton Industries, 960 Industrial 
Rd., San Carlos, Calif. 
Canadian Marconi Co., Elec- 
tronic Tube & Components Div., 
830 Bayview Ave., Toronto 17, 
Ont. HU 1-5221. 
Litton Industries, Components 
Div., 5837 Rodeo Rd., Los An- 
geles 16, Calif. 
Hudson Randall Int'l, 123 Man- 
ville Rd., Scarborough, Ont. 
PL 9-2291 & OX 8-3081 (Preci- 
sion Components). 
Lake Engrg. Co. Ltd., 767 War- 
den Ave., Scarborough, Ont. 
PL 17-3253 (USECO Electronic 
Hardware). 
Londex Ltd., 207 Anerley Rd., 
London S.E. 20, England. 
Electrovert Ltd., 265 Craig St. 
W., Montreal, Que. UN 1-1872. 
London Chemical Mfg. Co., 1535 
N. 3ist Ave., Melrose Park, Ill. 
Paisley Prods. of Canada Ltd., 
P.O. Box 159, Station H, To- 
ronto 13, Ont. PL 5-2216-7-8. 
London Electrical Mfg. Co. Ltd., 
Beavor Lane, Hammersmith, Lon- 
don W.6, England. RIS 4824. 
Lorain Prods., Lorain, O. 
Hackbusch Electronics Ltd., 23 
Primrose Ave., Toronto 4, Ont. 
LE 1-2453. 
Lord Mfg. Co., 1635 W. 
Erie 6, Pa. 
Railway & Power Engrg. Corp. 
Ltd., 3745 St. James St. W., 
Montreal 30, Que. WE 3-6741. 
Losenhausenwerk, Dusseldorf, Ger- 
many. 
A. C. Wickman Ltd., 1425 
Queensway, Toronto 14, Ont. 
CL 9-2311, 
Low Moor Alloy Steelworks Léd., 
Low Moor, Bradford, Yorks, 
England. BR 77331/5. 
Lowell Mfg. Co., 3030 Laclede Sta- 
tion Rd., St. Louis 17, Mo. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Lundey Associates, Inc., 694 Main 
St., Waltham 54, Mass. 
The Glendon Co. Ltd., 44 Wel- 
lington St. E., Toronto, Ont. 
EM. 6-5673. 
Lustraphone Litd., St. Georges 
Works, Regents Park Rd., London 
N.W.1, England. 
Canadian Marconi Co., Marine 
Div., 4104 St. Catherine St. W., 
Montreal, Que. WE 7-4655. 
Cossor (Canada) Ltd., 301 Wind- 
sor St., Halifax, N.S. 4-6847, 
also at Montreal & Toronto. 
D & B Sound & Signals, Inc., 39 
Notre Dame St. E., Montreal 1, 
Que. UN 1-7141. 
Industrial & Institutional Com- 
munications Ltd., 29 McNaugh- 
ton Ave., Wallaceburg, Ont. 
MA 7-2131. 
The Lux Clock Mfg. Corp., Water- 
bury, Conn. 
L. H. Frost (Canada) Ltd., P.O. 
Box 425, Oakville, Ont. VI 4- 
6681. 
Luxor Radio A/B, Motala, 
den. 
J. B. Smyth Electronic Com- 
ponents, 380 Craig St. W., 
Montreal, Que. AV 8-6281. 
Lynch Carrier Systems, Inc., 695 
Bryant St., San Francisco 7, Calif. 
Northern Electric Co. Ltd., 1600 
Notre Dame St. W., Montreal, 
Que. WE 3-7511. 


M 


M B Mfg. Co., Division of Tex- 
tron, Inc., 1060 State St., New 
Haven 11, Conn. 
Upton Bradeen & James Ltd., 
890 Yonge St., Toronto 5, Ont. 
WA 4-5751. Branches in princi- 
pal cities across Canada. 


12th St., 


Swe- 
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U. S., U. K. and Other Manufacturers 


M-F Electronics Co., - E. 25th 
St., New York 10, N.Y 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 6- 
7367, also at Ottawa & Toronto. 
MacDonald & Co., 1324 Ethel St., 
Glendale 7, Calif. 
Atlas Radio Corp. Ltd., 50 Win- 
gold Ave., Toronto 19, Ont. 
RU 1-6174. 
Machlett Labs., Inc., 
St., Springdale, Conn. 
Canadian Marconi Co., 830 
Bayview Ave., Toronto, Ont. 
HU 1-5221; 
Dom. Sound Equipts. Ltd., 4040 
St. Catherine = W., Montreal, 
Que. WE 5-5281 
X-Ray & Radium Industries Ltd., 
261 Davenport Rd., Toronto, 
Ont. WA 3-0908 
Magnasync Mfg. Co., 5546 Sat- 
suma Ave., N. Hollywood, Calif. 
Alex L. ‘Clark Ltd., 3745 Bloor 
St. W., Toronto 18, Ont. BE 1- 
3303. 
Magnecord Div., 
struments, Inc., 
Tulsa, Okla. 
Magnecord Canada Ltd., 
Bloor St. W., Toronto 18, 
BE 1-3303; 
Ron Merritt Co., 229 Rogers 
Bldg., 470 Granville St., Van- 
couver 2, B.C. MU 1-3367. 


Magnecraft Electric Co., 3352 W. 
Grand Ave., Chicago 51, Ill, EV 
4-6868. 


1063 Hope 


Midwestern In- 
P.O. Box 7186, 


3745 
Ont. 


Magnetic Core Corp., 
Newburgh, N.Y. NE 51 


Magnetic Metals Co., “a Ave. 
at 2iIst _ Camden ., 2. 
WO 4-7842 
Magnetics, ‘tee. Box 391, 
Pa. 73-787. 
Magnetronics, Inc., 
St., New York 36, N.Y. 
Instantaneous Recording Serv- 
ices, 42 Lombard St., Toronto 1, 
Ont. EM 3-5767. 
Majestic Winding Co., 
mouth, England. 
Industrial & Institutional Com- 
munications Ltd., 29 McNaugh- 
ton Ave., Wallaceburg, Ont. 
MA 17-2131. 
Malco Tool & Mfg. Co., 
Lake St., Chicago 24, IIl. 
Paramount Agencies, P.O. Box 
835, Spokane 10, Wash. TE 8- 
2287 (Alta. & B.C.). 


P. R. Mallory & Co., Inc., 28 S. 

Gray St., Indianapolis 6, Ind. 
Johnson Matthey & Mallory 
Ltd., 110 Industry St., Toronto 
15, Ont. RO 2-7201. (Metallurgi- 
cal prods. only); 
A. C. Simmonds & Sons Ltd., 
100 Merton St., Toronto, Ont. 
HU 5-9111. 

Manheim Mfg. & Belting Co., 

Manheim, Penn. 
Martin Industrial Sales Ltd., 
P.O. Box 463, Hamilton, Ont. 
JA 2-1716. 

Manson Labs., Inc., 207 Green- 

wich Ave., Stamford, Conn. DA 

5-1391. 

Marconi Instruments Ltd., Long- 

acres, St. Albans, Herts., England. 
Canadian Marconi Co., 6035 
Cote de Liesse Rd., Montreal, 
Que. RI 8-7711. 


Marconi’s Wireless Telegraph Co. 
Ltd., Marconi House, Chelmsford, 
Essex, England. 
Canadian Marconi Co., 6035 
Cote de Liesse Rd., Montreal, 
Que. RI 8-7711. 


Marion Electrical Instrument Co., 

Grenier Field, Manchester, N.H. 
Avra, 229 Rogerts Bldg., 470 
Granville St., Vancouver 2, B.C. 
MU 1-3367 (west); 
Elder Electronics, 3220 Robert 
St., wy 7 Ont. NE 4-0511. 
(Ont. & Que.). 

Marsco Mfg. Co., Chicago, IIl. 
R. W. Stark, P.O. Box 185, 32 
ee St., Renfrew, Ont. HE 2- 


John St., 
16 


Butler, 


49 W. 45th 
Y. 


Bourne- 


4025 W. 


Marshalltown Mfg. Co., Marshall- 
town, Iowa. 
John Best Co., 96 Kipling Ave. 
N., Toronto 18, Ont. BE 1-7633. 
Le Materiel Telephonique S.A., 
46-47 Quai de Boulogne, Boulogne- 
Billancourt (Seine), France. MOL 


0.00. 
Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd., 9600 
St. Lawrence Blvd., Montreal 14, 
Que. DU 8-5785 

Matsushita Electric Industrial Co., 

Tokyo, Japan. 

S. H. Parker Co., 1044 Bathurst 
St., Toronto, Ont. LE 4-1802. 
Maurey Instrument Corp., 7924 S. 

Exchange Ave., Chicago 17, IIl. 
Burlec Sales Ltd., 45 Northline 
Rd., Toronto, Ont. PL 5-3377 
and 1179 Decarie Blvd., Mont- 
real, Que. RI 4-0165 

W. L. Maxson Co., Langevin Am- 

plifier Div., 47 Austeele Pl., Long 

Island City, N.Y 
Engineered Sound Systems Ltd., 
169 Kipling Ave. S., Toronto 18, 
Ont. BE 3-2155. 

Mayfair Molded Prods. Corp., 3700 

N. Rose St., Schiller Park, Ill. 
John S. Plewes Co., 52 Hum- 
bercrest Blvd., Toronto 9, Ont. 
RO 9-2051. 

McIntosh Lai. Inc., 2 

St., Binghamton, N.Y. 
E. S. Gould Sales Co., 
Nicholas  St., ontreal, Que. 
AV 8-5716 (East). 

McLean Engrg. Labs., P.O. Box 

7 70 Washington Rd., Princeton, 


Co. Ltd., 
Ottawa, Ont. 


Chambers 


353 _ St. 


Northern Radio Mfg. 

1950 Bank St., 

RE 3-4440. 
McMillan Industrial Corp., Brown- 
4 Ave., Ipswich, Mass. 4387- 


The McMurdo Instrument Co. 
Ltd., Ashtead, Surrey, England. 
Pfeiffer Electronic Labs., Box 
316, Trenton, Ont. EX 2-3498. 
Measurements Div., McGraw-Edi- 
son Co., Box 180, Boonton, N.J. 
H. Roy Gray Ltd., 46 Danforth 
Rd., Toronto, Ont. OX 1-1131. 
Mechanical Prods., Imc., 1824 
River St., Jackson, Mich. 
Adams Engrg. Ltd., 
Catherine St. W., 
Que. WE 3-6857. 
Mechanical Steel Tubing, Inc., 500 
ad St., Bronx 59, New York, 


1500 St. 
Montreal 16, 


Ben Manis Associates Reg’d., 
5317 Prince of Wales Ave., 
Montreal 29, Que. EL 1475. 


Medical Electronics ;~\ a 
Co., Great Neck, L.L, 
X-Ray & Radium he Ltd., 
261 Davenport Rd., Toronto, 
Ont. WA 3-0908 


Megatron Ltd., 115A Fonthill Rd., 
London N.4., England. 
Tecneek Associates, 1405 Bishop 
St., P.O. Box 966, Station “B”’, 
Montreal 25, Que. BE 7874. 
G.T. Meillon, New York, N.Y. 
Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX 3- 
7011. 
Mepco, Inc., 35 Abbett Ave., Mor- 
ristown, N.Y. 
R-O-R_ Associates Ltd., 1470 
Don Mills Rd., Don Milis, Ont. 
HI 4-4429 (East); 
Ray Johnston Co., 11009 Evans- 
ton Ave., Seattle 33, Wash. 
EM 2-0956 (B. C.). 
Meridian Metalcraft, Inc., 8739 S. 
Millergrove Dr., Whittier, Calif. 
OX 2-3761. 
Merit Coil & Transformer Corp., 
Miami, Fla. 
C. M. Robinson Co., 1550 Erin 
St., Winnipeg 3, ” Man. sU 
4-1855-6 (Lakehead West). 
Mess & Wiegetchnik GmbH, Paul 
Graefe, Wenningsen/Deister, W. 
Germany. J 
The J. W. Ellis Industries, 42 
Lombard St., Toronto, Ont. EM 
6-1434. 


Metals & Controls Corp., 57 For- 

est St., Attleboro, Mass. 

Lloyd B. Jones, 77 Humber- 
crest Blvd., Toronto 9, Ont. 
RO 9-4445. 

Metallics, Inc., Onalaska, Wis. 
Willard Spenser Co., 3238 Curry 
Ave., Windsor, Ont. YO 9-1332 
(Ont. & Que.). 

Methode Mfg. Corp., 7447 W. 

Wilson Ave., Chicago 3, IIL. 

P. J. Heenan Ltd., 804 Mt. 
Pleasant Rd., Toronto 12, Ont. 
HU 1-2291 (East). 

Metrawatt A.G., Nurnberg, Schop- 

pershofstr. 50-54, Germany. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. 
6-7367, also at Ottawa & 
Toronto. 

Metronix, 

Chesterland, 
Electromechanical Prods., 
ham Rd., Agincourt, Ont. 
3-7011. 

Metronix, Inc., Mill Lane, Water- 

ford, Conn. 

Conway 
Reg’d., 
Toronto 10, Ont. 


75 Wilson Mills Rd., 


Mark- 
AX 


Electronic al 
1514 Eglinton Ave., 
RU 36576" & 


Electrical 


Metropolitan - Vickers 
Man- 


Co. Ltd., Trafford Park, 
chester 17, England. 
Canadian Westinghouse Co. 
Ltd., Head Office, 286 Sanford 
Ave. N., Hamilton, Ont. JA 
7-0271. in principal 
cities across Canada; Conway 
Electronic Enterprises Reg’d., 
1514 Eglinton Ave. W., Toronto 
10, Ont. RU 3-6576 & 6676 
(Electron microscopes). 
Micamold Electronics Mfg. Corp., 
1087 Flushing Ave., Brooklyn, 
i ¢ 


Branches 


General Instrument — F. W. 
Sickles of Canada Ltd., 151 
Weber St. S., P.O. Box 408, 
Waterloo, Ont. SH 4-8101. 
The Micanite & Insulators Co. 
Ltd., Empire Works, Waltham- 
stow, London E.17, England. 
Electrovert Ltd., 265 Craig St. 
W., Montreal, Que. UN 1-1872. 
Mico Instrument Co., 80 Trow- 
bridge St., Cambridge 38, Mass. 
KI 7-8660. 
Microdot, Inc., 220 Pasadena Ave., 
S. Pasadena, Calif. 
R-O-R Associates Ltd., 1470 Don 
Mills Rd., Don Mills, Ont. HI 
4-4429. 
Microlab, 71 Okner Pkwy., 
ingston, ° 
Microtran Co., Inc., 145 E. 
Mineola Ave., Valley Stream, L.I., 


Liv- 


4 4 

E. S. Gould Sales Co., 353. St. 
Nicholas St., Montreal, Que. AV 
8-5716. (East); Hudson Randall 
Int’l, 123 Manville Rd., Scar- 
borough, Ont. PL 9-2291 & OX 
8-3081. 

Microwave Associates, Inc., North- 

west Industrial Park, Burlington, 

Mass. 

E. G. Lomas, 227 Laurier Ave., 
W., Ottawa, Ont. CE 2-8504. 
Microwave Instruments Ltd., West 
Chirton Industrial Estate, North 
Shields, Northumberland, England. 
Avionics Ltd., Stone Rd., Box 
200, Niagara-on-the-Lake, Ont. 

HO 8-3632. 

Mid Eastern Electronics, 

field, N.J. 

John R. Tilton Ltd., 51 
Cormack St., Toronto 9, 
RO 9-1129. 

Midget Louver Co., 6-8 Wall St., 

Norwalk, Conn. 

Robert Collins, Ltd., 432 Birch- 
mount Rd., Toronto, Ont. OX 
9-9365; W. D. Gray & Co., 
Main & Second Ave., Vancouver, 
B.C. EX 1545; The Feron Co., 
Kempt’ Rd., alifax, N.S. 
4-6475. 

James Millen Mfg. Co., Inc., 150 

Exchange St., Malden 48, Mass. 
H. Roy Gray Co. Ltd., 46 Dan- 
dy Rd., Toronto 13, Ont. OX 

1-11 
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Mc- 
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J. W. Miller Co., 5917 S. Main 

St., Los Angeles 3, Calif. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Miller Electric Mfg. Co., 718 S. 

Bounds St., Appleton, Wis. 
Canadian Liquid Air Co. Ltd., 
1111 Beaver Hall Hill, Montreal, 
Que. UN 6-4781. 

Miller Harris Instrument Co., 601 

E. Ogden St., Milwaukee, Wis. 
Willard Spenser Co., 3238 Curry 
Ave., Windsor, Ont. YO 9-1332 
(Ont. & Que.). 

M. A. Miller Mfg. Co., 4th and 

Church Sts., Libertyville, Ill. 
Atlas Radio Corp. Ltd. 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 


K. Miller Tool & Mfg. Co., 8 
Cass St., Springfield 4, Mass. 
Len Finkler & Co., 330 Adelaide 
St. W., Toronto 2B, Ont. EM 
8-5222. 
Millivac Instruments, Div. of Cohu 
Electronics, P.O. Box 997, 
Schenectady, N.Y. 
P.O. Box 51, 


Instronics Ltd., 
Stittsville, Ont. Hazeldean 56. 


Milman Engrg. Co., 1831 Pontius 

Ave.,. Los Angeles, Calif. 
Tecneek Associates, 1405 Bishop 
St., P.O. Box 966, Station “B”, 
Montreal 25, Que. BE 7874. 


Milwaukee Resistor Co., 700 Vir- 

ginia St., Milwaukee, Wis. 
Norris Burgess, 418 Mt. Pleasant 
Rd., Toronto 7, Ont. HU 9-1854. 


Miniature Precision Bearings, Inc., 

Precision Park, Keene, N.H. 
Lyman Tube & Bearings Ltd., 
(Offices in Montreal, Toronto, 
London, Hamilton, Winnipeg, 
Vancouver). 

Minifon, Germany. 
Emerson Sales Ltd., 154 Alex- 
ander St., Vancouver 4, B.C. 
MU 1-6418 (West). 


Minneazpolis-Honeywell 

Co., 2573 Fourth Ave. S., 

neapolis 8, Minn. 
Honeywell Controls Ltd., Van- 
derhoof Ave., Toronto 17, Ont. 
HU 9-2151; Conway Electronic 
Enterprises Reg’d., 1514 Eglinton 
Ave. W., Toronto 10, Ont. RU 
3-6576 & 6676 (Rubicon instru- 
ments & Brown recorders). 


Mohawk Business Machines Corp., 

944 Halsey St., Brooklyn 33, N.Y. 
Instantaneous Recording Services, 
42 Lombard St., Toronto 1, Ont. 
EM 3-5767. 


Molded Fiberglass Co., 

Astabula, O. 
Paisley Prods. of Canada Ltd., 
P.O. Box 159, Stn. H., Toronto, 
Ont. PL 5-2216-7-8. 


Mole-Richardson Co., 937 N. Syca- 

more Ave., Hollywood 38, Calif. 
Alex L. Clark Ltd., 3745 Bloor 
St. W., Toronto 18, Ont. BE 
1-3303. 

Moody Machine Prods., 

dence, 
Len Finkler & Co., 330 Adelaide 
St. W., Toronto 2B, Ont. EM 


8- 999 


aie. 


Regulator 
Min- 


Sheet 


Provi- 


Moore Associates, Inc., 2600 

Spring St., Redwood City, Calif. 
Tecneek Associates, 1405 Bishop 
St., P.O. Box 966, Station “B”’, 
Montreal 25, Que. BE 7874. 


Morhan Exporting Corp., 458 

Broadway, New York 13, N.Y. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 


Morrison Recording Labs., 120 S. 

Batavia Ave., Batavia, Ill. 
Instantaneous Recording Ser- 
vices, 42 Lombard St., Toronto 
1, Ont. EM 3-5767. 


Morrow Radio Mfg. Co., P.O. 

Box 1627, Salem, Ore. 
Tele-Radio Systems Ltd., 3534 
Dundas St. W., Toronto 9, Ont. 
RO 2-8224. 
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F. L. Moseley Co., 409 N. Fair 

Oaks Ave., Pasadena, Calif. 
R-O-R Associates Ltd., 1470 Don 
Milis Rd., Don Mills, Ont. HI 
4-4429 (East); Arva, 229 Rogers 
Bidg., 470 Granville St., Van- 
couver 2, <. MU = 1-3367 
(West). 

Moses Electronics, 330 Locust St., 

P.O. Box 58, Hartford 1, Conn. 
Canadian Charts & Supplies 
Ltd., P.O. Box 34, Oakville, 
Ont. VI 5-4204 & Toronto EM 
6-7182; 1124 St. Antoine St., 
Montreal 3, Que. UN 6-1152. 


Mosley Electronics, Inc., 8622 St. 
Charles Rock Rd., St. Louis 14, 
Mo. 
Ron Merritt Co., 229 Rogers 
Bidg., 470 Granville St., Van- 
couver 2, B.C. MU _ 1-3367 
(West); John R. Tilton Ltd., 51 
McCormack St., Toronto 9, Ont. 
RO 9-1129 (East). 
Donald P. Mossman, Inc., P.O. 
Box 265, Brewster, N.Y. 
Burlec Sales Ltd., 45 Northline 
Rd., Toronto 16, Ont. PL 5-3377 
and 1179 Decarie Blvd., Mont- 
real, Que. RI 4-0165. 


Motor Generator Corp., Troy, O. 
Aviquipo of Canada Ltd., 636 
St. Paul St. W., Montreal 3, 
Que. UN 6-4067 and 109 Eglin- 
ton Ave. E., Toronto, Ont. HU 
3-1211. 

Motorola, Inc., Comm. & Elec- 

tronics Div., 4501 Augusta Blvd., 

Chicago 51, Ill. 

Canadian Motorola Electronics 
Ltd., 105 Bartley Dr., Toronto 
16, Ont. PL 9-2222. 


Motorola, 
Prods. Div., 5005 
Rd., Phoenix, Ariz. 
Mr. Herbert Ackerman & Mr. 
Roy O’Brien, 540 Bergen Blvd., 
Ridgefield, N.J. (East); Mr. Wil- 
liam Blinoff, 4900 Flournoy St., 
Chicago 11, Ill. (Central); Mr. 
William Montgomery, 6555 Sun- 
set Blvd., Hollywood 28, Calif. 
(West). 
Mucon Corp., Francis St., 
Newark, N.J. 
John Herring & Co. Ltd., 3468 
Dundas St. W., Toronto 9, Ont. 
RO 2-9824. 
Mueller Electric 
3ist St., Cleveland 
1-5225. 
Mueller Lab., 
Pasadena, Calif. SY 
1-5016. 
Muirhead & Co. Ltd., Beckenham, 
Kent, England. 
Muirhead Instruments Ltd., 677 
Erie St., Stratford, Ont. 3717-8. 


Mullard Overseas Ltd., Mullard 
House, Torrington Place, London, 
W.c. 1, England. 
The Glendon Co. Ltd., 44 Wel- 
lington St. E., Toronto. Ont. 
EM 6-5673. 
Multicore Solders Ltd., Hemel 
Hempstead, Herts., England. 
Chas. W. Pointon Ltd., 6 Alcina 
ae Toronto 10, Ont. LE ‘4- 


Semiconductor 
E. McDowell 


Inc., 


9 St. 


Co., 1583 E. 
14, O. PR 


1052 N. Allen Ave., 
7-0909, RY 


Multitone Electric Co. Ltd., Lon- 
don, England. 

-Ray & Radium rao 
Ltd., 261 Davenport Rd., To- 
ronto, Ont. WA 3-0908. 

Murata Mfg. Co. Ltd., 1 Hinooka 
Yamashina, Higashiyama - ku, 
Kyoto. 
Murex Ltd., Cirencester, Glos., 
England. 
Paisley Prods. of Canada Ltd., 
P.O. Box 159, Stn. H., Toronto 
13, Ont. PL 5-2216-7-8. 


Marphy Radio Ltd., Electronics 
Div., Welwyn Garden City, Herts., 
England. 
Tele-Radio Systems Ltd., 3534 
Dundas St. W., Toronto 9, Ont. 
RO 2-8224. 


N 


NRC Equipment Corp., 160 

Charlemont St., 61, Mass. 
Winnett Boyd, Ltd., 745 Mt. 
Pleasant Rd., Toronto 7, Ont. 
HU 1-3722. 


Nagard Ltd., 18 Avenue Rd., Bel- 
mont, Surrey, England. 
Electrodesign, 763 Notre Dame 
W., Montreal, Que. UN 
e 7367. also at Ottawa & To- 
ronto. 
Nalder 
97 Dalston Lane, 
England. 
E.C.C. Canada Ltd., 66 Colville 
Rd., Toronto 15, Ont. CH 
4-6455-6 
Narda Microwave Corp., 160 
Herricks Rd., Mineola, N.Y. 
Mel Sales Ltd., Arnprior, Ont. 
400. 


Bros. & Thompson Ltd., 
London E. 8, 


Narda Ultrasonics Corp., 118-160 

Herricks Rd., Mineola, L.1., N.Y. 
Ray Johnston Co., 11009 Evan- 
ston Ave., Seattle 33, Wash. EM 
2-0956 (B.C.); Mel Sales Ltd., 
Arnprior, Ont. 400. 

Nash and Thompson Ltd., Oak- 

croft Rd., Chessington, Surrey, 


England. 
Emille Agencies, 2050 
Stanley St., Que. BE 

5849. 
Sherman 


Tasso 
Montreal, 


National Co., Inc., 61 

St., Malden 48, Mass. 
Canadian Marconi Co., Elec- 
tronic Tube & Components Div., 
830 Bayview Ave., Toronto 17, 
Ont. HU 1-5221. 

National Moldite Co., 250 South 

St., Newark 5, N.J. 
john S. Plewes Co., 52 Humber- 
crest Blvd., Toronto 9, Ont. RO 
9-2051. 

National Theatre Supply Co., 92 

Gold St., New York 38, N.Y. 
General Theatre Supply Co. Ltd., 
861 Bay St., Toronto 5, Ont. EM 
4-2438. 

Natvar Corp., 21! Randolph Ave., 

Woodbridge, N.J. 
E. W. Playford, Ltd., P.O. Box 
E, Montreal 28, Que. HU 9- 
5383. 


R. W. Neill Co., Inc., 4320 Mont- 
rose Ave., Chicago, IIl. 
National Sound Services Ltd., 
1785 Bois Franc Rd., Montreal 
9, Que. RI 7-6515. 


Nems-Clarke Co., Div. of Vitro 

Corp. of America, 919 Jesup-Blair 

Dr., Silver Spring, Md. 
Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX 
3-7011. 

Nesor Alloy Prods. Co., 282 Hal- 

sey St., Newark, N.J. 
Electronic Enterprises Ltd., 270 
Vitre St. W., Montreal, Que. UN 
1-1838. 

P.K. Neuses, Inc., 1103 W. 

Rd., Arlington Heights, Il. 
Burlec Sales Ltd., 45 Northline 
Rd., Toronto 16, Ont. PL 5- 
3377 and 1179 Decarie Blvd., 
Montreal, Que. RI 4-0165. 


Neutronic Associates, 93-14 101 

Ave., Ozone Park 17, N.Y. VI 

7-7703. 

New England Transformer Co., 47 

McGrath Hwy., Somerville 43, 

Mass. 
Samuel C. Hooker (Canada) 
Ltd., 2425 Grand Blvd., Mont- 
real, Que. HU 8-8321 and 4126 
Bathurst St., Toronto, Ont. ME 
5-1470. 

New London Instrument Co., Inc., 

New London, Conn. 
Stark Electronic Sales Co., Ajax, 
Ont. 125. 

New York Coil Co., Inc., 40-48 

Second Ave., Phoenixville, Pa. 
Lake Engrg. Co. Ltd., 767 War- 
den Ave., Scarborough, Ont. PL 
7-3253. 

Newcastle Fabrics Corp., 80 Wythe 

Ave., Brooklyn 11, N.Y. 
William Cohen Ltd., 7000 Park 
Ave., Rm. 402, Montreal, Que. 
CR 2-5719 (Que. & East); Len 
Finkler & Co., 330 Adelaide St. 
W., Toronto 2B, Ont. EM 8- 
5222 (Ont.). 

Newport Instruments (Scientific & 

Mobile) Ltd., Crawley Rd., New- 

port Pagnell, Bucks., England. 401. 


Newton Bros. (Derby) Ltd., 

Alfreton Rd., Derby, England. 
Aviation Electric Ted. P.O. Box 
6102, Montreal, Que. RI 4-2811. 
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Non-Linear Systems, Inc., Del Mar 
Airport, Del Mar, Calif. 
E. G. Lomas, 2207 Laurier Ave. 
W., Ottawa, Ont. CE 2-8504 
(Canada, except B.C.); Burt C. 
Porter Co., 1209 Poplar PL., 
Seattle 44, Wash. EA 3-8330 
(B.C.). 
Norden-Ketay Corp., Precision 
Components Div., Jericho Turn- 
pike, Commack, L.L, N.Y. FO 
8-5500. 
North Atlantic Industries, Inc., 
603 Main St., Westbury, L.1., N.Y. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 
6-7367, also at Ottawa & To- 
ronto. 
North Electric Co., 553 S. Market 
St., Galion, O. 
Ericsson Telephone Sales of 
Canada Ltd., 130 Bates Rd., 
Montreal 8, Que. RE 1-6428. 
North Hills Electric Co., Inc., 402 
Sagamore Ave., Mineola, N.Y. 
Stark Electronic Sales Co., Ajax, 
Ont. 125; Conway Electronic 
Enterprises Reg’d., 1514 Eglinton 
Ave. W., Toronto 10, Ont. RU 
3-6576 & 6676. 
North Shore Nameplate Inc., 214- 
27 Northern Blvd., Bayside 61, 
N.Y. Bayside 4-4000. 
Northeast Scientific Corp., 617 
Concord Ave., Cambridge 38, 
Mass. 
Electromechanical Prods., 
ham Rd., Agincourt, Ont. 
3-7011. 
Northeastern Engrg., Inc., 25 S. 
Bedford St., Manchester, N.H. 
Computing Devices of Canada 
Ltd., P.O. Box 508, Ottawa 4, 
Ont. PA 8-1761. 
Northern Radio Co., Inc., 143-145 
W. 22nd St., New York 11, N.Y. 
Northern Radio Mfg. Co. Ltd., 
1950 Bank St., Ottawa, Ont. RE 
3-4440. 
Norton Behr-Manning Overseas, 
Inc., One New Bond St., Worcester 
6, Mass. 
Behr-Manning (Canada) Ltd., 
2326 Dufferin St., Toronto, Ont. 
RU 2-1114, 
Nuclear Corp. 
400 Park Ave., 
N.Y. 
Associated Instrumentation & 
Controls Ltd., 2655 Bates Rd., 
Montreal 26, Que. RE 8-1167. 
Nuclear Corp. of America, Inc., 
Instrument Div., St. Louis, Mo. 
X-Ray & Radium Industries 
Ltd., 261 Davenport Rd., To- 
ronto, Ont. WA 3-0908. 
Nucleonic Corp. of America, 196 
Degraw St., Brooklyn 31, N.Y. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 6- 
7367, also at Ottawa & Toronto. 
Nucleonic Products Co., Inc., 1601 
Grande Vista Ave., Los Angeles 
23, Calif. 
J. B. Smyth Electronic Compon- 
ents, 380 Craig St. W., Montreal, 
Que. AV 8-6281. 
Nugent Electronics Co., New Al- 
bany, Ind. 
E. G. Lomas, 


Mark- 
AX 


of America, Inc., 
New York 22, 


227 Laurier Ave. 
W., Ottawa, Ont. CE 2-8504. 


Nutron Mfg. Co., Inc., 67 Munroe 
bike 


Ave., Staten Island, 

Stark Electronic Sales Co., Ajax, 
Ont. 125. 
Conway 
Reg’d., 
Toronto 10, Ont. 
6676. 


Oo 
O.M.I. Corp. of America, 286 
Fifth Ave., New York 1, N.Y. 
Computing Devices of Canada 
Ltd., P.O. Box 508, Ottawa 4, 
Ont. PA 8-1761. 
Oak Mfg. Co., 
Ave., Chicago 10, b 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174; Radio Components 
Ltd., 50 Wingold Ave., Toronto 
19, Ont. OX 9-7747. 
Offner Electronics, 5320 N. 
Ave., Chicago 25, Ill. 
X-Ray & Radium Industries Ltd., 
261 Davenport Rd., Toronto, 
Ont. WA 3-0908. 


Electronic Enterprises 
1514 Eglinton Ave. W., 
RU 3-6576 & 


1260 Clybourne 
Til 


Keozie 


Ohmite Mfg. Co., 3601 Howard 

St., Skokie, IIL. 
C. M. Robinson Co., 1550 Erin 
St.. Winnipeg 3, Man. SP 
4-1855-6 (Lakehead West); 
Simmonds & Sons Ltd., 100 
Merton St., Toronto, Ont. HU 
5-9111 (East). 


Oil-Dyne Inc., 2115 W. 

Rd., Chicago 36, II. 
John Best Co., 96 Kipling Ave. 
N., Toronto 18, Ont. BE 1-7633. 


Onondaga Pottery Co., Electronics 
Div., 1858 W. Fayette St., Syra- 
cuse, N.Y. 
Electrolabs, 7385 St. Lawrence 
Bivd., Montreal, Que. CR 6- 
6076. 
Opad Electric Co., 69 Murray St., 
New York 7, N.Y. BE 3-7548. 


Optimized Devices, Inc., P.O. Box 
ry Gedney Stn., White Plains, 


Marquette 


Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 6- 
7367, also at Ottawa & Toronto. 


Optron »» 3526 State St., 

Santa Barbara, Calif. 
Upton Bradeen & James Ltd., 
890 Yonge St., Toronto 5, Ont. 
WA 4-5751. 

Oregon Electronic Mfg. Co., 2105 

S.E. 6th Ave., Portland 14, Ore. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 6- 
7367, also at Ottawa & Toronto. 


Orradio Industries, Inc., Shamrock 
Circle, Opelika, Ala. 
Atlas Radio Corp. Ltd. 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Ortho Filter Corp., 
Ave., Paterson 2, N.J. 
- > MacQuarrie, 46 St. George 
, Toronto 5, Ont. WA 3-2455. 


John Oster Mfg. Co., Avionic 

Div., 1 Main St., Racine, Wis. 
Mr. C. W. Donnelly, 859 E. Fill- 
more Ave., E. Aurora, N.Y. 
(Ont. & Que.). 


Oxford Electric Corp., 
Monroe St., Chicago 6, 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Oxley Developments Co. 
Priory Park, Ulverston, 
England. 
Pfeiffer Electronic 
316, Trenton, Ont. 


Owen Labs., Inc., 55 
Pasadena, Calif. RY 


P 


PIC Design Corp., 477 Altantic 
Ave., E. Rockaway, L.I. 
Tecneek Associates, 1405 Bishop 
St., P.O. Box 966, Station “B”, 
Montreal 25, Que. BE 7874. 


Pace Electrical Instruments Co., 
70-31 - 84th St., Glendale 27, Long 


Island, N.Y. 

Atlas Radio Corp. Ltd, 50 

Wingold Ave., Toronto 19, Ont. 

RU 1-6174. 

Pacific Automation Prods., 
ir Way, Glendale, 


196 Albion 


Léd., 
Lancs., 


Labs., Box 
EX 2-3498. 


Beacon PI, 
1-6901. 


Inc., 
Calif. 


Calif. 
Upton Bradeen & James Ltd., 
890 Yonge St., Toronto 5, Ont. 
WA 4-5751. 
Pacific Semiconductors, Inc., 10451 
W. Jefferson Bivd., Culver City, 
Calif. TE 0-4881. 
Paco Electronics Co., Inc., 70-30 
84th St., Glendale 27, L.I., N.Y. 
Atlas Radio Corp. Ltd. 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Painton & Co. Ltd., Northampton, 
England. 
Pfeiffer Electronic Labs., Box 
316, Trenton, Ont. EX 2-3498. 
G.A. Stanley Palmer Ltd 
well House, Arundel St., 
W.C. 2, England. TEM 7 
The Palout Co., Glen Rd., Moun- 
tainside, NJ. 
Robertson Mfg. Co., Mil- 
ton, ‘Ont. 


Pacific Scientific Co., Los Angeles 
.? 





U. S., U. K. and Other Manufacturers 


Papeteries Bolore, Fenestre, 
France, 
Paisley Prods. of Canada Ltd., 
P.O. Box 159, Stn. H., Toronto, 


Ont. PL 5-2216-7-8. 


Paragon Electric Co., 1600 Twelfth 
St., Two Rivers, Wis. 
‘Automatic Electric Sales (Can- 
ada) Ltd., 185 Bartley Dr., To- 
ronto 16, Ont. PL 7-2861. 


Parker Metal Goods, 85 Prescott 

St., Worcester 8, Mass. 
William Cohen Ltd., 7000 Park 
Ave., Rm. 402, Montreal, Que. 
CR 2-5719. 

Robert M. Parks Co., Inc., 7421 

Woodrow Wilson Dr., Hollywood 


46, Calif. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Partridge Transformers Ltd., Roe- 
buck Rd., Tolworth, Surrey, Eng- 
land. 
Atlas Radio 
Wingold Ave., 
RU 1-6174. 
Paterson Moos Research Div., 
Universal Winding Co., 90-28 Van 
Wyck Expressway, Jamaica 18, 
N.Y. 
Lake Engrg. Co. Ltd., 767 War- 
den Ave., Scarborough, Ont. PL 
7-3253. 
Peerless 
Gladsaxe 
Denmark. 
Associated Electronic 
ents, 37 Roselawn Ave., 
12, Ont. HU 1-0144. 


Peerless Prods. Industries, 812-14- 
16 N. Pulaski Rd., Chicago 51, 
Ill. BE 5-9883. 
Pennsylvania Fluorocarbon 
Inc., 1115 North 35th St., 
delphia 4, Pa. 

Paisley Prods. of Canada Ltd., 

P.O. Box 159, Stn. H., Toronto, 

Ont. PL 5-2216-7-8. 


Penta Labs., Inc., 312 N. Nopal 
St., Santa Barbara, Calif. 
Nortel Engrg. Service Co., 353 
St. Nicholas St., Montreal 1, 
Que. 
The Pentron Corp., 777 S. Tripp 
Ave., Chicago, Il. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Perkin Engrg. Corp., 
St., El Segundo, Calif. 
Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX 
11 


Corp. Ltd., 50 
Toronto 19, Ont. 


Fabrikkerne 
Ringvej, 


A/s, 11 
Copenhagen, 


Compon- 
Toronto 


Co., 
Phila- 


345 Kansas 


Formancié Ltd., New 
Manchester 4, England. 
Musimart of Canada Ltd., 901 
Bleury St., Montreal, Que. UN 
1-2856. 
Permonite Mfg. Co., 444 N. Lake 
Shore Dr., Chicago 11, II. 
The Glendon Co. Ltd., 44 Wel- 
.lington St. E., Toronto, Ont. 
EM 3. 


Islington, 


6-5673 
Perpetuum-Ebner, St. 
Schwarzwald, Germany. 

German-Canadian Import Co., 
3490 Olivar Asselin St., Mont- 
real 9, Que. RI 4-6627. 


— Electronics, Inc., 

No. Patterson, N.Y. 
Stark Electronic Sales Co., Ajax, 
Ont. 125; Conway Electronic 
1 Reg’d., 1514 Eglinton 
Ave. Toronto 10, Ont. RU 
eS76 & 6676. 

Petersen Radio Co., Inc., 2800 W. 

Broadway, Council Bluffs, Iowa. 
R. C. Kahnert Sales Co. Ltd., 73 
Crockford Blvd., Scarborough, 
Ont. PL 7-5171. 

Phalo Plastics Corp., 25 

St., Worcester, Mass. 
J. B. Smyth Electronic Compon- 
ents, 380 Craig St. W., Mont- 
real, Que. AV 8-6281. 

Phaostron Instrument & Electronic 

Co., 151 Pasadena Ave., S. Pasa- 

dena, Calif. 
John R. Tilton Ltd., 51 Mc- 
Cormack St., Toronto 9, Ont. 


Georgen/ 


R.F.D. 


Foster 


86 


- Cahuenga 


RO 9-1129 (East); Burt C. Porter 

Co., 1209 Poplar Pl., Seattle 44, 
, Wash. EA 3-8330 (B.C.). 
Phelps Dodge Copper 
Corp., Inca Mfg. Div., Ft. 
1 


Prods.. 
Wayne 


, Ind. 
The Glendon Co. Ltd., 44 Wel- 
lington St. E., Toronto, Ont. 
EM 6-5673. 
G.A. Philbrick Research, Inc., 230 
Congress St., Boston 10, Mass. 
The Ahearn & Soper Co. Ltd., 
384 Bank St., Ottawa, Ont. CE 
3-4068. 
Philco Corp., Gov. 
4700 Wissahickon Ave., 
phia 44, Pa. 
Philco Corp. of Canada Ltd., 
Don Mills Rd., Don Mills, Ont. 
HI 4-2541. 
Philco Corp., 
Church Rd., Lansdale, Pa. 
Philco Corp. of Canada Ltd., 
Don Mills Rd., Don Mills, Ont. 
HI 4-2541. 
Philips Electronics, Inc., Electrical 
Industries Div., 691 Central Ave., 
Murray Hill, N.J. 
Atlas Radio Corp., 50 Wingold 
Ave., Toronto 19, Ont. RU 1- 
6174. 
Philips Electronics, Inc., Telecom. 
Div., 750 S. Fulton Ave., Mt. Ver- 
non, N.Y. 
Canadian Motorola Electronics 
Ltd., 105 Bartiny Dr., Toronto 
16, Ont. 


Phillips Control Corp., 
Washington St., Joliet, Ill 
Burlec Sales Ltd., 45 Northline 
Rd., Toronto 16, Ont. PL 5-3377. 


Photo-Crystals, Inc., 15 S. 
St., Geneva, Ill. GE 7150. 


Photo Research Corp., 837 N. 
Blvd., Hollywood 38, 


& Ind. Div., 
Philadel- 


Lansdale Tube Div., 


59 W. 


First 


Calif. 

Caldwell A/V Equipment Co. 
Ltd., 447 Jarvis St., Toronto, 
Ont. WA 2-2103. 


Photo Switch Div., 
Corp. of America, 1 Memorial 
Drive, Cambridge 42, Mass. 
Maclvor Electronics Ltd., 248 
Main St., Winnipeg 9, Man. WH 
2-3026. 
Photocircuits 
Ave., 


Electronics 


Corp., 31 Sea Cliff 

Glen Cove, N.Y. GL 4-8000 

& FL 7-8100. 

Photocon Research Prods., 421 

North Atladena Dr., Pasadena, 

Calif. 
Toronto Type Foundry Co. Ltd., 
120 Wellington St. W., Toronto 
1, Ont. EM 6-7991 (Lite-Gage 
only). 

Photovolt Corp., 95 Madison Ave., 

New York 16, N.Y. 
Tecneek Associates, 1405 Bishop 
St., P.O. Box 966, Station “‘B” 
Montreal 25, Que. BE 7874: 
Canadian Research Institute, 46 
St. George St., Toronto 5, Ont. 
WA 3-2455. 

Photron Instrument Co., 6516 De- 

troit Ave., Cleveland 2, O. 
Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX 
3-7011. 


as & Co., Inc., Plainview, 

N.Y. 
Chas. W. Pointon Ltd., 6 Alcina 
Ave., Toronto 10, Ont. LE 
4-7984. 

Pilot Radio Corp., 37-06 36th St., 

Long Island City 1, N.Y. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU. 1-6174. 

G.V. Planer Ltd., 

Sunbury-on Thames, 

land. 2266. 

Plas-Kem Electronics Corp., 100 

W. Alameda, Burbank, Calif. 
Lake Engrg. Co. Ltd., 767 War- 
den Ave., Scarborough, Ont. PL 
7-3253. 

Plastic Capacitors, Inc., 2620 N. 

Clybourn Ave., Chicago 14, IIl. 
Lake Engrg. Co. Ltd., 767 War- 
den Ave., Scarborough, Ont. PL 
7-3253. 


Windmill Rd., 
Middx., Eng- 


Plymouth Rubber, Canton, Mass. 
Paisley Prods. of Canada Ltd., 
P.O. Box 159, Stn. H., Toronto, 
Ont. ‘PL 5-2216-7-8. 

Pneu-trol Inc., 1436 N. Keating 

Ave., Chicago 51, IIL. 

Dycon Ltd., 25 Carson St., To- 
ronto 14, Ont. CL 9-8276 (Ont.). 

Polarad Electronics Corp., 43-20 

34th St., Long Island City, N.Y. 
_ Sales Ltd., Arnprior, Ont. 
400. 


Inc., 2150 Fairmont 
Ave., Reading, Penn. FR 6-7241. 
Polyphase Instrument Co., E. 
Fourth St., Bridgeport, Penna. BR 
9-4660. 
Pomona Electronics Co., Inc., 1126 
West Fifth Ave., Pomona, Calif. 
William Cohen, Ltd., 7000 Park 
Ave., Montreal, Que. CR 2-5719 
(East); Fred H. Haight Co., 3212 
Eastlake Ave., Seattle 2, Wash. 
(B.C.) 
Popper & Sons, Inc., 300 Fourth 
Ave., New York 10, N.Y. 
Charles T. Rodgers, 1134 Avenue 
Rd., Toronto 12, Ont. HU 1- 
1725. 
Potter & Brumfield Inc., 
ton, Ind. 
Aeromotive Engrg. Prods., 5257 
Queen Mary Rd., Montrez al, Que. 
EL 9602 (East); A. T. R. Arm- 
strong Ltd., P.O. Box 38, Station 
Es Toronto 9, Ont. OX 9-4621 
(Central); Charles L. Thompson 
Ltd., 3093 Woodbine Dr., Van- 
couver, B.C. YU 8-2597 (West). 
Potter Instrument Co., Inc., Sun- 
nyside Bivd., Plainview, L.I., N.Y. 
Instronics Ltd., P.O. Box 51, 
11 Spruce St., Stittsville, Ont. 
Hazeldean 56 and 21 Benleigh 
St., Scarborough, Ont. AX 3- 
7806. 
Power 
Mass. 
E. G. Lomas, 227 Laurier Ave. 
W., Ottawa, Ont. CE 2-8504. 


Precise Development Corp., 2 Neil 
Ct., Oceanside, ve 
E. S. Gould Sales Co., 
Nicholas St., Montreal, 
8-5716 (East). 
Precision Apparatus Co., Inc., 
70-31 84th St., Glendale 27, L.L., 
N.Y. 
Atlas Radio 
Wingold Ave., 
RU 1-6174. 
Precision Electronics, Inc., 
King St., Franklin Park, III. 
William Cohen Ltd., 7000 Park 
Ave., Rm. 402, Montreal, Que. 
CR 2-5719. 
Precision Metal Prods. 
Elm St., Stoneham 80, 
6-1999. 
A. Deskin 
Fielding Ave., Que. 


Precision Radiation Instruments, 
Inc., 4223 W. Jefferson Blvd., Los 
Angeles, Calif. 

Canadian Research Institute, 46 

St. George St., Toronto 5, Ont. 

WA 3-2455. 
Precision Tube Co., 
Rd. & Wissahickon 
Wales, Pa. 

J. R. Longstaffe Ltd., 300 Camp- 

bell Ave., Toronto 9, Ont. LE 


7-1251 


Polypenco, 


Prince- 


Sources Inc., Burlington, 


353 St. 
Que. AV 


Corp. Ltd., 50 
Toronto 19, Ont. 


9101 


Co., 41 
Mass. ST 
Sales Co., 6875 
Montreal, 


Church 
North 


Inc., 
Ave., 


Precision Welder & Flexopress 
(Canada) Ltd., 3520 Ibsen Ave., 
Cincinnati, Ohio. 
Upton Bradeen James Ltd., 890 
Yonge St., Toronto 5, Ont. WA 
4-5751. 
Preh Elektrofeinmechanische 
Werke, Bad Neustadt/Saale, W. 
Germany. 
Electrovert Ltd., 
W., Montreal 1, 
1872. 
H. P. Preis Engraving Machine 
Co., 651 U. S. Highway 22, Hill- 
side, N.J. 
Empire Engineering Co., 738 
Dundas St. E., Toronto, Ont. 
EM 4-2928; H. J. G. McLean 
Ltd., 45 Albion St., P.O. Box 


265 Craig St. 
Que. UN 1- 
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Pap/San 


231, Brantford, Ont. PL 3-4221; 
Moore Bros. Machinery Co. 
Ltd., 953 St. James St. W., 
Montreal, Que. UN 6-2741 (East 
Ont. & Que.). 


Premax Prods., Div. of Chisholm- 
Ryder Co., 
land Aves., 
Sta., Niagara Falls, 
186. 


Inc., College & High- 
Drawer F., Bridge 
N.Y. BU 5- 


Premier Metal Products Co., 337 

Manida St., New York 59, N.Y. 
Musimart of Canada Ltd., 901 
Bieury St., Montreal, Que. UN 
1-2856. 

Presto Recording Corp., P.O. Box 

500, Paramus, N.J. 
Instantaneous Recording  Ser- 
vices, 42 Lombard St., Toronto 
1, Ont. EM 3-5767. 

Price Electric Corp., E. Church & 

2nd Sts., Frederick, d. 
Radio Condenser Co. Ltd., 6 
Bermondsey Rd., Toronto, Ont. 
PL 5-2235. 

Primo Sound 

Tokyo, Japan. 
R. Mack & Co. Ltd., 7966 Gran- 
ville St., Vancouver 14, B.C 
KE 6894. 

Proctor Electric Co., Philadelphia, 


Research Inc., 


a. 

R. W. Stark, P.O. Box 185, 32 
Piaunt St., Renfrew, Ont. HE 
2-4358 

Prodelin, Inc., 307 Bergen Ave., 

Kearny, N.J. 

Adams Engrg. Ltd., 1500 St. 
Catherine St. W., Montreal, 
Que. WE 3-6857; also at Ottawa 
& Toronto (Ont. & Que.). 

Ww. G. Pye Co. Ltd., Granta 

Works, Cambridge, England. 

Pye (Canada) Ltd., 82 Northline 
Rd., Toronto, Ont. PL 9-2231; 
Conway Electronic ee 
Reg’d., 1514 Eglinton Aye. 
Toronto 10, Ont. RU 36576 & 
6676. 

Pyramid Electric Co., 1445 Hudson 

Blvd., North Bergen, N.J. 
William Cohen Ltd., 7000 Park 
Ave., Rm. 402, Montreal, Que. 
CR 2-5719; Len Finkler & Co., 
330 Adelaide _ 3. W., Toronto 
2B, Ont. EM 8 

Pyramid iecleteael 

Merrick Rd., 
Atlas Radio 


Corp., 630 
Lynbrook, N.Y. 
Corp. Ltd., 50 
Wingold Ave., Toronto 19, 
Ont. RU 1-6174. 
Pyroferric Co., Inc., 621 E. 
St., New York 67, N.Y. 
Adams Engrg. Ltd., 
Catherine St. W., Montreal 2, 
Que. WE 3-6857 (East of Ot- 
tawa); 1999 Avenue Rd., Toronto 
12, Ont. HU 8-9487 (West of 
Ottawa). 


216th 
1500 St. 


Q 


Quam-Nichols Co., 234 E. Mar- 
quette Rd., Chicago 37, II. 

. T. R. Armstrong Ltd., 700 
Weston Rd., Toronto 9, Ont. 
RO 2-7535 (East). 

Quartz Fibre Prods., Co., os O. Box 
7866, Independence 31, O. 
Quarzkeramik GmbH, 
bei Munchen, Gautinger 
23, Germany. 
The Ahearn & Soper Co., Ltd., 
384 Bank St., Ottawa 4, Ont. 
CE 3-4068. 


allies 
Strasse 


R 


R-J Audio Prods. Inc., 80 Shore 
Rd., Port Washington, N.Y. 
Chas. W. Pointon Ltd., 6 Alcina 
Ave., Toronto 10, Ont. LE 4-° 
7984, 


Racal Engrg. Ltd., 
Bracknell, Berks., 
Instronics Ltd., 
Stittsville, Ont. 
Racon Electric Co., 
Broadway, New York 1, 
4-6258. 
Dominion Sound Equipments 
Ltd., P.O. Box 220, Westmount, 
Montreal, Que. WE 5-5281. 


Western Rd., 


Hazeldean 56. 


Inc., 1261 
N.Y. MU 


1958 





Radiart Corp., 3455 Vega Ave., 

Cleveland, O. 
Chas. W. Pointon Ltd., 6 Alcina 
Ave., LE 4- 
7984. 

Radiation Counter Labs., Inc., 

5122 W. Grove St., Skokie, Ill. 
Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX 
3-7011; Ray Johnston Co., 11009 
Evanston Ave., Seattle 33, Wash. 
EM 2-0956 (B.C.). 

Radiation Inc., P.O. Box 37, Mel- 

bourne, Fla. 
Radionics Ltd., 8230 Mayrand 
St., Montreal, Que. RE 3-3937. 


Radio Corp. of America, New 
York 20, N.Y. and all divisions. 


Toronto 10, Ont. 


RCA Victor Co. Ltd. 1001 
Montreal 30, Que. 


Lenoir St., 
WE 3-7551 
Radio Engrg. Labs., Inc., 36-40 
37th St., Long Island City, N.Y. 
The Ahearn & Soper Co. Ltd., 
384 Bank St., Ottawa, Ont. CE 
3-4068. 
Radio Frequency Co., Inc., 44 
Park St., Medfield, Mass. 
Elder Electronics, 3220 Robert 
St., Burlington, Ont. NE 4-0511 
(Ont. & Que.). 
Radio Frequency Labs., Inc., Test 
& Service Div., Boonton, J. 
Instronics Ltd., P.O. Box 51, 
Stittsville, Ont. Hazeldean 56. 


Radio Heaters Ltd., Eastheath 

Ave., Wokingham, Berks, England. 
Dominion Electrohome Industries 
Ltd., Technical Prods. Div., 140 
Mansion St., Kitchener, Ont. 
SH 3-0271. 

Radio Industries, Inc., 5225 N. 

Ravenswood Ave., Chicago 40, Ill. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Radio Materials Co., Division P.R. 

Mallory & Co. Inc., 3325 N. Cali- 

fornia Ave., Chicago 18, IIL. 
J. R. G. McVity & Co., 51 
Dalewood Rd., Toronto 12, Ont. 
HU 8-9457 (Ont. & Que.). 


Radio Merchandising Sales, Inc., 
eg] Bronxdale, New York 62, 


Associates Reg’d., 
of Wales Ave., 
EL 1475. 


Inc., 240 
N.Y. 
F. W. 


Ben Manis 
5317 Prince 
Montreal 29, Que. 


Radio Receptor Co., 

Wythe Ave., Brooklyn 11, 
General Instrument — 
Sickles of Canada Ltd., 
Weber St. S., P.O. Box 408, 
Waterloo, Ont. SH 4-8101; Chas. 
W. Pointon Ltd., 6 Alcina Ave., 
Toronto 10, Ont. LE 4-7984, 


Radio Specialty Mfg. Co., 

S.E. 6th Ave., Portland 14, Ore. 
RCA Victor Co. Ltd., 1001 
Lenoir St., Montreal 30, Que. 
WE 3-7551. 

Radiometer, 72 Emdrupvei, Copen- 

hagen NV, Denmark. 
Bach-Simpson Ltd., 1255 Brydges 
St., London, Ont. GL 1-9490. 


Radion Corp., 1130 W. 
Ave., Chicago 14, Ill. 
Atlas Radio Corp. Ltd. 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Rahm Instruments Div., U. S. 
Gauge, 65 Rushmore St., West- 
bury, N.Y. 
Brian Engrg. Ltd., 5275 Van 
Horne Ave., Montreal, Que. RE 
7-2800. 
Railway Communications, Inc., 
P.O. Box 67, Raytown, Mo. 
Tele-Radio Systems Ltd., 3534 
Dundas St. W., Toronto 9, Ont. 
RO 2-8224. 
Ram Electronics Corp., 600 In- 
dustrial St., Paramus, De 
E. S. Gould Sales Co., 353 St. 
Nicholas St., Montreal, Que. A 
8-5716 (East). 
Rank Cintel Ltd., Worsley Bridge 
Rd., Lower Sydenham, London 
S.E. 26, England. 
Dawe Instruments Ltd. (Cana- 
dian Div.), 1654 Banks St., Ot- 
tawa, Out. RE 3-1150. 


Rapid Electroplating Process, Inc., 
=" S. Wabash Ave., Chicago 5, 
Il. 


Wisconsin 


2023. 


George M. Fraser Ltd., 
Yonge St., Toronto 7, Ont. 
4-9492. 

George Rattray, Inc., 116-8 Myrtle 

Ave., Richmond Hill, N.Y. 
John Herring & Co. Ltd., 3468 
Dundas St. W., Toronto 9, Ont. 
RO 2-9824. 

Rauland-Borg Corp., 3535 W. 

Addison St., Chicago 18, Ill. 
Atlantic Films & Electronics 
Ltd., 22 Prescott St., St. John’s, 
Nfld. 

Raytheon Mfg. Co., 100 River St., 

Waltham, Mass. 
S & T Sales Ltd., 120 E. Cor- 
dova St., Vancouver 4, B.C. MU 
4-4131. 

The Record Electrical Co. Ltd., 

Broadheath, Altrincham, Cheshire, 

England. 
Evershed & Vignoles (Canada) 
Ltd., 2781 Dufferin St., Toronto 
19, Ont. RU 7-4281 

Redifon (England) Ltd., Broomhill 

Rd., London S.W. 18, England. 
Redifon Canada, 6301 Park 
Ave., Montreal 8, Que. CR 1- 
6163 

Reeves Equipment Corp., 10 E. 

52nd St., New York 22, N.Y. 
Engineered Sound Systems Ltd., 
169 Kipling Ave. S., Toronto 
18, Ont. BE 3-2155; Canadian 
Electronics Ltd., 109 St. & 107 
Ave., Edmonton, Alta. 4645. 

Reeves Instrument Corp., 215 E. 

& 9ist St., New York 28, N.Y. 
Computing Devices of Canada 
Ltd., P.O. Box 508, Ottawa 4, 
Ont. PA 8-1761. 

Reeves Soundcraft Corp., 10 E. 

52nd St., New York 22, N.Y. 
A. T. R. Armstrong Ltd., 700 
Weston Rd., Toronto 9, Ont. 
(East); Ron Merritt Co., 229 
Rogers Bldg., 470 Granville St., 
Vancouver 2, B.C. MU 1-3367 
(West). 

Reflectone Corp., Post Rd., Stam- 

ford, Conn. 
Mel Sales Ltd., Ont. 
400. 


1554 
WA 


Arnprior, 
Rego Insulated Wire Corp., Ho- 
boken, N.J. 
Audio Vox Intercom Inc., 4510 
De Laroche, Montreal, Que. LA 
1-3188. 
Rek-O-Kut Co., 38-19 
Corona 68, N.Y. 
Atlas Radio Corp. Ltd., 50 
eee Ave., Toronto 19, Ont. 
RU 1-6174. 
Relay Sales, Inc., P.O. Box 186-U, 
West Chicago, Ill. WE 1100. 
Reliance (Cords & Cables) Ltd., 
Staffa Rd., Leyton, London, E.10, 
England. 
The Glendon Co. Ltd., 44 Wel- 
lington St. E., Toronto, Ont. 
EM 6-5673. 
Reon Resistor Corp., 
Ave., Yonkers, » 
Precision Electronic Components 
(1956) Ltd., 50 Wingold Ave., 
Toronto 19, Ont. RU 1-6174. 
Reproducers & Amplifiers Ltd., 
Wolverhampton, England. 
Astral Electric Co. Ltd, 44 
Danforth Rd., Toronto 13, Ont. 
OX 1-1131. 
Resin Industries Div., 
Chemicals, Santa Barbara, 
and N. Andover, Mass. 
Paisley Prods. of Canada Ltd., 
P.O. Box 159, Stn. H., Toronto 
PL 5-2216-7-8. 
Landshut Bay, W. 


108th St., 


117 Stanley 


Borden 
Calif. 


Resista, Ger- 
many. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 6- 
7367, also at Ottawa & Toronto. 
Resistance Prods. Co., 914 S. 13th 
St., Harrisburg, Pa. 
Canadian Curtiss-Wright Ltd., 
1980 Sherbrooke St. W., Mont- 
real, Que. WE 7-6117. 
Resistor Wholesalers Corp., 71 
Murray St., New York, N.Y. 
R. C. Kahnert Sales Co. Ltd., 
73 Crockford Blvd., Scarbor- 
ough, Ont. PL 7-5171. 


Reslo Sound Ltd., 
sex, England. 
J. B. Smyth Electronic Com- 
ponents, 380 Craig St. W., Mont- 
real, Que. AV 8-6281. 


Romford, Es- 


CANADIAN ELECTRONICS ENGINEERING JUNE 1958 


Retico, Inc., 963 Freylinghuysen 
Ave., Newark 12, NJ. BI 3-8738. 
Revere Corp. of America, Walling- 
ford, Conn. 
Delta Aircraft Equipment Co., 
1798A Avenue Rd., Toronto 12, 
Ont. RU 3-7372. 
Rheem Mfg. Co., Electronics Div., 
7777 Industry Ave., Rivera, Calif. 
Rhein Sound Systems, New Haven, 
Conn. 
R. C. Kahnert Sales Co. Ltd., 
73 Crockford Bilvd., Scarbor- 
ough, Ont. PL 7-5171 (East). 
M. H. Rhodes, Inc., 30 Bartholo- 
mew Ave., Hartford 6, Conn. 
Sperry Gyroscope (Ottawa) Ltd., 
3 Hamilton Ave., P.O. Box 90, 
Ottawa, Ont. PA 8-4681. 
Ribet-Desjardins, 13 Rue Perier, 
Montrouge (Seine), France. ALC 
24.40. 


Richards Electrocraft, Inc., 4432 
N. Kedzie Ave., Chicago 25, II. 
. C. Kahnert Sales Co., 
Crockford Blvd., Scarborough, 

Ont. PL 7-5171 (East). 

John F. Rider Publisher, Inc., 116 

W. 14th St., New York, N.Y. 
Chas. W. Pointon Ltd., 6 Alcina 
Ave., Toronto 10, Ont. LE 4- 
7984. 

Riehle Testing Machines, Div. 

American Machine & Metals, E. 

Moline, Il. 

A. C. Wickman Ltd., 1425 
Queensway, Toronto 14, Ont. 
CL 9-2311. 

Robert Rigby Ltd., London, Eng- 

land. 

Caldwell A/V Equipment Co. 
Ltd., 447 Jarvis St., Toronto, 
Ont. WA 2-2103. 

Rinco, Inc., 7962 S.E. Powell 

Blvd., Portland 6, Ore. 

Beechey Enterprises, 290 Law- 
rence Ave. W., Toronto 12, Ont. 
RU 7-3861. 

Ripley Co., Inc., 1 Factory St., 

Middletown, Conn. 

John Herring & Co. Ltd., 3468 
Dundas St. W., Toronto 9, Ont. 
RO 2-9824. 

Rivlin Instruments Ltd., 

Rd., Yorktown Industrial Estate, 

Camberley, Surrey, England. 2507. 

Roanwell Corp., 662 Pacific St., 

Brooklyn 17, N.Y. 

Samuel C. Hooker (Canada) 
Ltd., 2425 Grand Blvd., Mont- 
real, Que. HU 8-8321 and 4126 
Bathurst St., Toronto, Ont. ME 
5-1470. 

Robertshaw-Fulton Controls Co., 
Instrument Div., Anaheim, Calif. 
Keith Mercer Co. Ltd., 5165 
Sherbrooke St. W., Montreal, 
Que. DE 8411 and P.O. Box 
Station K, 876 Eglinton Ave. 
E., Toronto, Ont. HU 8-5831 
(Ont. & East). 

Robins Industries Corp., 36-27 

Prince St., Flushing 54, N.Y. 
Atlas Radio Corp. Ltd, 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Robinson Aviation, Inc., Teter- 

boro Air Terminal, Teterboro, N.J. 
Aviation Electric Ltd., P.O. Box 
6102, Montreal, Que. RI 4-2811. 

Robot Berning & Co., Aachener 

Strasse 21, Dusseldorf, W. Ger- 

many. 

Canadian Applied Research Ltd., 
1500 O’Connor Dr., Toronto 16, 
Ont. PL 9-2241. 

S.A. Rochar Electronique, 51 ruc 

Racine, Montrouge (Seine), 

France. ALE 00.03 & 00.07. 

Rogan Bros., 8031 N. Monticello, 

Skokie, Ill. OR 5-1233. 

Rohde & Schwarz, Muenchen 9, 

Tassiloplatz 7, Germany. 

The Ahearn & Soper Co. Ltd., 
384 Bank St., Ottawa, Ont. CE 
068. 


Doman 


Rohn Mfg. Co., 116 Limestone, 
Bellevue, Peoria 5, 
Eric Jeanes, 333 Home St., Win- 
nipeg 10, Man. SU 3-5442 (Port 
Arthur West, except B.C.). 
Rola-Celestion Ltd., Ferry Works, 
Thames Ditton, Surrey, England. 
Charles W. Pointon Ltd., 6 Al- 
cina Ave., Toronto 10, Ont. LE 
4-7984. 


Roller-Smith Instruments Inc., 50 

Ave. L., Newark 1, J. 

John S. Plewes Co., $2 Hum- 
bercrest Blvd., Toronto 9, Ont. 
RO 9-2051 

Ronette Acoustical Corp., 190 

Earle Ave., Lynbrook, N.Y. 
Audio Tool & Engrg. Ltd., 32 
River St., Toronto, Ont. EM 
2-3781. 

Rosenthal-Isolatoren GmbH, Selb/ 

Bayern, Wilhelmstr. 14, W. Ger- 

many. 

German-Canadian Import Co., 
3490 Olivar Asselin St., Mont- 
real 9, Que. RI 4-6627. 

Roto Mfg. Co., Xenia, O. 
Alliance Motors, Div. of the 
Easy Washing Machine Co., 
Schell Ave., Toronto 10, Ont. 
RU 3-6124. 

Rotroun Mfg. Co., 7-9 Schoonmaker 

Lane, Woodstock, N.Y. 

The Hoover Co, Ltd., Gage & 
Barton Sts., Hamilton, Ont. LI 
$-1151. 

Royal Electric Corp., 95 

Ave., Pawtucket, R.1. 
William Cohen Ltd., 7000 Park 
Ave., Rm. 402, Montreal, Que. 
CR 2-5719. 

Arthur C. Ruge, Inc., 733 Concord 

Ave., Cambridge, Mass. 
Electromechanical Prods., 
ham Rd., Agincourt, 
3-7011. 

Rutherford Electronics Co., 3707 

S. Robertson Bivd., Culver City, 

Calif. 

Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 6- 
7367, also at Ottawa & Toronto. 


S 


S & A Electronics, 

St., Toledo, O. 
Norris Burgess, 418 Mt. Pleasant 
Rd., Toronto 7, Ont. HU 9-1854, 


S.A.F.T. Accumulateurs, Route 
Nationale, Romainville (Seine), 
France. 

Ward Leonard of Canada Ltd., 
1070 Birchmount Rd., Box 70, 
O'Connor P.O., Toronto 
Ont. PL 17-4131. 

Saia S.A., Morat, Switzerland. 
The J. W. Ellis Industries, 42 
Lombard St., Toronto, Ont. EM 

1434, 


Grand 


Mark- 
Ont. AX 


1025 Nevada 


Sage Electronics Corp., 302 N. 

Goodman St., Rochester 7, N.Y. 
Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX 
3-7011. 


Howard W. Sams & Co., Inc., 
my E. 46th St., Indianapolis 5, 
nd. 
A. C. Simmonds & Sons Ltd., 
100 Merton St., Toronto, Ont. 
HU 5-9111. 


San Fernando Electric Mfg. Co., 
1509 First St., San Fernando, 
Calif. 
E. S. Gould Sales Co., 353 St. 
Nicholas St., Montreal, Que. AV 
8-5716. 
Sanborn Co., 
Waltham, Mass. 
R-O-R_ Associates Ltd., 1470 
Don Mills Rd., Don Mills, Ont. 
HI 4-4429 (East); ARVA, 229 
Rogers Bidg., 470 Granville St., 
Vancouver 2, B MU 1-3367 
(West); X-Ray & Radium Indus- 
tries Ltd., 261 Davenport Rd., 
Toronto, Ont. WA 3-0908. 
Sanders Associates, Inc., 137 Canal 
St., Nashua, -H. 
Mel Sales Ltd., Ont. 
400. 


175 Wyman St., 


Arnprior, 


W. H. Sanders (Electronics) Ltd., 
Gunnels Wood Rd., Stevenage, 
Herts., England. 

Cossor (Canada) Ltd., 301 
Windsor St., Halifax, N.S. 4- 
6487, also at Montreal & To- 
ronto; Prince & Roberts, 61 
Charles St. W., Toronto, Ont. 
WA 1-5871. 

Sangamo Electric Co., P.O. Box 
7, Marion, Il. 

P. J. Heenan Ltd., 804 Mt. 
Pleasant Rd., Toronto 12, Ont. 
HU 1-2291 (Bast); R Cc. 
Kahnert Sales Co. Ltd., 73 
Crockford Blvd., Scarborough, 
Ont. PL 7-5171 (East). 
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U. S., U. K. and Other Manufacturers 


Sanwa Electric Instrument Works 

Ltd., Tokyo, Japan. 
R. Mack & Co. Ltd., 7966 
Granville St., Vancouver 14, 
B.C. KE 6894. 

E. H. Sargent & Co., 4647 W. 

Foster Ave., Chicago, IIl. 
Tecneek Associates, 1405 Bishop 
St., P.O. Box 966, Station “B”’, 
Montreal 25, Que. BE 7874. 

Sarkes Tarzian, Inc., 415 College 

Ave., Bloomington, Ind. 
Philco Corp. of Canada Ltd., 
Don Mills Rd., Don Mills, Ont. 
HI 4-2541. 

Sarkes Tarzian, Inc., 

Div., Bloomington, Ind. 
A. T. R. Armstrong Ltd., 700 
Weston Rd., Toronto 9, Ont. 
RO 2-7535 (East). 

Savage & Parsons Ltd., Watford 

By-Pass, Watford, Herts., Eng- 

land. 6071. 

Saxton Prods., Inc., Wire & Cable 

Div., 1661 Boone Ave., New York 

60, N.Y. WY 1-0120. 

Scala Radio Co., 2814 19th St., 
San Francisco 10, Calif. 
Jerrold Electronics 
Lid., 50 Wingold Ave., 
19, Ont. RU 1-6174. 
Scanwire, Copenhagen, Denmark. 
J. B. Smyth Electronic Compon- 
ents, 380 Craig St. W., Mont- 

real, Que. AV 8-6281. 
Schaevitz Engrg., Crescent Blvd. 
at Drexel Ave., P.O. Box 505, 
Camden, N.J. 

Electromechanical Prods., Mark- 

ham Rd., Agincourt, Ont. AX 

3-7011. 

Schauer Mfg. Corp., 4500 Alpine 
Ave., Cincinnati 42, O. 

Pitt Distributing Co. Ltd., 80 

George St., Toronto 2, Ont. EM 

4-8268. 


Schenectady Varnish, Schenectady, 
N.Y. 


Rectifier 


(Canada) 
Toronto 


of Canada Ltd., 


Paisley Prods. 
Toronto, 


P.O. Box 159, Stn. H., 
Ont. PL 5-2216-7-8. 
Schlumberger Well Surveying 
Corp., Ridgefield Instrumentation 
Div., P.O. Box 550, Ridgefield, 

Conn, 
Scientific Supplies Co., 2625 
Skeena St., Vancouver 12, B.C. 
HE 3-0521 (Alta. & B.C.). 

Schomandi K. G., Muenchen, 6-8 

Belfortstr., Germany. 

Instronics Ltd., P.O. Box 51, 
Stittsville, Ont. Hazeldean 56. 

Science Electronics, Imc., 195 

Massachusetts Ave., Cambridge 39, 

Mass. 

Stark Electronic Sales Co., Ajax, 
Ont. 125 

H. H. Scott, Inc., 385 Putnam 

Ave., Cambridge 39, Mass. 

Ray Johnston Co., 11009 Evan- 
ston Ave., Seattle 33, Wash. 
EM 2-0956 (B.C.); Tecneek As- 
sociates, 1405 Bishop St., P.O. 
Box 966, Station “‘B’’, Montreal 
25, Que. BE 7874. 

Sealectro Corp., 610 Fayette Ave., 

Mamaroneck, N. 

M. J. Howard & Co., 1206 Bank 
St., Ottawa, Ont. CE 5-9931. 

Sealtron Corp., Reading Rd. at 

Amity, Cincinnati 15, O. 
Johnson Matthey & Mallory 
Ltd., 110 Industry St., Toronto 
15, Ont. RO 2-7201. 

Sensitive Research Instrument 

Corp., 310 Main St., New 

Rochelle, N.Y. 

Arva, 229 Rogers Bidg., 470 
Granville St., Vancouver 2, B.C. 
MU 1-3367 (West); Mel Sales 
Ltd., Arnprior, Ont. 400 (East). 

Sequoia Wire Corp., 2201 Bay 

Rd., Redwood City, Calif. 

J. J. MacQuarrie, 46 St. George 
St., Toronto, Ont. WA 3-2455. 

Serdex, Inc., 12 Bowdoin Sq., 

Boston 14, Mass. CA 17-7160. 

Service Recorder Co., 1013 Rock- 

well Ave., Cleveland, O. 
Canadian Charts & Supplies 
Ltd., P.O. Box 34, Oakville, 
Ont. VI 5-4204 & Toronto EM 


Antoine St., 
UN 6-1152. 

20-20 
Hyde 


Ont. 


6-7182; 1124 St. 


Montreal 3, Que. 
Servo Corp. 
Jericho 
Park, & A 
Mel Sales Ltd., Arnprior, 
400. 


of America, 


Turnpike, New 


Mechatrol 
Westbury, 


Servomechanisms, Inc., 
Div., 625 Main St., 
ame 
Servomechanisms (Canada) Ltd., 
Rexdale Blvd. & Kipling Ave., 
Toronto 15, Ont. CH 4-5376. 
Servomechanisms, Inc., Special 
Prods. Div., El Segundo, Calif. 
Servomechanisms (Canada) Ltd., 
Rexdale Blvd. & Kipling Ave., 
Toronto 15, Ont. CH 4-5376. 
Servomechanisms, Inc., Subsys- 
tems Div., 12500 Aviation Blvd., 
Hawthorne, Calif. 
Servomechanisms (Canada) Ltd., 
Rexdale Blvd. & Kipling Ave., 
Toronto 15, Ont. CH 4-5376. 
Servomex Controls Ltd., Crow- 
borough, Sussex, England. 1247. 
Servonics, Inc., 822 N. Henry St., 
Alexandria, Va. 
Philips Electronics Industries 
Ltd., 116 Vanderhoof Ave., To- 
ronto 17, Ont. HU 5-8621. 
Shakeproof Div., Illinois Tool 
Works, St. Charles Rd., Elgin, II. 
Shakeproof/Fastex Div., Canada 
Illinois Tools Ltd., 67 Scarsdale 
Rd., Don Mills, Ont. HI 4-8427. 
Shallcross Mfg. Co., Jackson Ave., 
Collingdale, Pa. 
John Herring & Co. Ltd., 3468 
Dundas St. W., Toronto 9, Ont. 
RO 2-9824. 
W. S. Shamban & Co., 11617 W. 
Jefferson Blvd., Culver City, Calif. 
Abercorn Aero, Ltd., 7435 Ches- 
ter Ave., Montreal 29, Que. HU 
9-4978 (Canada except B.C.); 
Spencer Aircraft Co., 8410 
Dallas Ave., Seattle, Wash. PA 
3-0911 (B.C.). 
Shardiow Micrometers Ltd., 350 
Petre St., Sheffield 4, Yorks., 
England. 386951. 


Sheffield Corp., 721 Springfield St., 

Dayton 1, 
A. C. Wickman Ltd., 1425 
Queensway, Toronto 14, Ont. CL 
9-2311. 

Shielding, Inc., 

Riverton, N.J. 
Stark Electronic 
Ont. 125. 

Shure Bros., Inc., 

Ave., Evanston, IIl. 
C. M. Robinson Co., 1550 Erin 
St., Winnipeg 3, Man. SP 4- 
1855-6 (Lakehead West); A. C. 
Simmonds & Sons Ltd., 100 
Merton St., Toronto, Ont. HU 
5-9111 (East). 

Shurite Meters, 35 Hamilton St., 

New Haven 8, Conn. 
R. C. Kahnert Sales Co. Ltd., 
73 Crockford Bilvd., Scarbor- 
ough, Ont. PL 7-5171 (East). 


Carl W. Shutter Mfg. Corp., 80 
E. Montavk Hwy., Lindenhurst, 
N.Y. 


N. Read Ave., 


Sales, Ajax, 


240 Hartrey 


Samuel C. Hooker (Canada) 
Ltd., 2425 Grand Blvd., Mont- 
real, Que. HU 8-8321 and 4126 
Bathurst St., Toronto, Ont. ME 
5-1470. 

F. W. Sickles Div., General In- 
Strument Corp., 165 Front St., 
Chicopee, Mass. 

General Instrument — F. W. 
Sickles of Canada Ltd., 151 
Weber St. S., P.O. Box 408, 
Waterloo, Ont. SH 4-8101. 


Siemens Edison Swan Ltd... 155 
Charing Cross Rd., London W.C. 


2, England. 
R. Mack & Co. Ltd., 1706 
W. 66th Ave., Vancouver 14, 
B.C. KE 6894. 
Siemens & Halske A.G., Berlin, 
Braunschweig, Karlsruhe and 
Muenchen, Germany. 


Ottawa, Ont. CE 
3-4068; Viditon Corp. Ltd., 384 
Bank St., Ottawa, Ont. CE 6 


Notre 
Que. 


rectifiers 


9441; 
Dame St. 
UN 6-7367 
only). 
Siemens-Schuckertwerke A. G., 
Erlangen, Berlin, Nuernberg, Bad 
Neustadt/Saale, Amberg; Muehl- 
heim/Ruhr, Germany. 

The Ahearn & Soper Co. Ltd., 
384 Bank St., Ottawa, Ont. CE 
3-4068. 

Sierra Electronic Corp., 3885 
Bohannon Dr., Menlo Park, Calif. 
Atlas Instrument Corp., Ltd., 
50 Wingold Ave., Toronto 19, 
Ont. RU 1-6174. 
Sifam Electrical Instrument Co. 
Ltd., Leigh Court, Higher Lin- 
combe Rd., Torquay, Devon, 


England. 
Mechron’ Engineering Prods., 
Ltd., 2437 Kaladar Ave., Ot- 
tawa 1, Ont. RE 3-3855. 

Sigma Instruments, Inc., 178 

Pearl St., S. Braintree 85, Mass. 
Samuel C. Hooker (Canada) 
Ltd., 2425 Grand Blvd., Mont- 
real, Que. HU 8-8321 and 4126 
Bathurst St., Toronto, Ont. ME 
5-1470. 

Silicone Seals, Imc., 3125 Méil- 

waukee Ave., Chicago 18, IIL. 
Alec W. Andrews & Associates, 
1239 Tecumseh Pk., Pt. Credit, 
Ont. CR 8-3478. 

Simmonds Aerocessories Inc., 105 

White Plains Rd., Tarrytown, N.Y. 
Simmonds Aerocessories of 
Canada Ltd., 637 Parkdale Ave., 
N. Hamilton, Ont. LI 9-1381. 

Simmons ___ Fastener —— N. 

Broadway, Albany 1, N.Y 
Aviquipo of Canada Ltd., 636 
St. Paul St. W., Montreal a 
Que. UN 6-4067 and 109 Eglin- 
ton Ave. E., Toronto, Ont. HU 
3-1211 (East). 

Mark Simpson Mfg. Co., Inc., 32- 

vy St., Long Island City 3, 


Emerson Sales Ltd., 154 Alex- 
ander St., Vancouver 4, B.C. 
MU 1-6418 (West); William M. 
Hummel, 150 Pinewood Trail, 
Port Credit, Ont. CR 8-7666 
(East). 


Sinclair-Collins Valve Co., 454 
Morgan Ave., Akron 11, O. 
Dycon Ltd., 25 Carson St., To- 
ronto 14, Ont. CL 9-8276 (Ont.). 
Sioux Radio Products., 100 Doug- 
las Ave., Yankton, S. Dak 3507. 
Skinner Electric Valve Div., 95 
Edgewood Ave., New Britain, 
Conn. 
Dycon Ltd., 25 Carson St., To- 
ronto 14, Ont. CL 9-8276 (Ont.). 
Slaughter Co., Box 606, Piqua, O. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 6- 
7376, also at Ottawa and To- 
ronto. 
Slip Ring Co. of America, 3612 
W. Jefferson Blvd., Los Angeles, 
Calif. 
E. S. Gould Sales Co., 353 St. 
Nicholas St., Montreal, Que. AV 
8-5716. 
Slug Bit Supply Co., 9745-A Hines 
Bivd., Dallas 25, Texas. 
=. 3 3 McVity & Co., 51 
Dalewood Rd., Toronto 12 ‘Ont. 
HU 8-9457 (Ont. and Que.) 
Herman H. Smith, Inc., 2326 Nos- 
trand Ave., Brooklyn 10, N.Y. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Smith Hobson Ltd., Hersham Stn., 
Walton-on-Thames, Surrey, Eng- 
land. 
The J. W. Ellis Industries, 42 
Lombard St., Toronto, Ont. EM 
6-1434, 
Societe de L’Electronique Fran- 
caise, 68 Blvd. Voltaire, Asnieres, 
France. GRE 73-41. 
Sodeco, Societe des Compteurs de 
Geneve, Grand Pre 70, Geneva 16, 
Switzerland. 
The J. W. Ellis Industries, 42 
Lombard St., Toronto, Ont. EM 
6-1434, 


Electrodesign, 736 
W., Montreal, 
” (Small 
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Sola Electric Co., 4633 W. 16th 

St., Chicago 50, Ill. 
Sola Electric (Canada) Ltd., 24 
Canmotor Ave., Toronto 20, 
Ont. CL 1-1147; Canadian Elec- 
tronics Ltd., 109 St. 107 Ave., 
Edmonton 1, Alta. 4645. 


Solar Mfg. Corp., 4553 Seville 

Ave., Los Angeles 58, Calif. 
William M. Hummel, 150 Pine- 
wood Trail, Port Credit, Ont. 
CR 8-7666 (East). 


The Solartron Electronic Group 
Ltd., Thames Ditton, Surrey, Eng- 
land. 
Computing Devices of Canada 
Ltd., P.O. Box 508, Ottawa 4, 
Ont. PA 8-1761. 


Solus Electronic Tubes Ltd., 15-18 
Clipstone St., London, W.1, Eng- 
land. MUS 3121. 
Sonic Engrg. Corp., 
Conn. 
Canadian 
George St., 
2-6484. 
Sonotone Corp., Saw Mill, River 
Rd., P.O. Box 200, Elmsford, N.Y. 
United Aviation Electronics Ltd., 
169 Yonge St., Toronto, Ont. 
EM 4-9886. 


Sonotone Corp., Electronic Appli- 

cations Div., Elmsford, N.Y. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Sorensen & Co. Inc., 

Ave., S. Norwalk, Conn. 
Bayly Engrg. Ltd., Hunt St., 
Ajax, Ont. EM 2-3741 and 48 
Sparks St., Ottawa, Ont. CE 
2-9821. 

Sound-Craft Systems, 661 

ester Rd., Pittsburgh 2, Pa. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Soundolier, Inc., 

St. Louis, Mo. 
R. C. Kahneft Sales Co., Ltd., 
73 Crockford Blvd., Scarbor- 
ough, Ont. PL 7-5171 (East). 


The SoundScriber Corp., 6 Middle- 
town Ave., North Haven, Conn. 

Representatives in principal cities 
across Canada. 


Southco Div., South Chester Corp., 

Chester, Pa. 
A. T. R. Armstrong Co., Weston 
Rd., Toronto 9, Ont. RO 2-7535 
(Lion Fasteners: Ont. and Que.); 
Black Bros. Ltd., 1200 Hornby 
St., Vancouver 1, B.C. MU 3- 
5581 (B.C.); Metal & Wood Fast- 
ening Devices Co., 60 Lakeshore 
Dr., Valois, Montreal 33, Que. 
OX 5-4582 (Rivets & Southco 
Fasteners: Ont. and Que.). 


Southern Electronics Corp., 150 

W. Cypress Ave., Burbank, Calif. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 6- 
7376, also at Ottawa and To- 
ronto. 

Southern Instruments Ltd., Frim- 

ley Rd., Camberley, Surrey, Eng- 

. 2230. 

Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 6 
7367, also at Ottawa and To- 
ronto. 

Southwestern Industrial Electronics 

Co., 2831 Post Oak Rd., P.O. Box 

13058, Houston 19, Tex. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 6- 
7367 (East); 
Hawthorne Electronics, 700 S.E. 
Hawthorne Blvd., Portland, Ore. 
(B. C.); 
Southwestern Industrial Elec- 
tronics, 434 7th Ave. E., Calgary, 
Alta. AM 9-6931 (Midwest). 


Sparta Mfg. Co., Div. of U.S. 
Ceramic Tile Co., Dover, O. 
DO 4-2380. 
Spaulding Fibre Co., 310 Wheeler 
St., Tonawanda, N.Y. 
Spaulding Fibre of Canada Ltd., 
70 Coronet Rd., Toronto 18, 
Ont. BE 3-2151. 


Stamford, 


46 St. 
WA 


Sonic Co., 
Toronto 5, Ont. 


Richards 


Roch- 


P.O. Box 3848, 
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Specialty Engrg. & Electronics Co. 
Ltd., Brooklyn 38, N.Y. 
The Ahearn & Soper Co. Ltd., 
384 Bank St., Ottawa, Ont. 
CE 3-4068. 
Spectrol Electronics Corp., 1704 
S. Del Mar Ave., San Gabriel, 
Calif. 
E. E. Whittaker, P.O. _ 3255, 
Arnprior, Ont. PH 1318. 
Speer Resistor Div., Speer Carbon 
Co., St. Marys, Pa. 
Samuel C. Hooker (Canada) 
Ltd., 2425 Grand Blvd., Mont- 
real, Que. HU 8-8321 and 4126 
Bathurst St., Toronto, Ont. 
ME 5-1470. 
Spencer Aircraft Co., 8410 Dallas 
Ave., Seattle, Wash. PA 3-0911. 
Sphere Co., Inc., 25 Amity St., 
Little Falls, N.J. 
A. R. Armstrong Ltd., 700 
Weston Rd., Toronto 9, Ont. 
RO 2-7535 (East). 


James S. Spivey, Inc., 4908 Hamp- 
den Lane, Washington 14, D.C. 
Domac Technical Sales Ltd., 
1950 Bank St., Ottawa, Ont. 
RE 3-3390. 
Sprague International Ltd., 125 
Marshall St., P.O. Box 73, North 
Adams, Mass. 
Sales to manufacturers: 
Micarta Fabricators Ltd., 18 
Toronto St., Toronto, Ont. 
EM 8-4251; 
Sales to distributors: , 
C. M. Robinson Co., 1550 Erin 
St., Winnipeg 3, Man. SP 4- 
1855-6 (Lakehead West) and 
John R. Tilton Ltd., 51 McCor- 
mack St., Toronto 9, Ont. 
RO 9-1129 (East). 


Stability Radio Components Ltd., 
Raven Rd., South Woodford, Lon- 
don E.18, England. 
J. B. Smyth Electronic Com- 
380 Craig St. W., 
Que. AV 8-6281. 


Third St., North 


ponents, 
Montreal, 


Stainless, 

Wales, Pa. 
Walcan Ltd., 
Ottawa, Ont. 

Stancil-Hoffman Corp., 921 N. 

Highland Ave., Hollywood, Calif. 
Caldwell A/V Equipment Co. 
Ltd., 447 Jarvis St., Toronto, 
Ont. WA 2-2103. 

Standard Crystal Co., 1714 Locust 

St., Kansas City, Mo. 
Delta Aircraft Equipment Co., 
1798A Avenue Rd., Toronto 12, 
Ont. RU 3-7372. 

Standard Electric Time Co., 89 

Logan St., Springfield, Ill. 
Standard Electric Time Co. of 
Canada Ltd., 726 St. Felix St., 
Montreal, Que. UN 6-2811 and 
58 St. Clair Ave. E., Toronto, 
Ont. WA 1-9243. 

Standard Instrument Corp., 657 

Broadway, New York 12, N.Y. 
General Communications Ltd., 
980 O’Connor Dr., Toronto 16, 
Ont. PL 5-0771. 


Stanton Instrumenis Ltd., 119 Ox- 
ford St., London W.1, England. 
Pye (Canada) Ltd., 82 Northline 
Rd., Toronto 16, Ont. PL 9-2231. 
The Staplex Co., 777 Fifth Ave., 
Brooklyn 32, N.Y. South 8-2335. 
The States Co., 19 New Park Ave., 
Hartford 6, Conn. 
Filer Smith Co. Ltd., 503 Con- 
federation Life Bldg., Winnipeg 
2, Man. WH 2-3875 (Sask. & 
Man.); 
Irving Smith Ltd., 2095 Madison 
Ave., Montreal 28, Que. DE 
1153 (Ont. & Que). 
Statham Labs., Inc., 12401 W. 
Olympic Blvd., Los Angeles, Calif. 
John Herring & Co. Ltd., 3468 
Dundas St. W., Toronto 9, Ont. 
RO 2-9824; 
The Staver Co., Inc., P.O. Box 
uy 41-51 N. Saxon Ave., Bay 


Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 


Steatit-Magnesia A.G., Porz am 
Rhein bei Koln, Kaiserstrasse 23, 
W. Germany. 

Arnhold Ceramics, Inc., 

57th St., New York 22, NY. 

LE 1-2453. 


Inc., 


140 Wellington St., 
CE 6-2042. 


Steatite Insulations Ltd., 25 Somer- 
set Rd., Edgbaston, Birmingham 
15, England. EDG 5381/2. 
Sterling Mfg. Co., 7201 Wentworth 
Ave., Cleveland 2, O 
A. C. Simmonds & Sons Ltd., 
100 Merton St., Toronto, Ont. 
HU 5-9111. 


Stevens-Arnold Inc., 7 Elkins St., 
South Boston 27, Mass. 

John Herring & Co. Ltd., 3468 

Dundas St. W., Toronto 9, Ont. 

RO 2-9824. 

Stevens Mfg. Co., Inc., P.O. Box 
1007, Mansfield, O. 

Mr. R. W. Stark, P.O. Box 514, 

44 Renfrew St. W., Renfrew, 

Ont. HE 2-4358 (Ont. & Que.). 
Geo. Stevens Mfg. Co., Inc., 6022 
N. Rogers Ave., Chicago 30, IIl. 

Alec W. Andrews & Associates, 

1239 Tecumseh Pk., Pt. Credit, 

Ont. CR 8-3478. 

Stever-Locke Specialties, Inc., N. 
Main St., Honeoye Falls, N.Y. 

John S. Plewes Co., 52 Humber- 

crest Blvd., Toronto 9, Ont. 

RO 9-2051. 

D. M. Steward Mfg. Co., E. 36th 
St., P.O. Box 510, Chattanooga, 
Tenn. 

The Glendon Co. Ltd., 44 Wel- 

lington St. E., Toronto 1, Ont. 

EM 6-5673. 

Stratton & Co. Ltd., Eddystone 
Works, Alvechurch Rd., West 
Heath, Birmingham 31, England. 
PRI 2231/4. 

Astral Electric Co. Ltd., 44 

Danforth Rd., Toronto 13, Ont. 

OX 1-1131. 

Stromberg Carlson Co., Div. of 
General Dynamics Corp., 100 
Carlson Rd., Rochester 3, N.Y. 

Hackbusch Electronics Ltd., 23 

Primrose Ave., Toronto 4, Ont. 

LE 1-2453. 
Stromberg Time Corp., 
St., Thomaston, Conn. 

Automatic Electric Sales (Can- 

ada) Ltd., 185 Bartley Dr., 

Toronto 16, Ont. PL 7-2861. 
Struthers-Dunn Inc., Lambs Rd., 
Pitman, N.J. 

J. R. Longstaffe Co. Ltd., 300 

Campbell Ave., Toronto 9, Ont. 

LE 7-1251. 

Suflex Ltd., London, England. 

J. B. Smyth Electronic Com- 
380 Craig St. W., 
Que. AV 8-6281. 
33-40 57th St., 


135 Main 


ponents, 
Montreal, 
Suflex Corp., 
Woodside, N.Y. 
Andrew Gilchrist Ltd., 155 De- 
carie Blvd., P.O. Box 99, St. 
Laurent, Que. RI 4-5596. 


A. R. Sugden & Co. Ltd., Well 
Green Lane, Brighouse, Yorks., 
England. 
Astral Electric Co. Ltd., 44 
Danforth Rd., Toronto 13, Ont. 
OX 1-1131. 
H. W. Sullivan Ltd., 72 
London S.E. 15, England. 
The Ahearn & Soper Co. Ltd., 
384 Bank St., Ottawa, Ont. 
CE 3-4068. 
Superex Electronics Corp., 4-6 
Radford Pl., Yonkers, N.Y. 
Wm. Cohen, Ltd., 7000 Park 
Ave., Rm. 402, Montreal, Que. 
CR 2-5719 (Canada except B.C.). 


The Superior Electric Co., 8000 
Bradley Ave., Bristol, Conn. 
The American Superior Electric 
Co. Ltd., 482-b Egiinton Ave. 
W., Toronto 12, Ont. HU 9-3144. 


Suzuki Denki, Tokyo, Japan. 
J. B. Smyth Electronic Com- 
380 Craig St. W., 
Montreal, Que. AV 8-6281. 


Switchcraft, Inc., 5555 N. Elston 

Ave., Chicago 30, Ill. 
Atlas Radio Corp. Ltd., 
gold Ave., Toronto 19, 
RU 1-6174. 

Sylvania Electric 

New York, N.Y. 
Conway Electronic a 
Reg’d, 1514 Eglinton Ave. 
Toronto 10, Ont. RU 36576 & 
6678. 


Leo St., 


ponents, 


50 Win- 
Ont. 


Prods., Inc., 


Inc., 


Sylvania Electric Prods., 
Electronic Div., New York, N.Y. 
Hackbusch Electronics Ltd., 23 
Primrose Ave., Toronto 4, Ont. 


CANADIAN ELECTRONICS ENGINEERING JUNE 1958 


H. D. Symons & Co. Ltd., Park 
Works, Kingston Hill, Surrey, 
England. 
Paisley Prods. of Canada Ltd., 
P.O. Box 159, Stn. H., Toronto, 
Ont. PL 5-2216-7-8. 
Syntron Co., 240 Lexington Ave., 
Homer City, Pa. 
Syntron (Canada) Ltd., Box 910, 
Stoney Creek, Ont. NO 2-8314. 


The TAKK Corp., P.O. Box 346, 

Newark, O. 

Powerlite Devices Ltd., 
bar Ave., Montreal 16, 
RE 3-5331; 

54 Atomic Ave., 
Ont. CL 9-8201; 

961 Denman St., 
B.C. MU 3-5344. 

Talk-A-Phone Co., 1512 S. Pulaski 

Rd., Chicago 23, Ill. 

Industrial & 
munications Ltd., 
ton Ave., Wallaceburg, 
MA 7-2131 

Tally Register Corp., 5300 

Ave. N.W., Seattle 7, 

SU 4-5500. 

Tandberg, Oslo, Norway. 
Engineered Sound Systems Ltd., 
169 Kipling Ave. S., Toronto 18, 
Ont. BE 3-2155 (East). 

Tannoy Prods. Litd., England. 
Emerson Sales Ltd., 154 Alex- 
ander St., Vancouver 4, B.C. 
MU 1-6418 (West). 

Tape Cable Corp., 

Ave., Rochester 10, N.Y. 

0330. 

Taurus Corp., 8 Coryell St., Lam- 

bertville, N.J. 

Hudson Randall Int'l, 123 Man- 
ville Rd., Scarborough, Ont. 
PL 9-2291 & OX 8-3081. 

Taylor Controls Ltd., London, 

England. 

Taylor Instrument Cos. 
ada Ltd., 75 Tycos Dr., 
19, Ont. RU 7-1651. 

Taylor Electric, Inc., 

Ave., Detroit 23, Mich. 
The Glendon Co. Ltd., 44 Wel- 
lington St. E., Toronto, Ont. 
EM 6-5673. 

Taylor Electrical Instruments Ltd., 

Montrose Ave., Slough, Bucks, 

England. 
Conway 


233 Dun- 
Que. 


Toronto 14, 


Vancouver 5, 


institutional Com- 
29 McNaugh- 
Ont. 


14th 
Wash. 


790 Linden 
LU 6 


of Can- 
Toronto 


15400 Dale 


Electronic Enterprises 
Reg’d., 1514 Eglinton Ave. = 
Toronto 10, Ont. RU 3-6576 & 
6676; Electrodesign, 736 Notre 
Dame St. W., Montreal, Que. 
UN 6-7367, also at Ottawa & 
Toronto. 

Taylor-Emmett 

Akron, O. 
Taylor Instrument Cos. of Can- 
ada Ltd., 75 Tycos Dr., Toronto 
19, Ont. RU 7-1651. 

Taylor Spring & Mfg. Co., Inc., 

7830 S. Oakley Ave., Chicago 20, 

lil. 

The Glendon Co. 
lington St. E., 
EM 6-5673. 

Taylor, Taylor & Hobson Ltd., 

Stoughton St., Leicester, England. 
Empire Engineering Co., 738 
Dundas St. E., Toronto, Ont. 
EM 4-2928. 

Taylor Tubes, Inc., 2312 Wabansia 

Ave., Chicago 47, IIl. 

Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Tech-Master Corp., 75 Front St., 

sl 


Brooklyn 1, 
Ben Manis Associates Reg’d, 
5317 Prince of Wales Ave., 
Montreal 29, Que. EL 1475. 

Technical Appliance Corp., 1 Taco 

St., Sherburne, N.Y. 
Hackbusch Electronics Ltd., 23 
Primrose Ave., Toronto 4, Ont. 
LE 1-2453. 

Technical Devices Co., 2340 Cen- 

tinela Ave., Los Angeles 64, Calif. 
Ray Johnston Co., 11009 Evans- 
ton Ave., Seattle 33, Wash. 
EM 2-0956 (B.C.). 

The Technical Material Corp., 700 

Fenimore Rd., Mamaroneck, N.Y. 
TMC (Canada) Ltd., P.O. Box 
1006, Billings Bridge, Ottawa, 
Ont. CE 6-3674. 


Controls, Inc., 


Ltd., 44 Wel- 
Toronto, Ont. 


Technical Services, Inc., Livonia, 

Mich. 

Caldwell A/V Equipment Co. 
Ltd., 447 Jarvis St., Toronto, 
Ont. WA 2-2103. 

Technifiex Mfg. Co., Inc., 

sey Ave., Port Jervis, N.Y. 
General Communications Ltd., 
980 O'Connor Dr., Toronto 16, 
Ont. PL 5-0771. 

Technique Associates Inc. 
Thermovolkt Instruments Ltd., 19 
Chauncey Ave., Toronto 18, Ont. 
BE 1-7134, 

Technology Instrument Corp., 531 

Main St., Acton, Mass. 

Mel Sales Ltd., Arnprior, Ont 
400. 


55 Jer- 


Tektronix, Inc., Box 831, Portland 

7, Ore. 
Tektronix, Inc., 3 Finch Ave. E., 
Willowdale, Ont. BA  5-1138 
(Ont. & East) and 3100 W. 
Lake St., Minneapolis 16, Minn. 
WA 717-9559 (Man.); 
Hawthorne Electronics, 101 Ad- 
ministration Bldg., Boeing Field, 
Seattle, Wash., E 4-1375 
(Sask., Alta. & B.C.) 


Tel Autograph Corp., 8700 Bel- 

lanca Ave., Los Angeles 45, Calif. 
Automatic Electric Sales (Can- 
ada) Ltd., 185 Bartley Dr., 
Toronto 16, Ont. PL 7-2861. 


Telechrome Mfg. Corp., 28 Ranick 
Dr., Amityville, L.I., N.Y. LI 1- 
3600 and Western Engrg. Div., 
13635 Victory Bilvd., Van Nuys, 
Calif. 
Conway 
Reg’d., 
Toronto 
6676 
Telectro Industries Corp.. 35-16 
37th St., Long Island City 1, N.Y. 
Delta Aircraft Equipment Co., 
1798A Avenue Rd., Toronto 12, 
Ont. RU 3-7372. 
Telefunken GmbH, Berlin, 
nag and Ulm, Germany. 
The Ahearn & Soper Co. Ltd., 
384 Bank St., Ottawa, Ont. 
CE 3-4068; 
Conway Electronic Enterprises 
Reg’d., 1514 Eglinton Ave > 
Toronto 10, Ont. RU 3-6576 & 


Electronic Enterprises 
1514 Eglinton Ave. W 
10, Ont. RU 3-6576 & 


Back- 


(Communications Ltd., 
S. Croydon, 
Sanderstead 


Teleonics 
139 Sandestead Rd., 
Surrey, England. 
3555-6. 
Teletronics Lab., 
St., Westbury, L.L., 
Computing Devices 
Ltd., P.O. Box 508, 
Ont. PA 8-1761. 
Telectrosonic Corp., 35-18 
St., Long Island City 1, N.Y. 
Hudson Randall Int'l, 123 
Manville Rd., Scarborough, Ont 
PL 9-2291 & OX 8-3081. 


Telefonaktiebolaget L. M. 
son, Stockholm 32, Sweden. 
Ericsson Telephone Sales of 
Canada Ltd., 130 Bates Rd., 
Montreal 8, Que. RE 1-6428. 
Telegraph Condenser Co. Ltd., 
North Acton, London W.3, Eng- 

land. 
Telegraph Condenser Co. (Can- 
ada) Ltd., 50 Bertal Rd., To- 
ronto 15, Ont. RO 6-6123. 


Telephone Mfg. Co. Ltd., 

lingsworth Works, Dulwich, 

don S.E. 21, England 
Telephone Mfg. Co. Ltd., 26 
Duncan St., Toronto 2B, Ont. 
EM 6-5314. 


- slccael Corp., 
N.Y 


Caldwell A/V Equipment Co. 
Ltd., 447 Jarvis St., Toronto, 
Ont. WA 2-2103. 
Telerad Mfg. Corp., 1440 Broad- 
way, New York 18, N.Y. 
Instronics Ltd., P.O. Box 51, 
Stittsville, Ont. Hazeldean 56. 


Teleradio Energ. op 99 Wall 
N.Y 


St.. New York 5, 
> Longstaffe Co. Ltd., 300 
Campbell Ave., Toronto 9, Ont. 
LE 7-1251. 

Teletest Instrument Corp., 
3ist Rd., Flushing 54, N 
White Radio Ltd., P.O. Box 463, 
Hamilton, Ont. JA 2-1716. 


Inc., 354 Kinkel 
N.Y. 


of Canada 
Ottawa 4, 


37th 


Erics- 


Hol- 
Lon- 


New York, 


136-10 
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U. S., U. K. and Other Manufacturers 


Telex Labs., Inc., Telex Park, St. 
Paul 1, Minn. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 


Tel Instrument Electronic Corp., 

728 Garden St., Carlstadt, N.J. 
Atlas Instrument Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Telrex Labs., Asbury Park, N.J. 
Delhi Metal Products Co. Ltd., 
Waverley St., Delhi, Ont. 211. 


Television Specialty Co., 350 West 

31st St., New York, N.Y. 
Caldwell A/V Equipment Co. 
Ltd., 447 Jarvis St., Toronto, 
Ont. WA 2-2103. 


Television Utilities Corp., 112-33 
Colonial Ave., Corona 68, L.L., 
N.Y. TW 8-1000. 


Tenna Mfg. Corp., 

Blvd., Cleveland, O. 
Stark Electronic 
Ajax, Ont. 125. 


Tensolite Insulated Wire Co., 198 

Main St., Tarrytown, N.Y. 
Andrew Gilchrist Ltd., 155 De- 
Carrie Bivd., P.O. Box 99, St. 
Laurent, Que. RI 4-5596. 


Terado Co., 1068 Raymond Ave., 

St. Paul 14, Minn. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 


Texas Instruments Incorporated, 

Semiconductor Components Div., 

P.O. Box 312, Dallas 21, Tex. 
Texas Instruments Incorporated, 
Semiconductor Components Div., 
53 Queen St., Ottawa 4, Ont. 
CE 6-3430. 


Texas Instruments Incorporated, 
Industrial Instrumentation Div., 
P.O. Box 6027, Houston, Tex. 
Instronics Ltd., P.O. Box 51, 
Stittsville, Ont. Hazeldean 56. 


Thermionic Prods. Ltd., South- 
ampton, England. 
Avionics Ltd., Box 200, Stone 
Rd., Niagara-on-the-Lake, Ont. 
HO 8-3632. 
Thermosen, Inc., 375 
Ave., Stamford, Conn. 


Thomas De La Rue & Co. Ltd., 

84-86 Regent St., London W.1, 

. England. 
Paisley Prods. of Canada Ltd., 
P.O. Box 159, Stn. H., Toronto 
13, Ont. PL 5-2216-7-8. 


J. Langham Thompson  Ltd., 

Bushey Heath, Herts., England. 
Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX. 
3-7011. 

Thompson Prods., Inc., Electronics 

Div., 2196 Clarkwood Rd., Cleve- 

land 3, O. (Dage television & Bell 

sound equipment.) 
Canadian Electronics Ltd., 109 
St. & 107 Ave., Edmonton 1, 
Alta. 4645. (Alta.) 
Thompson Prods. Ltd., Elec- 
tronics Div., 97 Scarsdale Rd., 
Don Mills, Ont. HI 4-8443. 


_— Meissner, Mt. 


7580 Garfield 
Sales Co., 


Fairfield 


Carmel, 


Chas. W. Pointon Ltd., 6 Al- 

cina Ave., Toronto 10, Ont. 
LE 4-7984. (East) 

Ron Merritt Co., 229 
Bldg., 470 Granville St., 
couver 2, <. MU 
(West). 
Thorens 
A 


Rogers 
Van- 
1-3367 


Co., New Hyde Park, 


Stark “Electronic Sales Co., 
Ajax, Ont. 125 


Times Wire & Cable Co., Inc., 

Hall Ave., Wallingford, Conn. 
Jerrold Electronics (Canada) 
Ltd., 50 Wingold Ave., Toronto 
19, Ont. RU 1-6174. 


Tinius Olsen Testing Machine Co., 
gico Easton Rd., Willow Grove, 


a. 
Upton Bradeen & James Ltd., 
890 Yonge St., Toronto 5, Ont. 
WA 4-5751. 
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fg. Co., Fourth & 
Tipp City, oO. 

Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 6- 
7367, also at Ottawa & Toronto. 

A/S Tobias Jensen Condenser 
Prods. Co. Ltd., Industrivej 4, 

Glostrup, Copenhagen, Denmark. 
Associated Electronic Compon- 
ents, 37 Roselawn Ave., Toronto 
12, Ont. HU 1-0144. 


Torotor A/S, Kollegievej 6, Char- 
lottenlund, Copenhagen, Denmark. 
Associated Electronic Compon- 
ents, 37 Roselawn Ave., Tcronto 
12, Ont. HU 1-0144, 
Trad Electronics Corp., 1001 First 
Ave., Ashbury Park, N.J. 
Mel Sales Ltd., 


The Tipp M 
Franklin Sts., 


Arnprior, Ont. 


oan Corp., 17136 Ventura Blvd., 
Encino, Calif. 
Computing Devices of Canada 
td., P.O. Box 508, Ottawa 4, 
Ont. PA 8-1761. 
Transco Prods., Inc., 12210 Neb- 
raska Ave., Los Angeles 25, Calif. 
Delta Aircraft Equipment Co., 
1798A Avenue Rd., Toronto 12, 
Ont. RU 3-7372. 


peace Mfg. Co., 


a. 
Telecom Ltd., 163% Church St., 
Toronto 2, Ont. EM 4-9794. 

Trans’ Electronics, Ime., 7349 

Canoga Ave., Canoga Park, Calif. 

DI O-3334. 

Transformers & Rectifiers Ltd., 

Bury Fields’ Lane, Millmead, 

Guildford, Surrey, Eng. 

E.C.C. Canada Ltd., 66 Colville 
Rd., Toronto 15, Ont. CH 4- 
6455-6. 

Transistor Devices, ai 730 

Boulevard, Kenilworth, N.J. 
Beechey Enterprises, "296 Law- 
rence Ave. W., Toronto 12, Ont. 
RU 7-3861. 

Transitron Electronic Corp., 168 

Albion St., Wakefield, Mass. 
Adams Engrg. Ltd., 1500 St. 
Catherine St. W., Montreal 16, 
Que. WE 3-6857 (East); 

Burt C. Porter Co., 1209 Pop- 
lar Pl, Seattle 44, Wash. 
EA 3-8330 (B. C.). 


Transval Engrg Corp., 10401 W. 

Jefferson Blvd., Culver City, Calif. 
Canadian Applied Research Ltd., 
1500 O’Connor Dr., Toronto 16, 
Ont. PL 9-2241. 

Trepac Corp: of America, 1 Engle 

St., Englewood, N.J. 
Tele-Radio Systems Ltd., 3534 
Dundas St. W., Toronto 9, Ont. 
RO 2-8224. 

Triad Transformer Corp., 

Redwood Ave., Venice, Calif. 

. C. Kahnert Sales Co. Ltd., 

73 Crockford Blvd., Scarborough, 
Ont. PL 7-5171 (East). 


Trimm, Inc., 400 W. Lake St., 
Libertyville, Ill. 
Ray Johnston Co., 11009 Evans- 
ton Ave., Seattle 33, Wash. 
EM 2-0956 (B. C.); 
Chas W. Pointon Ltd., 6 Alcina 
Ave., Toronto 10, Ont. LE 4- 
7984. 


ee Instrument Co., Chicago, 
ll. 


Oxford, 


4055 


Thermovolt Instruments Ltd., 19 
Chauncey Ave., Toronto 18, Ont. 
BE 1-7134 (Ont.). 


Trio Labs, Inc., Plainview, L.I., 
N.Y 


P.O. Box 
966, Sta. “B”, Montreal, Que. 
RE 7-1331. 
Trio Mfg. Co., Griggsville, Ill. 
. Armstrong Ltd., 700 
Weston Rd., Toronto 9, Ont. 
RO 2-7535 (East). 


Triple-A Specialty Co., 2835 N. 
Western, Chicago 18, I 
Atlas Radio Corp. ‘Ltd., 50 
Wingold Ave., Toronto 19, ” Ont. 
RU 1-6174. 


Triplett Electrical Instrument Co., 

Harmon Rd., Bluffton, O. 
Oe Finkler & Co., 330 Adelaide 
St. W., Toronto oB, Ont. EM 
8-5222 (Ont. & East); C. 
Robinson Co., 1550 Erin St.. 
Winnipeg 3, Man. SP 4-1855-6 
(Lakehead West). 


Tecneek Associates, 


Trifton Mfg. Co., 400 Towne St., 
East Haddam, Conn. 
William Cohen Ltd., 7000 Park 
Ave., Rm. 402, Montreal, Que. 
CR 2-5719. 
The Trix Electrical Co. Ltd., 1-5 
Maple St., Tottenham Ct. Rd., 
London W.1, England. 
D & B Sound & Signals, Inc., 
39 Notre Dame St. E., Montreal 
1, Que. UN 1-7141. 
Trop-Arctic, Inc., 3000 S. Hackeley 
St., Muncie, Ind. 
E. E. Whittaker, P.O. Box 3255, 
Arnprior, Ont. PH 1318. 
Trumeter Co. Ltd., Milltown St., 
Radcliffe, Manchester, England. 
Dominion Electrohome  Indus- 
tries Ltd., Technical Products 
Div., 39 Edward St., Kitchener, 
Ont. SH 3-0271. 
Tru-Ohm Prods. Div., Model 
Engrg. & Mfg. Inc., 2800 N. Mil- 
waukee Ave., Chicago 18, IIl. 
A. T. R. ‘Armstrong Lid., Box 
38, Station ‘D’, Toronto 9; Ont. 
(East); Ron Merritt Co.., 470 
Granville St., Vancouver, B.C 
MU 1-3367. 
Tru-Connector Corp., 
St., Lynn, Mass. 
TMC (Canada) Ltd., 
1006, Billings Bridge, 
Ont. CE 6-3674 
Tufnol Ltd., Wellhead Lane, Perry 
Barr, Birmingham 22B, England. 
E.C.C. Canada Ltd., 66 Colville 
Rd., Toronto 15, Ont. CH 4- 
6455-6. 
Tung-Sol Electric, Inc., 95 Eighth 
Ave., Newark 4, N.J. 
Aipha Aracon Radio Co. Ltd., 
555 Wilson Ave., Downsview 
P.O., Toronto, Ont. ST 8-6181 
and 29 Adelaide St. W., To- 
ronto, Ont. EM 6-1591. 
Turner Co., 909 17th St. N.E., 
Cedar Rapids, lowa. 
Canadian Marconi Co., Elec- 
tronic Tube & Components Div., 
830 Bayview Ave., Toronto 17, 
Ont. HU 1-5221. 


Ernest Turner Electrical Instru- 
ments Ltd., Chiltern Works, Tot- 
teridge Ave., High Wycombe, 
Bucks., England. 
R. H. Nichols Ltd., 4544 Dufferin 
St., P.O. Box 500, Downsview, 
Ont. ME 3-8190. 


U 


U M & F Mfg. Corp., 10929 Van- 
owen St., North Hollywood, Calif. 
J. J. MacQuarrie, 46 St. George 
St., Toronto, Ont. WA 3-2455. 


Ucinite Co., Div. of United-Carr 

Fastener Corp., 459 Watertown 

St., Newtonville 60, Mass. 
United-Carr Fastener Co. 
Canada Ltd., 231 Gage Ave. N., 
Hamilton, Ont. LI 4-5791. 


Ultra-Violet Prods., 

Walnut Grove Ave., San Gabriel, 

Calif. 
Electronic Associates Ltd., 4616 

Yonge St., Willowdale, Ont. BA 
1-1126. 

Ultradyne Engrg. Labs., Inc., P.O. 

Box 3308, Albuquerque, N.M. 
Electrodesign, 736 Notre Dame 
St. ; Montreal, Que. UN 6- 
7367, also at Ottawa & Toronto. 

Ultrasonics Ltd., Otley, - 
Canadian Sonic Co., 
George St., Toronto 5, Ont. WA 
2-6484 

Unicam Ltd., Cambridge, England. 
Pye (Canada) Ltd., 82 Northline 
Rd., Toronto 16, Ont. PL 9- 
2231 

Unifact Ltd., 34 Joisgaaeds Alle, 

Copeahes -Hellecup, Denmark. 


Ellis Industries, 42 
Lombard St., M 
6-1434. 


416 Union 


P.O. Box 
Ottawa, 


Inc., 5114 


Toronto, Ont. 


Uniform Tubes, Inc., Level Rd., 
Collegeville, Pa. 
John Herring & Co. Ltd., 3468 
Dundas St. W., Toronto 9, Ont. 
RO 2-9824. 
Unimax Switch Div., The W. L. 
Maxson Corp., Ives Rd., Walling- 
ford, Conn. 
Aeromotive Engrg. Prods., 5257 
Queen Mary Rd., Montreal 29, 
Que. EL 9602. 
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Ope Steel Chest, Leroy, N.Y. 
R. C. Kahnert Sales Co., Ltd., 
73 Crockford Blvd., Scarbor- 
ough, Ont. PL 7-5171. 

United Aircraft Prods., Inc., 1116 

Rolander Ave., Dayton, 

United Ajrcraft Prods: Ltd., 
5257 Queen Mary Rd., Montreal 
29, Que. EL 4131. 

United-Carr Fastener Corp., 31 

Ames St., Cambridge 42, Mass. 
United-Carr Fastener Co. of 
Canada Ltd., 231 Gage Ave. N., 
Hamilton, Ont. LI 4-5791. 

United Electric Controls Co., 

School St., Watertown 72, Mass. 
E. W. Playford Co., 5851 Upper 
Lachine Rd., Montreal, Que. 
HU 9-5383 (East Ont., Que. & 
N.S.); Process Instrument Sys- 

1918 Avenue Rd., To- 
RU 7-4218 (West 


tems Ltd., 
ronto, Ont. 
Ont.). 
United Electronic Mfg. Corp., 542 
- 39th St., Union City, N.J. 
Desser E. E. Ltd., 441 St. Fran- 
cois Xavier St., Montreal, Que. 
VI 5-6570. 
United Electronics Co., 42 Spring 
St., Newark 4, N.J. 
The Ahearn & Soper Co. Ltd., 
384 Bank St., Ottawa, Ont. CE 
3-4068. 


U.S. Components, Inc., 454 E. 
148th St., New York 55, N.Y. 
J. J. MacQuarrie, 46 St. George 
St., Toronto, Ont. WA 3-2455. 
U. S. Dynamics Corp., 1250 Co- 
lumbus Ave., Boston 20, Mass. 
Leonard Electric Ltd., 346 Ber- 
ing Ave., Toronto 18, Ont. BE 
1-2731. 
U.S. Electronics Development 
Corp., 3540 W. Osborn Rd., 
Phoenix, Ariz. AP 8-5591. 
U.S. Gauge Div., American Ma- 
= & Metals, Inc., Sellersville, 
a. 
Brian Engrg. Ltd., 5275 Van 
Horne Ave., Montreal, Que. 
RE 7-2800 (East); Carriere & 
McFeeters Ltd., Warden 
Ave., Scarborough, Ont. PL 7- 
5103 and 261 Brittany Dr., 
Ottawa, Ont. SH 6-6318 (Air- 
craft instruments). 


U.S. Radium Corp., P.O. Box 246, 
Morristown, N., 
Radelin Ltd., 1168 Bay St., To- 
ronto, Ont. WA 3-8497. 
U.S. Semiconductor Prods., Inc., 
3536 W. Osborn Rd., Phoenix, 
AP 8-5591. 
Unitek Corp., 
380 N. Halstead 
Calif. EL 5-7229. 
Universal Atomics 
48th St., New York 17, N.Y. 
Conway Electronic Enterprises 
Reg’d., 1514 Eglinton Ave. W. 
Toronto 10, Ont. RU 3-6576- 
6676. 


Weldmatic Div., 
Ave., Pasadena, 


Corp., 19 E. 


Universal Circuit Controls Corp., 
3610 Oakton St., Skokie, Ill. OR 
5-2620. 
Universal Electric Co., 
Main St., Owosso, Mich. 
Dominion Electrohome Indus- 
tries Ltd., 39 Edward St., Kit- 
chener, Ont. SH 3-0271. 
Universal Transistor Prods. Corp., 
Pen Ave., Westbury, L.L, 


300 East 


‘Conway Electronic Enterprises 
Reg’d., 1514 Eglinton Ave. W., 
oo 10, Ont. RU 3-6576 & 
6676. 


Loudspeakers, Inc., 80 
Kensico Ave., White Plains, 


kA 
John R. Tilton Ltd., 51 Mce- 
Cormack St., Toronto 9, Ont. 
RO 9-1129 (East); Charles L. 
Thompson Ltd., 3093 Woodbine 
Dr. Vancouver, Cc. YU 
8-2597 (Man. & West). 

Utah Radio Prods. Corp., 

ington, Ind. 
Desser E-E Ltd., 441 St. Fran- 
cois Xavier, Montreal, Que. VI 
5-6570. 


University 


Hunt- 


Vv 
V-M Corp., 4th & Park Sts., Ben- 
ton Harbour, Mic 
Audio Tool & M enore. Ltd., 32 


River St., 
3781. 


Toronto, Ont. EM 2- 


1958 





Vaco Co., 317 E. Ontario 
St., Chicago 11, IIL. 
Atlas adio Corp. Ltd., 50 
Wingold Ave., Toronto 19, ” Ont. 
RU 1-6174. 
Vactric (Control Equipment) Ltd., 
196 Sloane St., London S.W.1, 
England. 
Vactric (Canada) Ltd., 1835 St. 
Catherine St. W. Montreal, 
Que. WE 5-8501. 
Thomas J. Valentino, Inc., 150 W. 
46th St., New York, N.Y. 
Instantaneous _meconding. Ser- 
vices, 42 Lom vs St oronto 
1, Ont. EM 3-5767 
Van Norman Industries, Inc., 
Electronics Div., 186 Granite St., 
Manchester, 
Electrodesign, 736 Notre Dame 
St. W., Montreal 7, Que. UN 
6-7367, 
ronto. 
Varflex Pye 512 W. Court St., 
Rome, N.Y 
Mica Co. of Canada, Lois St., 
Hull, Que. PL 7-4361. 
Vari-L_ Co., Inc., 432 Fairfield 
Ave., Stamford, Conn. 
a 736 Notre ue 
., Montreal, Que. 6- 
7367, also at Ottawa & Mf, 


Varo Mfg. Co., Inc., 2201 Walnut 
St., Garland, Tex. BR 6-6141. 


Veb Vulcanfibre, Germany. 
Paisley Prods. of Canada Ltd., 
P.O. Box 159, Stn. H., Toronto, 
Ont. PL 5-2216-7-8. 

Vectrol Enegrg., Inc., P.O. Box 

1089, Stamford, Conn. DA 4-4876. 

Veeco Vacuum Corp., 86 Denton 

Ave., New Hyde Park, L.1, N.Y. 
Radionics Ltd., 8230 Mayrand 

t., Montreal 9, Que. RE 3-3937. 


Veeder-Root, Inc., 70 Sargeant St., 
Hartford 2, Conn, 
Veeder-Root of Canada Ltd., 
955 St. James St. W., Montreal, 
Que. UN 6-9546. 


— Sales Ltd., London, Eng- 

and. 
J. B. Smyth Electronic Com- 
ponents, 380 Craig St. W., 
Montreal, Que. AV 8-6281. 

Vibration Research Labs, Inc., 58 

Marbledale Rd., Tuckahoe, + 4 
Tele-Radio Systems Ltd., 3534 
Dundas St. W., Toronto 9, Ont. 
RO 2-8224. 

Vickers, Inc., Electric Prods. Div., 

1815 Locust St., St. Louis 3, Mo. 
Allied Industrial Electronics of 
Canada Ltd., Torbarrie Rd., 
Toronto 15, Ont. CH 6-2133. 

Victor Animatograph Ccrp., Plain- 

ville, Conn. 
Caldwell A/V Equipment Co. 
Ltd., 447 Jarvis St., Toronto, 
Ont. WA 2-2103. 

The Victoreen Instrument Co., 

5806 Hough Ave., Cleveland 3, O. 
Radionics, Ltd., 8230 Mayrand 
St., Montreal, Que. RE 3-3937 
(Man. & East); Arva, 229 Rogers 
Bidg., 470 Granville St., Van- 
couver 2, B.C. MU 1-3367 (Sask. 
& West). 

Vidaire Electronics Mfg. 

Baldwin, N.Y. 
Norris Burgess, 418 Mt. Pleasant 
Rd., Toronto 7, Ont. HU 9-1854. 

Vitaility Bulbs Ltd., England. 
Pfeiffer Electronic Labs., Box 
316, Trenton, Ont. EX 2-3498. 

Vitavox Ltd., London, England. 
Astral Electric Co. td 
Danforth Rd., Toronto 13, "Ont. 
OX 1-1131. 

Vitramon, Inc., Box 544, Bridge- 

port 1, Conn. 
Aeromotive Engrg. Prods., 5257 

een Mary Rd., Montreal 29, 

Que. EL 9602 and 2543 Gerrard 
St. E., Toronto 13, Ont. OX 
9-4621 (East); Ray Johnston Co., 
11009 Evanston ow ., Seattle 33, 
Wash. 2-0956 (B.C.). 

Mo 20450 Old U. S. 12, Chelsea, 


Desser E-E Ltd., 441 St. Fran- 
cois Xavier, Montreal 1, Que. 
VI 5-6570; Roger M. Minthorne 
Co., 7521 N.E. Glisan St., Port- 
land, Ore. SL 3-0010. 


Ww 


W & N Electronics Ltd., London, 
England. 
Chas. W. Pointon Ltd., 6 Alcina 
ag Toronto 10, Ont. LE 4- 


also at Ottawa & To- 


Corp., 
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Waldom Electronics, Inc., 4625 W. 
53rd St., Chicago 32, 


lil. 
Active Radio & TV Distributors 
Ltd., 58 Spadina Ave., Toronto 
2B, ‘Ont. EM 4-2256; Roger M. 
_ Co., 7521 N.E. Glisan 
, Portland, Ore. SL 3-0010. 


Walker Rectifier Co., Stamford, 


‘onn. 
Electrolabs, 7385 St. 
Bivd., Montreal, Que. 
6076. 

Walkirt Co., 141 W. Hazel St., 

Inglewood 3, Calif. OR 8-4814. 

Walsco Electronics Mfg. Co., 3225 

Exposition Pl., Los Angeles 18, 

Calif. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Waltham Horological Corp., 395 

Lynnway, Lynn, Mass. 

Stark Electronic Sales Co., Ajax, 
Ont. 125; Ben Manis Associates 
Reg’d., 5317 Prince of Wales 
Ave., Montreal 29, Que. EL 
1475. 

The Wama Co., Baltimore, Md. 
Burlec Sales Ltd., 45 Northline 
Rd., Toronto 16, Ont. PL 5-3377 
and’ 1179 Bocuse Bivd., Mont- 
real, Que. RI 4-0165. 


Wandel & Goltermann, Reutlingen 
14B/Wurtt., Germany 
R-O-R Associates Ltd., 1470 Don 


Lawrence 
CR 6 


} wee Don Mills, Ont. HI 


Wappler, Inc., 27-10 Astoria Blvd., 
Long Island City 2, N.Y. RA 
8-8831. 
Ward Prods. Corp., 1148 Euclid 
Ave., Cleveland 15, O. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Wassco Electric Prods. Corp., 204 
S. Larkin Ave., Joliet, Ill. 
John Best Co., 96 Kipling Ave. 
N., Toronto 18, Ont. BE 1-7633. 
Watchstones Co. Litd., Thoune, 


Switzerland. 
Avionics Ltd., Box 200, Stone 
Ont. 


Rd., Niagara-on-the-Lake, 
HO 8-3632. 
Waterbury Pressed Metal Co., 300 
Chase Ave., Waterbury 14, Conn. 
Pfeiffer Electronic Labs., Box 
316, Trenton, Ont. EX 2-3498. 
Waterman Products Co., Inc., 
ag Emerald St., Philadelphia 25, 
a. 
J. K. Dooley Co., 3215 Western 
Ave., Seattle 1, Wash. AT 4- 
8313 (West). 
The Waters Corp., 402 - Ist Ave. 
N.W., Rochester, Minn. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 6- 
7367, also at Ottawa & Toronto. 
Waters Mfg., Inc., Boston Post 
Rd., Route 20, Wayland, Mass. 
M. J. Howard & Co., 1206 Bank 
St., Ottawa, Ont. CE 5-9931. 
Watliff Co. Ltd., Lombard Rd., S. 
Wimbledon, London, S.W. 19, 
England. 
The Glendon Co. Ltd., 44 Wel- 
lington St. E., Toronto, Ont. 
EM 6-5673. 
Waugh Engrg. Co., 7842 
Ave., Van Nuys, Calif. 
Associated Instrumentation & 
Controls Ltd., 2655 Bates Rd., 
Montreal 26, Que. RE 8-1167. 
Waveforms, Inc., 333 Sixth Ave., 
New York 14, N.Y. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 6- 
7367, also at Ottawa & Toronto. 
Waveline, Inc., P.O. Box 470, 
Caldwell, N.J. 
Beechey Enterprises, 290 Law- 
rence Ave. , Toronto 12, Ont. 
RU 17-3861. 
Wayne Kerr Labs. Ltd., Chessing- 
ton, England. 
The Glendon Co. Ltd., Instru- 
ment Div., 44 Wellington St. E., 
Toronto, Ont. EM 6-5673. 
Webcor, Inc., Chicago, Ill. 
Canadian arconi Co., Elec- 
tronic Tube & Components Div., 
830 Bayview Ave., Toronto 17, 
Ont. HU 1-5221. 
Weckesser Co., 5701 
Highway, Chicago 30, 
Oki & Willadsen Ltd., 47 Crock- 
ford Blvd., Toronto i6, Ont. PL 
7-4195. 
C. A. Weidmuller K.G., Berlebeck 
bei Detmold (21a), Germany. 


Burnet 


Northwest 
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Dominion Industries, 270 Par- 
liament St., Toronto, Ont. EM 
6-3666. 


Weinsche!l Engrg. & Mfg. Corp., 
10503 | es Ave., Kensing- 
ton, 
Atlas Instrument Corp. Ltd., 50 
Wingold Ave., Toronto, Ont. 
RU 1-6174. 

W. M. Welch Mfg. Co., 1515 

Sedgwick St., Chicago 10, Ill. 
Electrolabs, 7385 St. Lawrence 
Bivd., Montreal, Que. CR 76 
(East). 

Wellcor, Inc., 1214-18 N. Wells 

St., Chicago 10, Ill. 

Atlas Radio Corp. Ltd, 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Weller Mfg. Co., Easton, Pa. 
A. C. Simmonds & Sons Ltd., 
100 Merton St., Toronto, Ont. 
HU 5-9111. 

Welsh Mfg. Co., Providence, R.I., 

N.Y. 


Canadian Liquid Air Co. Ltd., 
1111 Beaverhall Hill, Montreal, 
Que. UN 6-4781. 
Welwyn Electrical Labs. Ltd., Bed- 
lington, Northumberland, England. 
Welwyn Canada Ltd 1255 
Brydges St., London, Ont. 
1-9490. 
Wendell Plastics Fabrics Co: 
1220 Broadway, New York 1, N. 
Peffer Sound Systems Ltd., 40 
— St., Kitchener, Ont. SH 
West Instrument Corp., 4363 W. 
Montrose Ave., Chicago 41, Ill. 
Upton Bradeen & James Ltd., 
890 Yonge St., Toronto 5, Ont. 
WA 4-5751. 
Wilhelm Westermann, 
Westf., Germany. 
German-Canadian Import Co., 
3490 Olivar Asselin St., Mont- 
real 9, Que. RI 4-6627 (Ont. & 
Que.). 
Westinghouse Brake & Signal Co. 
Ltd., 82 York Way, King’s Cross, 
London, N. 1, England. 
R. H. Nichols Ltd., 4544 Duf- 
ferin St., P.O. Box 500, Downs- 
view, Ont. ME 3-8190. 
Westinghouse Electric Corp. Semi- 
Conductor Div., Youngwood, Pa. 
Canadian Westinghouse Co. Ltd., 
Tube Div., Longwood Rd., Ham- 
ilton, Ont. JA 8-3461. 


Westinghouse Electric Corp. Tube 
Div., Elmira, N.Y. 
Canadian 


Unna 


Westinghouse Co. 
Ltd., Tube Div., Longwood Rd., 
Hamilton, Ont. JA 8-3461. 


Westinghouse Electric Internation- 
al Corp., New York, N.Y. (X-Ray 
Equipment). 
X-Ray & Radium Industries 
Ltd., 261 Davenport Rd., To- 
ronto, Ont. WA 3-0908 


Westline Prods. Div., 
Lithograph Co., 600 E 
Los Angeles 54, Calif. 
Northern Industrial Prods. Ltd., 
41 Crockford Blvd., Toronto 16, 
Ont. PL 9-1179. 
Weston Instruments, Div. of Day- 
strom Inc., 614 Frelinghuysen 
Ave., Newark, 
Daystrom Ltd., 840 ane 
Rd., Toronto, Ont. RU 7-1 ‘ 


Westronics Inc., 3605 McCart nd 
Ft. Worth, Tex. 
Chemical & Industrial Sales 
Ltd., 8035 - 102 St., P.O. Box 
4115, South Edmonton, Alta. 
392935 (B.C., Alta. & Sask.); 
Radionics Ltd., 8230 Mayrand 
St., Montreal 9, Que. RE 3-3937 
(Ont. & Que.). 
Hermann Wetzer, Pfronten, Bayern 
Allgaeu, W. Germany. 
The J. W. Ellis Industries, 42 
Lombard St., Toronto, Ont. EM 
6-1434, 


Western 
2nd St., 


Wharfedale Wireless Works Litd., 
Bradford, England. 
J. B. Smyth Electronic Com 
ents, 380 Craig St. 0 ont- 
real, Que. AV 8-6281 
White Instrument — Box 9006, 
Austin 17, Tex. GL 3-8447. 
Whiteley Electrical Radio Co. 
Li Mansfield, 


td., Victoria St., 
England. 
301/303 
N.S. 4 


Notts., 
Cossor 


Windsor St., 
6487. 


(Canada) Ltd., 
Halifax, 


Whitey’s Tool & Die mow 1150- 
55th St., Oakland 8, Calif. 


focus, Associates, 1405 Bishop 
Box 966, Stn. “B”, 
Eicassea! 25, Que. BE 
Whitso, Inc., 9330 Byron St., 
Schiller Park, Ill. 
Electrodesign, 736 Notre 
St. W., ontreal, Que. 
7367, also at Ottawa & Toronto. 
Wickes Engrg. & Construction 
Co., 12th St. & Ferry Ave., Cam- 
den 4, NJ. 
Pye (Canada) Ltd., 82 Northline 
Rd., Toronto 16, Ont. PL 9-2231. 
C. K. Williams & Co., 2001 Lynch 
Ave., E. St. Louis, Ill. 
P. N. Soden & Co. Ltd., 2143 
St. Patrick St., Montreal 22, 
Que. WE 5-4602. 
Mechanical Instrument 
American Chain & Cable 
230 J. Park Ave., New York, 


Dame 
UN 6 


Upton Bradeen & James Ltd., 
890 Yonge St., Toronto 5, Ont. 
WA 4-5751. 
Winchester Electronics, —~ Wil- 
lard Rd., Norwalk, Com 
E. E. Whittaker, P.O. Box 3255, 
Arnprior, Ont. PH 1318 
Winston Electronics Ltd., Govett 
Ave., Shepperton, Middx., Eng- 
land. 
Mechron Engrg. Prods. Litd., 
2437 Kaladar Ave., Ottawa 1, 
Ont. RE 3-3855. 
Wirt Co., 5221- a7 
Philadelphia 44, 
Lake Engrg. Co. *Ltd., 767 War- 
den Ave., Scarborough, Ont. PL 
7-3253. 
Daniel Woodhead Co., 15 N. Jef- 
ferson St., Chicago 6, III. 
John S. Plewes Co., 52 Hum- 
bercrest Blivd., Toronto 9, Ont. 
RO 9-2051. 
Worcester Pressed 
Corp., Worcester, Mass. 
Alec W. Andrews & Associates, 
1239 Tecumseh Pk., Pt. Credit, 
Ont. CR 8-3478 
Workman TV, Inc., 309 Queen 
Anne Rd., Teaneck, N.J. 
Len Finkler & Co., 330 Adelaide 
St. W., Toronto, Ont. EM 8- 
5222 (West); E. S. Gould Sales 
Co., Suite 315, 353 St. Nicholas 
St., Montreal, Que. AV 8-5716 
(Ottawa & East). 
Workshop Associates, 135 Cres- 
Needham Heights 94, 


Greene St., 


Aluminum 


Corp. Ltd 50 


Radio 
Toronto 19, * Ont. 


Wingold Ave., 
RU 1-6174. 
Wuerth Tube-Saver Corp., 9125 
Livernois Ave., Detroit 4, Mich. 
Active Radio & TV Distributors, 
58 Spadina, Toronto 2B, Ont. 

EM 4-2256. 


x 
Xcelite, Inc., Orchard Park, N.Y. 
Chas. W. Pointon Ltd., 6 Alcina 
Ave., Toronto 10, Ont. LE 4- 


7984, 
Z 

Zeiss Aerotopograph 
Muenchen, Germany. 

Viditon Corp. Ltd., 384 Bank 

St., Ottawa, Ont. CE 6-9441, 
Zell Prods. Corp., 276-80 Main St., 
Norwalk, Conn. 

ag 736 Notre Dame 

Montreal, Que. N 

Sher also at Ottawa & Toronto. 
Zenith Electric Co., 152 W. Walton 
St., Chicago 10, Ill. 

Electrolabs, 7385 St. Lawrence 

Bivd., Montreal, Que. CR 6- 

76. 


GmbH, 


Alois Zettler, GmbH, Holzstr. 28- 

30, Muenchen 5, Germany. 
Associated Electronic Compon- 
ents, 37 Roselawn Ave., Toronto 
12, Ont. HU 1-0144, 

Zeva Elektrizitats A.G., Arolsen/ 

Waldeck, Postfach 76, Germany. 
J. B. Smyth Electronic Com- 
ponents, 380 Craig St. .* Mont- 
real, Que. AV 8 

Zoomar International, a Glen 

Cove, 
Electrovert Ltd., ae at St. 
W., Montreal, Que. 1-1872. 

Mills, Inc., Ny - gh St., 

Brooklyn 32, N.Y. SO 8-0907. 

Zwick & Co., K.G., Einsingen bei 

Ulm, W. Germany. 
The J. W. Ellis Industries, 42 
Lombard St., Toronto, Ont. EM 
6-1434. 
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Section 5 Canadian Representatives 


This section comprises a cross-reference index of 
all Canadian sales representatives and distributors 
whose names appear in either Section 3 or Section 4. 


Abercorn Aero, Ltd., 7435 Chester 
Ave., N.D.G. Montreal 29, Que. 
a *9-4978. 

W. S. Shamban & Co. 

Herbert Ackerman & Roy O’Brien, 
540 Bergen Blvd., Ridgefield, N.J. 
Motorola Inc., Semiconductor 

Prods. Div. 


Acme _ Electric Ltd., 50 
Northline Rd., 16, Ont. 
PL 5-3315 


Kato Engrg. Co. (Ont. & East). 


Active Radio & TV Distributors 
Ltd., 58 Spadina Ave., Toronto 
2B, Ont. EM 4-2256. 

Waldom Electronics, Inc. 

Wuerth Tube-Saver Corp. 

F. N. Adams, 400 Broadway W., 
Vancouver 10, B.C. 

Canadian Armature Works, Inc. 
Adams Energ. Ltd., 1500 St. Cath- 
erine St. W., Montreal 16, Que. 
WE 3-6857; 1999 Avenue Rd., To- 
ronto 12, Ont. HU 8-9487: 77 
Metcalfe St., Ottawa, Ont. CE 
5-2174. 

Acme Electric Corp. (East) 

Acme Electric Corp. Ltd. (East) 

Allied Control Co., Inc. (East) 

The Daven Co. (East) 

Electronic Tube Corp. (East) 

Mechanical Prods., Inc. (East) 

Prodelin, Inc. (East) 

Pyroferric Co., Inc. 

Transitron Electronic Corp. 
(East) 
Adcola Prods. 
Weston, Toronto 15, Ont. 

5830. 

Adcola Prods. Ltd. 
Aeromotive Engineering Prods., 
5257 Queen Mary Rd., Montreal, 
ge EL 9602 and 2453 Gerrard 

St. E., Toronto, Ont. OX 9-4621. 

‘American Electronics, Inc. 

Bowmar Instrument Corp. 

Christie Electric Corp. 

Control Prods., Inc. 

Potter & Brumfield, Inc. 

Thermo Electric (Canada) Ltd. 

Unimax Switch Div., The W. L. 

Maxson Corp. 

Vitramon, Inc. 

The Ahearn & Soper Co. Ltd., 
384 Bank St., Ottawa, Ont. CE 
3-4068. Reps: Consolidated Supply 
Co. Ltd., 86 Hollis St., Halifax, 
N.S.; Lake Engrg. Co. Ltd., 767 
Warden Ave., Scarborough, Ont. 
PL 7-3253; Electrical Supplies Ltd,. 
306 Ross "Ave., Winnipeg, Man. 

Wolfgang Assman GmbH. 

Bauscher & Co., K. G. 

Electrical Communications, Inc. 

Hammarlund Mfg. Co., Inc. 

Dr. Ing. Rudolpf Hell 

Richard Jahre 

Leonische Drahtwerke A.G. 

G. A. Philbrick Researches, Inc. 

Quarzkeramik GmbH 

Radio Engrg. Labs., Inc. 

Rohde & Schwarz 

Siemens & Halske A.G. 

Siemens-Schuckertwerke A.G. 

Specialty Engrg. & Electronics 

Co. Ltd. 

H. W. Sullivan Ltd. 

Telefunken GmbH 

United Slectromics _. 

Aircraft Ap es & i t 
Ltd., 585 "einen Side 7 Box 
Ye Toronto 15, Ont. CH 4-5506- 


Corp. 
Toronto 


Ltd., P.O. Box 103, 
CH 1- 





Electronic Specialty Co. 
Filtron Co., Inc 
= Hartman Mfg. 


Hydraulic Research & Mfg. Co. 
Jack & Heintz, Inc. 


Airtron Canada Ltd., 300 Camp- 
bell Ave., Toronto, Ont. LE 
7-1251. : J. R. Longstaffe 
Co. Ltd., 5890 Monkland Ave., 
Montreal, Que. HU 8-0806 and 
492 Somerset St. W., Ottawa, Ont. 
CE 6-2113; Radiovision Sales Ltd., 


" Electrical 
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325 Tenth Ave. W., Calgary, Alta. 
2-3294. 

Airtron, Inc. 

Alexander & Orlick Ltd., P.O. 
Drawer 248, Brantford, Ont. PL 
3-3181. 

Deuta-Werke GmbH 
Alliance Motors, Div. of the Easy 
Washing Machine Co., Schell Ave., 
Toronto 10, Ont. RU 3-6124. 

Alliance Mfg. Co. 

Howard Industries, Inc. 

Roto Mfg. Co. 

Allied Industrial Electronics of 
Canada Ltd., 9 Torbarrie Rd., To- 
ronto 15, Ont. CH 6-2133. Reps: 
Foulis & Bennett Electric Ltd., 
Halifax, N.S.; Wilson Equipt. 
Supply Co., 11 Harvard Ave., 
Winnipeg, Man. GL 2-4808. 
Leland Electric Canada Ltd. 
(East) 
Vickers, Inc., Prods. 
Div. (East) 
Alloy Metal Sales Ltd., 181 Fleet 
St. E., Toronto, Ont. EM 2-4411. 

Driver-Harris Co. 

Alpha Aracon Radio Co. Ltd., 555 
Wilson Ave., Downsview P.O., 
Toronto, Ont. ST 8-6181 and 29 
Adelaide St. W., Toronto, Ont. EM 
6-1591. Distributor of a wide range 
of electronic and allied compon- 
ents and equipment. 

Alpha Wire Corp. 

Arcolectric (Switches) Ltd. 

Gremar Mfg. Co., Inc. 

Tung-Sol Electric, Inc. 

The American Superior Electric 
Co. Ltd., 482-b Eglinton Ave. W., 
Toronto 12, Ont. HU 9-3144. Reps: 
Burlec Sales Ltd., Toronto and 
Montreal (q.v.). 

The Superior Electric Co. 
Ampex American Corp., 1537 The 
Queensway, Toronto 14, Ont. CL 
9-4263. 

Ampex Corp. 5 

McCurdy Radio Industries Ltd. 
Amphenol Canada Ltd., 300 Camp- 
bell Ave., Toronto 9, Ont. LE 7- 
1251. Reps: J. R. Longstaffe Co. 
Ltd., 5870 Monkland Ave., Mont- 
real, Que. HU 8-0806 and 492 
Somerset St. W., Ottawa, Ont. CE 
6-2113; Radiovision Sales _ Ltd., 
325 Tenth Ave. W., Calgary, 
Alta. 2-3294. 

Amphenol Electronics Corp. 
Amplivox (Canada) Ltd., 71 
lesley St. E., Toronto 5, Ont. 
3-9401. 

Amplivox Ltd. 
Alec W. Andrews 
1239 Tecumseh Park, 
Ont. CR 8-3478. 

American Super-Temperature 

Wires., Inc. 

Chemo-Prods, Inc. 

Cosmo Plastics Co. 

Silicone Seals, Inc. 

Geo. Stevens Mfg. Co., Inc. 
Worcester Pressed Aluminum 
Corp. 

A. T. R. 
Weston Rd., 

2-7535. 

American Thermostat Corp. 

Zast) 
Automatic & Precision Mfg. Co. 
(East) e 

Bristol Motor Div., 

of America (E. ast) 
L. L. Constantin & Co. (East) 
Durakool, Inc. (East) 
Fluorocarbon Prods., Inc. (East) 
Good-All Electric Mfg. Co. 
(East) 

Hollingsworth Co. (East) 

I. D. E. A., Inc. (Canada ex- 
cept B.C.) 

Jensen Industries, Inc. (East) 

Kulka Electric Corp. (East) 

Magnetic Coil Co. (East) 

Potter & Brumfield (Canada) 

Ltd. (Ont.) 
Quam-Nichols Co. (East) 
Reeves Soundcraft Corp. (East) 


Electric 


Wel- 
WA 


& Associates, 
Port Credit, 


Armstrong Ltd., 700 
Toronto 9, Ont. RO 


Vocaline Co. 


Full information on the manufacturers represented is 


given in those sections. 


Regency Electronics Ltd. (East) 
Sarkes Tarzian, Inc., Rectifier 
Div. 
Southco Div., South Chester 
Corp. (Ont. and Que.) 
Sphere Co., Inc., (East) 
Trio Mfg. Co. (East) 
Tru-Ohm Prods. (East) 
ARVA, 229 Rogers Bidg., 
Granville St., Vancouver 2, 
MU 1-3367. 
Beta Div., Sorensen & Co. 
Giannini & Co., Inc., Datex Div. 
Lambda Pacific Engrg. 
Marion Electrical instruments 
F. L. Moseley Co. 
Sanborn Co. (West) 
Sensitive Research instument 
Corp. 
Varian Associates of Canada 
Victoreen Instrument Co. (Sask. 
and West) 
Associated Electronic Components, 
37 Roselawn Ave., Toronto 12, 
Ont. HU 1-0144 
Dr. Bernhard Beyschlag 
A/S Danavox 
Dansk Ventil Industri 
A/S Tobias Jensen Condenser 
Prods. Co. Ltd. 
I/S Jensen Electric 
Peeriess Fabrikkerne A/S 
Firma S. Samulevitz 
Firma Jorgen Schou 
Firma ae Schouboe 
Torotor A/S 
Alois Zettler GmbH 
Associated Enterprises, 10729 Uni- 
versity Ave., Edmonton, Alta. 
Chemalloy Electronics Corp. 
(West) £ 
Associated Instrumentation & Con- 
trols Ltd., 2655 Bates Rd., Mont- 
real 26, Que. RE 8-1167. 
American Meter Co., Inc. 
Automatic Timing & Controls, 
Inc. (East) 
Electro Devices, Inc. 
Industrial Instruments, Inc. 
Nuclear Corp. of America, Inc. 
Waugh Engrg. Co. 


Astral Electric Co. Ltd., 44 Dan- 
forth Rd., Toronto 13, Ont. OX 1- 
1i31. 

Belling & Lee Ltd. 

British Ferrograph Recorder Co. 


470 
Cc. 


Dubilier Condenser Co. Ltd. 
Jones Stroud Co. 
H. J. Leak & Co. Ltd. 
Reproducers &  —_— Ltd. 
Stratton & Co. Ltd 
A. R. Sugden & Co. Ltd. 
Vitavox Ltd. 
Atlantic Films & Electronics Ltd., 
22 Prescott St., St. John’s, Nfid. 
Amphenol Canada Ltd. 
Atlas Radio Corp. Ltd. 
S. G. Brown Ltd. 
Dominion Electrohome 
Industries Ltd. 
Executone Communication 
Systems Ltd. 
Hammond Mfg. Co. Ltd. 
International Resistance Co. Ltd. 
R. Longstaffe Ltd. 
Minnesota Mining & Mfg. of 
Canada Ltd. 
Rauland-Borg Corp. 
Atlas Instrument Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. Reps: Atlas Radio 
Corp., Ltd., 106-525 Seymour St., 
Vancouver 2, B.C. MU 3-5848 and 
72 Princess St., Winnipeg, Man. 
WH 3-8707. 
Electro Prods. Labs., Inc. 
Eric Lindgren Associates, Inc. 
Gertsch Prods., Inc. 
Hewlett Packard Co. 
Industrial Test Equip. Co. 
Kin-Tel 
Sierra Electronic Corp. 
Tel-Instrument Electronics Corp. 
Weinschel Engrg. & Mfg. Corp. 
Atlas Radio Corp. Ltd., 50 Win- 
gold Ave., Toronto 19, Ont. RU 1- 
6174; 106-525 Seymour St., Van- 
couver 2, B.C. MU 3-5848; 72 
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Princess St., Winnipeg, Man. WH 
3-8707; 5160 Isabella Ave., Mont- 
real, Que. DE 2961; 875-54th Ave., 
Lachine, Que. ME 7-2306. 

Amperite Co. 

Atlas Sound Corp. 

B & K Mfg. Co. 

The George W. Borg Corp. 

ae Wire & Aensetated 


Continental Connector Corp. 

Continental Electre Co. 

Harry Davies Molding Co. 

DeJur-Amsco Corp. 

Drake Electric Works 

Drake Mfg. Co. 

Elco Corp. 

Electroacoustic GmbH 

Electro Prods. Labs. Inc. 

Elgin National Watch Co., 
Electronics Div. 

Federal Electronic Sales 

Flahan Co. 

The Gabriel Co. 

Gregg Electric Co. 

I. E. Mfg. 

Industrial Hardware Mfg. Co., 


nc. 
International Rectifier Corp. 
Jerrold Electronics Corp. 
KLH Research & Development 
Corp. 
Lowell Mfg. Co. 
MacDonald & Co. 
J. W. Miller Co. 
M. A. Miller Mfg. Co. 
Morhan Exporting Corp. 
Oak Mfg. Co. 
Orradio Industries, Inc. 
Oxford Electric Corp. 
Pace Electrical Instruments Co. 
Paco Electronics Co., Inc. 
Robert M. Parks Co., Inc. 
Partridge Transformers Ltd. 
The Pentron Corp. 
Philips Electronics, Inc., 
Electrical Industries Div. 
Pilot Radio Corp. 
Precision Apparatus Co., Inc. 
Pyramid Instrument Corp. 
Radio Industries, Inc. 
Radion Corp. 
Rek-O-Kut Co. 
Robins Industries Corp. 
Herman H. Smith, Inc. 
Sonotone Corp. 
Sound-Craft Systems 
The Staver Co., Inc. 
Switchcraft, Inc. 
Taylor Tubes, Inc. 
Telex Labs., Inc. 
Terado Co. 
Triple-A Specialty Co. 
Vaco Prods. Co. 
Walsco Electronics Mfg. Co. 
Ward Prods. Corp. 
Wellcor, Inc. 
Workshop Associates 
Audio Tool & Engrg. Ltd., 32 
River St., Toronto, Ont. EM 2- 
3781. 
Ronette Acoustical Corp. 
Sea Breeze Mfg. Ltd 
V-M Corp. 
Audio Vox Intercom Inc., 4510 De 
ceeeete, Montreal, Que. LA 1- 
3188. 
English Telephones Ltd. (Que.) 
Rego Insulated Wire Corp. 


Automate Electric Sales (Canada) 
Ltd., 185 Bartley Dr., Toronto 16, 
Ont. PL 7-2861; 292 Decarie Blvd., 
Ville St. Laurent, Montreal 9, 
Que. RI 4-5851; 723 Ottawa Elec- 
Sw Bldg., 56 Sparks St., Ottawa 
Ont. CE 3-3092; 113 Phoenix 
Bias. 388 Donald St., Winnipeg 
2, Man. WH 3-9081 and 3-4637; 
Exner Blidg., 1840 MclIntyre St., 
Regina, Sask. LA 3-9529; 
103rd St., Edmonton, Alta., 
and 45540; 527 W. 8th Ave., 
couver 9, B.C. DI 4231-2-3. 
Automatic Electric (Canada) Ltd. 
a Telephone & Electric 


td 
Lenkurt Electric Co. of Canada 
Ad. 
Paragon Electric Co. 


Stromberg Time Corp. 
Tel Autograph Corp. 
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Canadian Representatives 


Automatic Telephone & Sound 
Services Ltd., 777 Osborne Ave., 
Verdun, Que. PO 8-8161. 
Canadian Westinghouse Co. Ltd., 
Electronics Div. 
Aviation Electric Ltd., 200 Lau- 
rentien Blvd., St. Laurent, Que. 
(P.O. Box 6102, Montreal 9) RI 4- 
2811. 
Bendix Aviation Corp., Scintilla 
Div. 
Hamlyn Electronics Corp. 
Newton Bros. (Derby) Ltd. 
Robinson Aviation, Inc. 
Avionics Ltd., Box 200, Stone Rd., 
Niagara-on-the-Lake, Ont. HO 8- 


32. 
Defiance Engrg. & Microwave 
Corp. 

Electro Mechanisms Ltd. 

Microwave Instruments Ltd. 

Thermionic Prods. Ltd. 

Watchstones Co. Ltd. 
Aviquipo of Canada Ltd., 636 St. 
Paul St. W., Montreal 3, Que. UN 
6-4067 and 109 Eglinton Ave. E., 
Toronto, Ont. HU 3-1211. 

Coast Pro-Seal & Mfg. Co. 

Flightex Fabrics, Inc. 

Motor Generator Corp. 

Simmons Fastener Corp. 


B 


Bach Simpson Ltd., 1255 Brydges 
St., London, Ont. GL 1-9490 and 
109 Eglinton Ave. E., Toronto, 
Ont. HU 3-2585. 
Radiometer 
James J. Backer Co., 221 W. Galer 
St., Seattle 99, Wash. AL 6470. 
Aerovox Corp., Cinema Engrg. 
Div. (B.C.) 
C. A. Ball, Riviera Court Apt. 212, 
6 Church St., Mimico, Ont. HU 
9-6465. 
Croname, Inc. 
Bancroft, Bodel & Inch (Western) 
Ltd., 1333A 9th Ave. W., Calgary, 
Alta. 26771 and 357 Bannatyne 
Ave., Winnipeg, Man. WH 3-4152. 
Renfrew Electric Ltd. 
Bancroft Industries Ltd., P.O. Box 
68, Place D’Armes, Montreal, Que. 
WE 3-3605. 
Exacto Industries, Inc. 
Barry Electric Ltd., 346 Bering 
Ave., Toronto 18, Ont. BE 3-8901. 
Cherry Electrical Prods. Corp. 
Robt. W. Bartram, Ltd., P.O. Box 
96, N.D.G., Montreal 28, Que. HU 
8-2511. 
Driver-Harris Co. 
J. Bass, Rm. 106, 525 Seymour 
St., Vancouver 2, B.C. MU 3-5848. 
Automatic Coil Mfg. Ltd. 
Bayly Engrg. Ltd., Hunt St., Ajax, 
Ont. Toronto EM 2-3741 and 48 
— St., Ottawa, Ont. CE 2- 


“The Arnold Engrg. Co. 
Beta Electric Corp. 
Boesch Mfg. Co., Inc. 
Boonton Radio Corp. 
Brush Instruments Div., 
Corp. 
De Mornay—Bonardi 
Allen B. Du Mont Labs., Inc. 
M. C. Jones Electronics Co., Inc. 
Sorensen & Co., Inc. 
Beaconing Optical & Precision Ma- 
terials Co. Ltd., 455 Craig St. W., 
Montreal, Que. UN 6-8395. 
BBT Ltee. 
Lambda-Pacific Engrg., Inc. 
Beckman Instruments, Inmc., 3433 
Bathurst St., Toronto, Ont. RU 1- 


Clevite 


Beckman Instruments Div., 
Scientific Instruments Div. 
Beechey Enterprises, 290 Lawrence 
Ave. W., Toronto 12, Ont. RU 7- 

3861. 
Bulova Watch Co. 
Chadwick-Helmuth Co. 
Chemalloy Electronics Corp. 
(East) 
Conrad, Inc. 
Hughey & Phillips 
Rinco, Inc. (East) 
Transistor Devices, Inc. 
Waveline, Inc. 
Behr-Manning (Canada) Ltd., 2326 
Dufferin St., Toronto, Ont. RU 2- 
1114. 
a 1 Behr-Manning Overseas, 
ne. 
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Benco Television Associates Ltd., 
27 Taber Rd., Rexdale, Ont. CH 
4-2496. 

Adler Electronics, Inc. 

Thompson Prods. Ltd. 

B. Vincent Benton, 14-B Old Hick- 
ory Dr., Albany 4, N.Y. 
American Electrical Heater Co. 
(Ont. and Que.) 
John Best Co., 96 Kipling Ave. N., 
Toronto 18, Ont. BE 1-7633. 

Bimba Hardware Mfg. Co. 

F. A. J. Tools Co. 

Farmer Electric Prods. Co., Inc. 

Marshalltown Mfg. Co. 

Oil-Dyne, Inc. 

Wassco Electric Prods. Corp. 
Black Bros. Ltd., 1200 Hornby 
St., Vancouver 1, B.C. MU 3-5581. 

Southco Div., South Chester 

Corp. (B.C.) 
William Blinoff, 4900 Flournoy St., 
Chicago 11, II. 

Motorola, Inc., Semiconductor 

Prods. Div. 
L. G. Blunt Ltd., 130 Rosedale 
Valley Rd., Toronto 5, Ont. WA 
1-4392. 

Grundig Radio Werke. 

Ingenieur Buro Atlas. 

F. D. Bolton Ltd. and Douglas 
Power Equipt. Ltd., 926 E. Hast- 
ings St., Vancouver 4, B.C. M 
-5658. 

Heinemann Electric Co. (West) 
R. L. Brews & Son Ltd., 10810-119 
St., Edmonton, Alta. 884817 and 
1324 llth Ave. S.W., Calgary, 
Alta. CH. 4-2736. 

Canadian Armature Works, Inc. 
Brian Engrg. Ltd., 5275 Van Horne 

ve., Montreal, Que. RE 7-2800. 

Avien, Inc. 

Data instruments Div., 

Telecomputing Corp. 

The Deutsch Co. 

Inet Div., Leach Corp. 

Leach Relay Div., Leach Corp. 

Rahm Instruments Div., 

S. Gauge 

United States Gauge 
The Bristol Co. of Canada Ltd., 
71-79 Duchess St., Toronto 2, 

EM 3-3421; 

Montreal, Que. 

Emerald St. N., Hamilton, 

JA 2-0335; 4420-ist St. S.E., 
gary, Alta. CH 3-7603; 736 Gran- 
7} St., Vancouver, B.C. MU 4- 


"The Bristol Co. 


S. G. Brown (Canada) Ltd., 
358 Youville St., Montreal, 
VI 5-4255 

S. G. Brown Ltd. (East) 
Norris Burgess, 418 Mt. Pleasant 
Rd., Toronto 7, Ont. HU 9-1854. 

Electronic Components Ltd. 

Electronic Measurements Corp. 

Ideal Precision Meter Co., Inc. 

Milwaukee Resistor Co. 

S & A Electronics 

Tee Vee Mfg. Co. 

Vidaire Electronics Mfg. Corp. 
Burlec Sales Ltd., 45 Northline 
Rd., Toronto 16, Ont. PL 5-3377 
and 1179 Decarie Blvd., Montreal, 
Que. RI 4-0165. 

—- Superior Electric Co. 

t 


356- 
Que. 


Atlas Electric Prods. 
Austinlite Ltd. 

Cramer Controls Corp. 
Electric Specialty Co. 
Electrons, Inc. 

Fuse Indicator Corp. 

Guest Prods. Corp. 
Horstmann Gear Co. Ltd. 
Maurey Instrument Corp. 
Donald P. Mossman, Inc. 

P. K. Neuses, Inc. 

Phillips Control Corp. 
Powertronic Equipment Ltd. 
S & T Sales (Import) Ltd. 
Syntron (Canada) Ltd., (Ont. and 


e. 
The Wama Co. 


Cc 


Caldwell A/V Equipment Co. Ltd., 
447 pares St., em Ont. WA 
2-2103. paps: /. Caldwell 
x “_ a... St., Montreal, 
Que. and 311 Alaska Pine Bidg., 
1111 W. Georgia St., Vancouver, 
B.C.; W. F. Souch & Associates, 
Portage Ave., Winnipeg, 
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Astral Electric Co. Ltd. 

Berndt Bach 

Califone Corp. 

Conrac, Inc. 

Electro-Chemical Corp. 

Filmline Corp. 

Harwald Co. 

Hollywood Film Co. 

Photo Research Co. 

Robert Rigby Ltd. 

Stancil-Hoffman Corp. 

Technical Services, Inc. 

Teleprompter Corp. 

Television Specialty 

Victor Animatograph Corp. 
Cambridge Thermionic of Canada 
Ltd., 2425 Grand Bivd., Montreal 
28, Que. HU 8-8321. Reps: Sam- 
uel C. Hooker (Canada) Ltd., 2425 
Brand Bivd., Montreal 28, Que. 
HU 8-8321 and 4126 Bathurst St, 
Downsview, Ont. ME 5-1470. 

Cambridge Thermionic Corp. 


Canadian Applied Research Ltd., 
1500 O’Connor Dr., Toronto 16, 
. PL 9-2241 and Roxborough 
Bidg., Laurier Ave. W., Ottawa, 
Ont. CE 6-3931. 
Compagnie Crouzet 
Kearfott Co., Inc. 
Librascope, Inc. 
Robot Berning & Co. 
Transval Engrg. Corp. 
Canadian Charts & Supplies Léd., 
P.O. Box 34, Oakville, Ont. Vi 
Toronto EM 6-7182; 
st. Antoine St., Montreal 3, 
Que. UN 6-1152. Reps: F. Drexel 
Co. Ltd., 656 Evans Ave., Van- 
couver, B.C.; Wells H. Morton & 
Co. Lid., 613- lith Ave. W., Cal- 
gary, Alta.; S. T. E. Fetterly & 
Son Ltd., Furness Bidg., 75 Upper 
Water St., Halifax, N.S. 
Moses Electronics 
Service Recorder Co. 


Canadian Chr lox Co, Ltd., 210 
Rexdale Blvd., Rexdale P.O., Ont. 
CH 1-8624. Reps: E. W. Playford 
Ltd., P.O. Box E, 5851 Upper 
Lachine Rd., Montreal, Que. HU 
9-5383; F. D. Bolton Ltd., 926 
East Hastings St., Vancouver, B.C. 
MU 3-5658; 401 Avenue Bidg., 
Winnipeg, Man.; 11430-95th St., 
Edmonton, Alta. 
Fenwal Controls, Inc. 


Canadian Curtiss-Wright Ltd., 1980 
Sherbrooke St. W., Montreal, Que. 
WE 7-6117 and Davis Rd., Oak- 
ville, Ont. VI 5-2828. 

Curtiss Wright Corp. 

Resistance Prods. Co. 


Canadian Electric Resistors Lid., 
Curity Ave., loronto 16, Ont. PL 
5-1891. Rep: Chas. L. Thompson 
Ltd., 3093 Woodbine Dr., N. Van- 
couver, B.C. YU 8-2597. 

British tlectric Resistance Co. 

Lid 

Canadian Electrical Supply Co. 
Ltd., 275 Craig St. W., Montreal, 
Que. UN 1-2411. Distributors of 
a wide range of electronic and 
allied components and equipment. 


Canadian Electronics Ltd., 109 St. 
and 107 Ave., Edmonton 1, Alta. 
4645. Distributor of a wide range 
of electronic and allied components 
and equipment. 
Canadian Motorola Electronics 
Ltd. (Alta.) 
Electrical Communications, Inc. 
Jerrold Electronics (Alta.) 
Raytheon Mfg. Co. (Alta.) 
Reeves Equipment Corp. (Alta.) 
Sola Electric Co. (Alta.) 
Thompson Prods., Inc., 
Electronics Div., (Alta.) 


Canadian General Electric Co. 
Ltd., Electronic Equipment and 
Tube Dept., 830 Lansdowne Ave., 
Toronto 4, Ont. LE 4-6511. Br: 
3030 East Broadway, Vancouver, 
B.C. HA 7700; 3638 Manchester 
Rd., Calgary, Alta. CH 3-7696; 
945 St. James St. Winnipeg, Man. 
SP 4-3581; 5000 Namur, Montreal, 
Que. RE 3-9911; 131 Howe Ave., 
Halifax, N.S. 5-0551. 
General Electric Co. (England) 
(Microwave and Multiplex 
Equipment only) 
Canadian General Electric Co. 
Ltd., 221 Dufferin St., Toronto, 
Ont. LE 2-4421. 
General Electric Co. (Lamp 
Wire and Phosphors) 





General Electric Co. (Lamp 
Leads and Bases) 

General Electric Co. (Lamp 
Glass Dept., Sect. No. 670) 
Canadian Industries Ltd., P.O. Box 
10, Montreal, P.Q. UN 1-2571 

Loc. 2277. 
Imperial Chemical 
Ltd., Plastics Div. 
Canadian Line Materials Ltd., 3595 
St. Clair Ave. E., Toronto 13, Ont. 
AM 1-7111 & OX 9-2337. (Branch- 
es and agents across Canada.) 
J. H. Darcy Ltd. 
Canadian Liquid Air Co. Ltd., 1111 
Beaver Hall Hill, Montreal, Que. 
Branches throughout Canada. UN 
1. 


Industries 


Fibremetal Prods. Co. 

Miller Electric Mfg. Co., Inc. 

Welsh Mfg. Co. 

Canadian Lister Blackstone Lid., 
1921 Eglinton Ave. E., Toronto 
13, Ont. PL 5-5255. 

Blackstone & Co. Ltd. 

R. A. Lister & Co. Ltd. 

Lister Blackstone Marine Ltd. 
Canadian Marconi Co., 6035 Cote 
de Liesse Rd., Montreal, . RI 
8-7711. Also in Halifax, N.S., 
Toronto, Ont., Winnipeg, Man. and 
Vancouver, B.C. 

Marconi Instruments Ltd. 

Marconi’s Wireless Telegraph 

Co. Ltd. 


Canadian Marconi Co., Electronic 
Tube & Components Div., 830 
Bayview Ave., Toronto 17, Ont. 
HU _ 1-5221. 

Clarostat Mfg. Co., Inc. 

Electric Soldering Iron Co. 

English Electric Valve Co. 

Jackson Electrical Instrument 

Co. 

Litton Industries 

Machiett Labs., Inc. 

National Co., 

Turner Co. 

Webcor, Inc. 
Canadian Marconi Co., Marine 
Div., 4104 St. Catherine St. W., 
Montreal, Que. WE 7-4655. 

Lustraphone Ltd. 


Canadian Motorola 
Ltd., 105 Bartley ss 


Electronics 
Toronto 16, 


‘ Inc. 
Motorola Inc., Comm. and 
Electronics Div. 
Philips Electronics, Inc., 
Telecom. Div. 
Canadian Research Institute, 46 
St. George St., Toronto 5, Ont. 
WA 3-2455. 
Baird-Atomic, Inc. 
Buckleys (Uvral) Ltd. 
Golay-Buchel 
P. Gossen & Co. GmbH 
Hathaway Instrument Co. 
Photovolt Corp. 
Precision Radiation Instruments, 
ne. 
Canadian Sonic Co., 46 St. George 
St., Toronto 5, Ont. WA 2-6484 
Sonic Engrg. Corp. 
Ultrasonics Ltd. 


Canadian Westinghouse Co. Ltd., 
Head Office, 286 Sanford Ave. N., 
Hamilton, Ont. JA 7-0271. Branch- 
es in principal cities across Can- 
ada. 

Metropolitan-Vickers Electrical 

oO. 

di Westingh Co. Ltd., 
Electronics Div., Longwood Rd. 
S., P.O. Box 510, Hamilton, Ont. 
JA 8-3461. 

Electronics Associates, Inc. 
General Precision Lab., Inc. 
Industrial Radio Corp. 
Link-Gonset, Young Spring & 

Wire Corp. 

Canadian Westinghouse Co. Ltd., 
Tube Div., Longwood Rd. S., P.O. 
Box 510, Hamilton, Ont. JA 8- 
3461. 

Westinghouse Electric Corp., 

Tube Div. 

Westinghouse Electric Corp., 

Semiconductor Div. 


Canadian Wilbur B. Driver Co. 
Ltd., 85 King St. E., Toronto 1, 
Ont. EM 2-1451. 

H. Clarke & Co. (Manchester) 





Ltd. 
Wilbur B. Driver Co. 





Canadian Representatives 


Carriere & MacFeeters Ltd., 936 
Warden Ave., Scarborough, Ont. 
PL 7-5103 and 261 Brittany Dr., 
Ottawa, Ont. SH 6-6318. 

dian Westinghouse Co. Ltd. 
(Aircraft Prods.) 

. Gauge Div., American 
Machine & Metals, Inc. (Air- 
craft Insts.) 

Harry Cheer, 21 eas! St. E., To- 
ronto, Ont. EM 
Canadian Armature Works, Inc. 
Chemical & Indu Sales 
8035-102 St., P.O. Box 
South Edmonton, Alta. 392935. 
Westronics, Inc. 


Ltd., 
4115, 
Cc. P. Clare Canada Ltd., 2700 
Jane os a "ss oJ _ 73, Toronto 15, 


= 
-} “ho & Co. 


ton L. Clark Ltd., 3745 Bloor 
St. W., Toronto 18, Ont. BE 1- 
3303. 

Audio Devices, Inc. 

Audio Instruments Co., Inc. 

Bernd-Bach, Inc. 

Dynaco, Inc. 

Harman-Kardon, Inc. 

Klieg! Bros. 

Jas. B. Lansing, Inc. 

Magnasync Mfg. Co. 

Magnecord Canada Ltd. 

Mole Richardson Co. 

Viking of Minneapolis 

Weathers Industries 


Canadian Representatives— 


William Cohen Ltd., 7000 Park Ave., 
Rm. 402, Montreal, Que. CR 2-5719. 
Reps: Len Finkler Co., 330 Ade- 
laide St. W., Toronto, Ont. EM 
8-5222; A. L. Whitehead Ltd., P.O. 
Box 2345, Vancouver, B.C. Sybell 
Sales Co., 178 Matheson Ave., 
Winnipeg, Man 
Automatic Radio Co. (Que. & 
ast) 
American Electronics Co. 
B. & M. Electric Co. 
Circuit Mfg. Co. (Canada 
except B. C.) 
Colman Tool & Machine Co. 
Eby Sales Co. 
Electronic Chemical Corp. 
Kitchener Electronics Industries 
Ltd. (Que.) 
Kingston Electronics Corp. 
(Canada except B. C.) 
Lindsay Antenna & Specialty 
Prods. (Que.) 
Newcastle Fabrics Corp. (Que. 
& East) 
S. H. Parker & Co. (Panasonic 
speakers s metal goods 
(Que. & East) 
Pomona Electronics Co. 
Precision Electronics, Inc. 
Pyramid Electric Co. 
Royal Electric Corp. 
Ronnie Leather Goods (Que. 
& East) 
Superex Electronics Corp. 
Triton Mfg. Co 
Robert Collins Ltd., 432 Birch- 
mount Rd., Toronto, Ont. OX 9- 
9365. 
Midget Louver Co. 
Comvatins Devices of Canada 
» P.O. Box 508, Ottawa 4, Ont. 
PA 3. 1761; 10120 Jasper Ave., 
Edmonton, Alta. 4-6513; 164 
Eglinton Ave. E., Toronto, Ont. 
HU 8-2452. 
Allison Labs. 
Bendix Aviation Corp. 
Benson Lehner Corp. 
Epsco, Inc. 
Flight Research 
Goodmans Industries Ltd. 
nn Engrg., Inc. 
M.I. Corp. of America 
mod Instrument Corp. 
The Solarton Electronic Group 
Ltd. 
Teletronics Lab., Inc 
Traid Corp. 
Consolidated Electronic Equip- 
ment Co. Ltd., 94 Sheppard Ave. 
W., Willowdale, Ont. BA 5-6921. 
urtiss-Wright Thermal Device 
Div. 
Filtors, Inc. 
Garde Mfg. Co. 
K.L.G. Sparking Plugs Ltd., 
Special Prods. Div. 
Electronic 7 a 
1514 Eglinton Ave. 
RU 3-6576 Wy 


Conway 
Ree'd.. 
Toronto 10, Ont. 
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Advance Components Ltd. 
American Electronic Labs., Inc. 
Atomic Labs., Inc. 

Cossor (Canada) Ltd. 

Dawe Instruments Ltd. 
Diamond Anténna & Microwave 


Corp. 
Elliott Bros. (London) Ltd. 
Esterline-Angus Co., Inc. 
Fairchild Camera & Instrument 
Corp. (Industrial Camera Div.) 
Farnel Instruments Ltd. 
Metronix, Inc. 
Metropoliton-Vickers Electrical 
Co. Ltd. 
Minneapolis-Honeywell Regula- 
tor Co. (Brown Recorder & 
Rubicon Instrument Divs.) 
North Hills Electric Co., Inc. 
Nutron Mfg. Co., Inc 
Peschel Electronics, Inc. 
W. G. Pye Co. Ltd. 
Sylvania Electric Corp. 
Taylor Electrical Instruments 


Ltd. 
Telechrome Mfg. Corp. 
Telefunken GinbH 
Universal Atomics Corp. 
Universal Transistor Prods. 
Corp. 
Cossor (Canada) Ltd., 301 Windsor 
St., Halifax, N.S. 4-6487; 93 Shep- 
pard Ave. W., Willowdale, Ont. 
BA 5-8241; 8230 Mayrand St., 
Montreal, Que. RE 3-6502. 
Cossor Instruments Ltd. 
Lustraphone Ltd. 
W. H. Sanders (Electronics) 


Ltd. ; 
Whiteley Electrical Radio Co. 
Ltd. 


Cords (Canada) Ltd., 149 Sterling 
Rd., Toronto 3, Ont. LE 7-1221. 
Heyman Mfg. Co. 
B. D. Coyne, 4130 Molson Ave., 
St. Genevieve de Pierrefonds, 
R.R. 2, Box 21, Que. NA 6-5412. 
Hellermann Canada Ltd. 
Ungar Electric Tool Co. of 
Canada 
Cresswell-Pomeroy Ltd., Leon 
Harmel St., Granby, . FR 8- 
4611; 123 Cote d’Abraham, Que- 
bec, Que. 2-3953; 2425 Grand 
Blvd., Montreal, Que. HU 1-1142; 
35 Densley Ave., Weston, Toronto 
15, Ont. CH 1-5251; 10334-108th 
St. Edmonton, Alta. ED 2-2821; 
839 Powell St., Vancouver, B.C. 
MU 5-6614. Rep: Walter Wray 
Ltd., 1111 Chevrier Blvd., Fort 
Garry, Winnipeg 9, Man. 428-007. 
Expanded Metal Co. Ltd. 


D 


D & B Sound & Signals, Inc., 
39 Notre Dame St. E., Montreal 
1, Que. UN 1-7141. Reps: H. 
Pfaff, 7 Valerie Rd., Scarborough, 
Ont. PL 7-2172; Winnett Boyd 
Ltd., 745 Mt. Pleasant Ave., To- 
ronto, Ont. HU 1-3722; Colonial 
Homes of London, 904 Oxford. 
London, Ont. 3-0386; Red Comet 
Canada Ltd., 8368 Bougainville, 
Montreal 9, Que. RI 4-6451. 
Autophone Ltd. (East). 
The S. H. Couch Co., Inc. 
(East) 

Lustraphone Ltd. 

The Trix Electrical Co. Ltd. 
Davies Agency, Box 252, 
John, N.B. 

Renfrew Electric Ltd. 
Dawe Instruments Ltd. (Canadian 
Div.), 1654 Bank St., Ottawa, Ont. 
RE 3-1150. 

Dawe Instruments Ltd. 

Evans Electroselenium Ltd. 

Rank Clintel Ltd. 

Dayrand Ltd., Room 301, 901 
Victoria Sq., Montreal 1, Que. 
Dielectric Prods. Engrg. Co., 


nc. 

C. R. Snelgrove Co. Ltd. (Que.) 
Daystrom Ltd., 840 Caledonia Rd., 
Toronto, Ont. RU _ 77-1114 and 
5430 Ferrier St., Montreal, Que. 
RI 8-8471. 

Daystrom Pacific 

Heath Co. 

Weston Instruments Div., 

Daystrom, Inc. 
Decca Radar (Canada) Ltd., 23 
Six Points Rd., Toronto 18, Ont. 
BE 2-1161. 

Decca Radar Ltd. 

Delhi Metal Products Co. 
Waverley St., Delhi, Ont. 211. 
Telrex Labs. 


Saint 


Ltd., 


Delia Aijrcraft Equipment Co., 
= one Rd., Toronto 12, 
t. RU _3-7372 

ay 1 Lakes Mfg. Corp. 

Revere Corp. of America 

Standard Crystal Co. 

Telectro Industries Corp. 

Transco Prods., Inc. 

A. Deskin Sales Co., 6875 Fielding 
Ave., Montreal, Que. 

Precision Metal Prods. Co. 
Desser E-E Ltd., 441 St. Francois 
Xavier, Montreal. Que. VI 5-6570. 

Atlas E-E Corp. 

ae. teen Instrument 

0. 
General Transistor Corp. 
General Transistor Western 


‘orp. 
United Electronic Mfg. Corp. 
Utah Radio Prods. Corp. 

Vokar 
Domac Technical Sales Ltd., 1950 
Bank St., Ottawa, Ont. RE 3-3390. 

E.C.C. Canada Ltd. 

James S. Spivey, Inc. 

Dominion Electrohome Industries, 

Ltd., Technical Prods. Div., 140 

Mansion St., Kitchener, Ont. SH 3- 

0271. 

Isotope Developments Ltd. 

Radio Heaters Ltd. 

Trumeter Co. Ltd. 

Universal Electric Co. 

Dominion Industries, 270 Parlia- 

ment St., Toronto, Ont. EM 6- 

3666. 

C. A. Weidmuller K.G. 
Dominion Sound Equipments Ltd., 
4040 St. Catherine St. W. (B ox 

220, Westmount), Montreal, Que. 
WE 5-5281. 

Machlett Labs., Inc. 

Racon Electric Co., Inc. 

J. K. Dooley Co., 3215 Western 

Ave., Seattle 1, Wash. AT 4-8313. 
American Electronics, Inc. 


(B. C. 
Waterman Products Co., Inc. 
(West) 
Mr. Leo Doucette (C. L. Thomp- 
son Ltd.), c/o Thorcraft Radio, 
87 King St., Winnipeg, Man. WH 
3-2871. 
Canadian Astatic Ltd. (Man. 
& Sask.) 
Dycon Ltd., 25 Carson St., To- 
ronto 14, Ont. CL 9-8276. 
Atkomatic Valve Co., Inc. (Ont.) 
Atlas Valve Co. (Ont.) 
The Bruning Co. (Ont.) 
Pneu-Trol, Inc. (Ont.) 
Sinclair-Collins Valve Co. (Ont.) 
Skinner Electric Valve Div. 
(Ont.) 


E 


E.C.C. Canada Ltd., 66 Colville 
Rd., Toronto 15, Ont. CH 4-6455-6. 
Rep: Domac Technical Sales Ltd., 
1950 Bank St., Ottawa, Ont. RE 
3-3390. 

George Ellison Ltd. 

Galbraith & Grant Ltd. 

M. S. Gibb Ltd. 

Nalder Bros. & Thompson Ltd. 

The Electric Construction Co. 

Transformers & Rectifiers Ltd. 

Tufnol Ltd. 


E-T-A_ Products Co. 
265 Craig x. W., 
Que. UN 1-5998. 

Ellenberger & Poensgen GmbH 
Edwards High Vacuum (Canada) 
Ltd., P.O. Box 515, Cumberland 
Ave., Burlington, Ont. NE 4-7757 
& Toronto EM 3-9841. 

Edwards High Vacuum Ltd. 
Elcom Marketing Ltd., 767 War- 
den Ave., Scarborough, Ont. OX 
8-3691. 

Stanwyck Coil Prods. Ltd. 

Elder Electronics, 3220 Robert St., 
Burlington, Ont. NE 4-0511. 

Amco Engrg. Co. 

General Ultrasonics Co. 

Instron Engrg. x 

Marion Electrical Instrument 

Co. 

Radio Frequency Co., Inc. 

(All rep’d in Ont. & Que.) 
Electro Sonic Supply Co., Ltd., 
543 Yonge St., Toronto, Ont. WA 
4-9301. Distributor of a wide 
range of electronic and allied 
components and equipment. 

Atlas E-E- Corp. (Ont.) 


of Canada, 
Montreal 1, 
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Electrodata Div. of Burroughs 
Adding Machine of Canada Ltd., 
1313 Wellington St., Ottawa, Ont. 
PA 8-3539; 752 Bay St., Toronto, 
Ont. EM 3-3000; 5757 Deceiles 
Ave., Suite 404-05, Montreal, Que. 
RE 3-0468. 
Electrodata Div., Burroughs 
Corp. (East) 
Eléctrodesign, 736 Notre Dame St. 
W., Montreal, Que. UN 6-7367; 
376 London Terrace, Ottawa 2, 
Ont. SH 9-6837; 109 Eglinton Ave. 
E., Toronto, Ont. HU 9-7221. 
Addison yy Co. Ltd. 
(Ont. & Que 
Alford Mfg. co (Ont. & Que.) 
American Rectifier Corp. 
Apex Scientific Co. (Ont. & 


Que.) 
Arizona Tool & Die Co. (Ont. 
ue. 
Arnold Magnetics Corp. (Ont. 
ue. 
Raymond Atchley, Inc. (Ont. & 
) 


ue. 
Atlas-Werke A.G. 
Autron Engrg. Inc. (Ont. & 
ue. 

Baldwin Instrument Co. Ltd. 
Branson Instruments, Inc. 
California —- Industries 

(Ont. & 
Chassis- Trak, ,_* (Ont. & Que.) 
Crescent Engrg. & Research 

Co. (Ont. & Que.) 
Cubic Corp. (Ont. & Que.) 
Dynapar Corp. (Ont. & Que.) 
E.M.I. Electronics Ltd. (Ont. & 


Que.) 
E S C Corp. (Ont. & Que.) 
Electro-Flex Heat, Inc. (Ont. & 


ue. 

Evans Electroselenium Ltd. 
(Ont. & Que 

Feedback pn Inc. (Ont. 
& Que.) 

Fielden Electronics Ltd. 

Franklin Electronics Inc. (Ont. 
& Que.) 

General Automatic Corp. (Ont. 


Que. 

The Infra Red Development 
0. . 

Instruments for Industry (Ont. 


ue.) 
Joyce, Loebel & Co. Ltd. (Ont. 
& Que.) 
Lab. for Electronics, Inc. (Ont. 
& Que.) 
Metrawatt A.G. 
M-F Electronics Co. (Ont. & 


Que.) 

Nagard Ltd. (Ont. & Que.) 

North Atlantic Industries, Inc. 
(Ont. & Que.) 

Nucleonic Corp. of America 
(Ont. & Que.) 

Optimized Devices, Inc. (Ont. 
& Que.) 

Oregon Electronic Mfg. Co. 
(Ont. & Que.) 

Resista (Ont. & Que.) 

Rutherford Electronics Co. 
(Ont. & Que.) 

Siemens & Halske A.G. (Small 
rectifiers only) 

Slaughter Co. 

Sola Electric (Canada) Ltd. 
Que.) 

Southern Electronics Corp. 
(Ont. & Que.) 

Southern Instruments Ltd. 
Southwestern Industrial Elec- 
tronics Co. (Ont. & Que.) 

Taylor Electrical Instruments 
Ltd. (Ont. & Que.) 

The Tipp Mfg. Co. 

Ultradyne Engrg. Labs., Inc. 
(Ont. & Que.) 

Van Norman Industries, Inc. 
Electronics Div. 

Vari-L Co., Inc. (Ont. & Que.) 

The Waters Corp. (Ont. & Que.) 

Waweforms, Inc. (Ont. & Que.) 

Whitso, Inc. (Ont. & Que.) 

Zell Prods Corp. (Ont. & Que.) 


Electrolabs Reg’d., 7385 St. Law- 
rence Blvd., Montreal, Que. CR 
6-6076. 
Accurate Electronics Corp. 
Aerolite Electronics Corp. 
Chicago Industrial Instrument 
Co. 
Commercial Plastics Co. 
Kellogg Switchboard & Supply 
Co. (Que.) 
Onondaga Pottery Co., Elec- 
tronics Div. 
Statham Development Corp. 
oe Rectifier Co. 
M. Welch Mfg. Co. (East) 
Zenith Electric Co. 
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Electroline Television Equipment, 
Inc., Suite 114, 5757 Decelles Ave., 
Montreal 24, Que. RE 9-2265. 
Applied Research, Inc. 
Entron, Inc. 


Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX 3- 
7011 and 11819 Michel Sarraezin, 
Montreal 9, Que. RI 4-1932. 

Advanced Electronics Mfg. 

Corp. 

Atlantic Instruments, Inc. 

B & F Instruments, Inc. 

Behiman Engrg. 

Burr Brown Corp. 

Bournes Labs., Inc. 

Computer Measurements Corp. 

Century Electronics & Instru- 

ments 
Electro Instruments, Inc. 
—— Mechanical Research, 
nc. 

Electronic Tube Corp. 

General Communications Co. 

General Devices, Inc. 

Kistler Instruments Co., Inc. 

Levinthal Electronic Prods., 


Inc. 
G. T. Meillon 
Metronix 
Nems Clarke, Inc. 
Northeast Scientific Corp. 
Perkin Engrg. Corp. 
Photron Instrument Co. 
Radiation Counter Labs., Inc. 
Arthur C. Ruge, Inc. 
Sage Electronics Corp. 
Schaevitz Engrg. 
J. Langham Thompson Ltd. 


Electronic Associates Ltd., 4616 
Yonge St., Willowdale, Ont. BA 
1-1126. Rep: Pacific Communica- 
tions Services Ltd., 1181 Marine 
Dr., N. Vancouver, B.C. YU 7- 
3914. 

Engineered Electronics Co. 

Ultra-Violet Prods., Inc. 


Electronic Enterprises Ltd., 270 
Vitre St. W., Montreal, Que. UN 
Reps: George H. Giles 
16 Centre St., Thornhill, 
. AV 5-2241; National Sales 
Co., 72 Princess St., Winnipeg, 
Man. WH 3-8707; A. L. Wihite- 
head, P.O. Box 2345, Vancouver, 
B.C. WA 2-2210. 
Nesor Alloy Prods. Co. 


Electronic Service Supply Co., Div. 
of Electronic Res. & Dev. Co 
Ltd., 512 - 9 St. S.W., Calgary, 
Alta. AM 6-2587; 2810 Dewdney 
Ave., Regina, Sask. JO 9-2992; 
9828 Jasper Ave., Edmonton, Alta. 
28831. Reps: Eyers Electronics 
Ltd., 752 E. Hastings, Vancouver, 
B.C. MU 1-0267; Tele-Radio Sys- 
tems Ltd., 3534 Dundas St. W., 
Toronto 9, Ont. RO 2-8224; West- 
ern Sound Services Ltd., 613 Port- 
, Winnipeg, Man. SP 4- 


“Allen B. Du Mont Labs., 
International Div. 
Electronic [7 om & Develop- 
ment Co. 
wy Switchboard & Supply 
‘0. CW 
Lake Mie. Co., Inc. 


Electronic Tube Co., 464 McGill 
St.. Montreal, Que. AV 8-6218. 
Distributor of a wide range of 
electronic and allied components 
and equipment. 


Electrovert Ltd., 265 Craig St. W., 
Montreal, Que. UN 1-1872 and 
. Box 23, Station N, Toronto, 
Ont. CL 1 -9716. 
Akustische u. Kino-Gerate 
GmbH 
Fry’s Metal Foundries Ltd. 
Insuloid Mfg. Co. Ltd. 
Londex Ltd. 
The Micanite & Insulators Co. 


Inc., 


Preh Elektrofeinmechanische 


erke. 
Zoomar International, Inc. 


The J. W. Ellis Industries, 42 Lom- 
bard St., Toronto, Ont. EM 6-1434, 
Camille Bauer Ltd. 
Theo Benning 
The British Rototherm Co. Ltd. 
A/S Danbridge 
Danochemo A/S 
Drello, Eng. P. Drewell 
Elima GmbH 
English Numbering Machines 


t 
Favag, Fabrique D’appareils 
Electriques S. 
Hartmann & Braun A.G. 
Jaquet Ltd. 
Dipl. Ing. Ulrich Knick 
H. C. Kroeplin GmbH 


CANADIAN ELECTRONICS 


ENGINEERING JUNE 


Dr. B. Lange 

Mess & Wiegetechnik GmbH 

Saia S.A. 

Smith Hobson Ltd. 

Sodeco, Societe des Compteurs 
de Geneve. 

Unifact Ltd. 

Hermann Wetzer 

Zwick & Co. K.G. 

Emerson Sales Ltd., 154 Alexander 
St., Vancouver 4, B.C. MU 1-6418. 
Audio Fidelity B. C., Alta. & 

Sask.) 
cme — Audiovision Sales 


Mark Simpson Mfg. Co., Inc. 
(West) 
Minifon (West) 
Tannoy Prods. Ltd. (West) 
Empire Engineering Co., 738 Dun- 
das St. E., Toronto, Ont. EM 4- 


Bacon Felt Co. 
a en Carborundum Co. 
td 


David Dowling Ltd. 

Dremel Mfg. Co. 

Foredom Electric Co. 

Mouldmakers & Engravers Ltd. 
P. Preis Engraving Machine 


Co 

Taylor, Taylor & Hobson Ltd. 
Engineered Sound Systems L#d., 
169 Kipling Ave. S., Toronto 18, 
Ont. BE 3-2155. 

Etelco Telephones (Ont.) 

Hasler Telephones (Ont.) 

W. L. Maxson Co. 

Reeves Equipment Corp. 

Tandberg (East) 
Enterprise Agencies Litd., 5301 
Western Ave., Montreal 28, Que. 
DE 3551-2-3 and 6 Church St., 
Toronto, Ont. EM 4-9081. 

Eastern Industries Inc. 
Ericsson Telephone Sales of Can- 
ada Ltd., 130 Bates Rd., Montreal 
8, Que. RE 1-6428 and 34 Advance 
Rd., Toronto 18, Ont. BE 1-1811. 
Reps: Pacific Communications 
Services Ltd., 1181 Marine Dr., 
N. Vancouver, B.C. YU 17-3914; 
Maclvor Electronics Ltd., 248 
ae St., Winnipeg, Man. WH 2- 


North Electric Co. 
Telefonaktiebolaget L. M. 
Ericsson. 
Erie Resistor of Canada Ltd., 7 
Fraser Ave., Trenton, Ont. EX 
2-6524 & 4972 Dundas St. W., To- 
ronto, Ont. BE 1-1712. 
Corning Glass Works 
Erie Resistor Corp. 
Erie Resistor Ltd. 
Evershed & Vignoles 
Ltd., 2781 Dufferin St., 
19, Ont. RU 7-4281. 
Evershed & Vignoles Ltd. 
The Record Electrical Co. Ltd. 


F 


The _— Co. Kempt Rd., 
fax, N.S. 4-6475 

Midget Louver Co. 
Ferranti Electric Ltd., Industry 
St., Mount Dennis, Toronto 15, 
Ont. RO 2-3661. 

Ferranti Ltd. 

Ferranti Electric, Inc. 
Ferro Enamels (Canada) L4d., 
oa," Box 37, Oakville, Ont. VI 


5-4 
Hawkesbury Wire Co. Ltd. 
(Resistance Wire) (Ottawa 
Valley & Montreal) 


Filer Smith Co. Ltd., 503 Con- 
federation Life Bldg., Winnipeg 2, 
Man. WH 2-3875. 

The States Co. (Sask. & Man.) 
Len Finkler & Co., 330 Adelaide 
St. W., Toronto 2B, Ont. EM 8- 
$222. Reps: Sybell Sales Co., 178 
Matheson Ave., Winnipeg 4. Man. 
JU 9-7242; A. L. Whitehead Ltd., 
P.O. Box 2345, Vancouver, B.C. 
WA 2-2210. 

Arco-Elmenco 

Crown Controls Co., Inc. 

Eze-Hook Test Prods. Co. 

Gernsbach Publications, Inc. 

Hunter Tools 

Illumitronic Engrg. 

on Electronics Industries 

td. 

Labtronics, Inc. 

K. Miller Tool & Mfg. Co. 

Moody Machine Prods. 

Newcastle Fabrics Corp. (Ont.) 

Pyramid Electric Co. 

Tenatronics Ltd. (Ont. & Que.) 

Triplett Electrical Instrument 

Ont. & East) 


(Canada) 
Toronto 


Hali- 
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Workman TV, Inc. (Ont. & 
West) 
Fisher Research Lab. Litd., 
W. Pender St., Vancouver, 
MU 4-2027. 

Fisher Research Lab,, Inc. 
The Foxboro Co., 707 Dollard 
Ave., Lasalle, Montreal, Que. HU 
9-7581, also at Toronto and Van- 
couver. Rep: Peacock Bros., Cal- 
gary, Edmonton, Sydney, Sudbury, 
Winnipeg. 

The Foxboro Co. 

George M. Fraser Ltd., 
Yonge St., Toronto 7, Ont. 
4-9492 


The Autocall Co. 
Castell Locks Ltd. 
W. C. Dillon & Co. Inc. 
Electro Switch Corp. 
Esterline- —— Co., Inc. 
CW. Ont 
The Fisher- pines Co, Inc. 
(Ont. & Que.) 
Rapid Electroplating Process, 
nc. 
L. H. Frost (Canada) 
Service Rd., PO Box 425, 
ville, Ont. VI 4-6681. 
Detroit Controls Corp. 
L. H. Frost & Co, Inc. 
The Lux Clock Mfg Corp. 


G 


The Garrett Mfg. Corp. of Can- 
ada Ltd., 4 Racine Rd., Rexdale, 
Ont. CH 4-5655 and 1255 Laird 
Blvd., Montreal, Que. RE 8-7605. 

AiResearch Mfg. Co. 

The Garrett Corp. 
Gas Accumulator Co. (Canada) 
Ltd., 12 Gower St., Toronto 16, 
Ont. PL 5-5297. Reps: Mackay 
Morton (Western) Ltd., 3610 Mac- 
leod Trail, Calgary, Alta. and 
11015-102nd St., Edmonton, Alta.; 
Walter McHugh Industries Ltd., 
1817 West 4th Ave., Vancouver, 
B.C.; Fabrigear Ltd., 6855 De 
L’Epee St., Montreal, Que. 

A’G’A Division of Esna 

Buchanan Electrical Prods. 

Corp. 

General Communications Ltd., 980 
O’Connor Dr., Toronto 16, Ont. 
PL 5-0771. 

Analytical Measurements, Inc. 

Branson Corp. 

Eastern Specialty Co. 

Hallam, Sleigh & Cheston Ltd. 

Instrument Labs. 

Standard Instrument Corp. 

Technifiex Mfg. Co. 

General Electric X-Ray Corp. Ltd., 
1553 Eglinton Ave. W., Toronto 
10, Ont. RU 3-6106, also at Hali- 
fax, Montreal, Winnipeg, Edmon- 
ton & Vancouver. 

General Electric Co., X-Ray 

Dept. 

General Instrument-F. W. Sickles 
of Canada Ltd., 151 Weber St. S., 
P.O. Box 408, Waterloo, Ont. 
SH 4-8101. Reps: Adams Engrg. 
Ltd., 1500 St. Catherine St. leo 
Montreal, Que., 77 Metcalfe St., 
Ottawa, Ont., and 1999a Avenue 
Rd., Toronto, Ont.; C. W. Poin- 
ton, Toronto; Canadian Line Ma- 
terials, Toronto. 

Automatic Mfg. Div., 

Instrument Corp. 
General Instrument C oT 
Micamold Electronics Mfg. 

Corp. 

Radio Receptor Co., Inc. 

F. W. Sickles Div., General 

Instrument Corp. 

General Radio Co., 99 
Pkwy., Toronto 15, Ont. 
2171. 

General Radio Co. 
General Theatre Supply Co. Ltd., 
861 Bay St., Toronto 5, Ont. EM 
4-2438; 86 Charlotte St., Saint 
John, N.B. OX 3-2819; 160 Bates 
Rd., Town of Mount Royal, Mont- 
real, Que. RE 9-2437; 271 Edmon- 
ton St., Winnipeg, Man. WH 2- 
5795; 916 Davie St., Vancouver, 
B.C. MU 5-7933. 

DuKane Corp. 

Hallamore Electronics Co. 

Int. Telemeter Corp. 

National Theatre Supply Co. 
German-Canadian Import Co., 3490 
Olivar Asselin St., Montreal 9, 
Que. RI 4-6627 & RI 4-6529. Re 
Pro Musica Ltd., 193-195 Spad 
Ave., Toronto 2B, Ont. EM 

33 


Badische Anilin & Soda Fabrik 
Feho Lautsprecherfabrik 
Grundig Verkaufs GmbH 


1272 
B.C. 


1554 
W. 


Ltd., 1078 
Oak- 


General 


Floral 
CH 6 


Loewe-Opta 
Perpetuum-Ebner 
Rosenthal 
Wilhelm Westermann (Ont. & 
Que.) 
Andrew Gilchrist Lid., 155 Decarie 
AY St. Laurent, 


>. Dolph Co. 

Dow C orning Silicones Ltd. 

Electro-Technical Prods. 

Fibreglas Canada Ltd. 

Hall & Pickles Ltd. 

Minnesota Mining & Mfg. of 

Canada Ltd. 

Suflex Corp. 

Tensolite Insulated Wire Co. 
George H. Giles Sales, 16 Centre 
St., Thornhill, Ont. AV 5-2241. 

Electronic Components Ltd. 

Electronic Enterprises Ltd. 

The Glendon Co. Ltd., 44 Wel- 
lington St. E., Toronto, Ont. EM 
6-5673. 

Arber Mfg. Co. Inc. (Ont. & 


Que.) 

Berkshire Electric Cable Co. 
Ont. & Que.) 

es Industries, Inc. (Ont. & 


Clevite Transistor Prods. (Ont. & 


Cosmocord Ltd. 

Danbury Knudsen, Div. of 
Amphenol Electronics Corp. 
(Ont. & Que.) 

Fusite Corp. (Ont. & Que.) 

General Hermetic Sealing Corp. 

Hamilton Hall penne Corp. 
(Ont. & Que. 

Industrial Prods Co. (Ont. & 
Que.) 

Lesa Costruzzioni Ellettro 
mecchaniche. 

Lundey Associates, Inc. (Ont. & 
Que.) 

Mullard Overseas Ltd. 

Neosid (Canada) Ltd. (Ont. & 


Que.) 
Permonite Mfg. Co. (Ont. & 


Que.) 

Phelps Dodge Copper Prods. 
Corp., Inca Mfg. Div. (Ont. 
& Que.) 

Reliance (Cords & Cables) Ltd. 

D. M. Stewart Mfg. Co. (Ont. 
& Que.) 

Taylor Electric, Inc. (Ont. & 
Que.) 

Taylor Spring & Mfg. Co. Inc. 
(Ont. & Que.) 

Watliffe Co. Ltd. 


The Glendon Co. Ltd., - .~ 
Div., 44 Wellington St. E., 
ronto, Ont. EM 6-5673. 

Electronic ye Ltd. 

John Fluke Mfg Inc. 

Wayne Kerr Eibe. Lid. 


E. S. Gould Sales Co., 
Nicholas St., Montreal, Que. AV 
8-5716. Reps: Telequipment Mfg. 
Co. Ltd., P.O. Box 844, London, 
Ont. 3-5264; Geerz & Holm Can- 
ada Ltd., 629 Denman St., Van- 
couver, B.C. MU ;3 
Blonder-Tongue Labs. (East) 
Creative Electronics 
Crown Controls Co., 
Datrel Co. 
Delevan Electronics Corp. 
Dow-Key Co., Inc. (East) 
Dual Record Changers. (East) 
Fen-Tone Corp. 
Ferrodynamics my > 
HY-Gain Antenna Prods. 
Industro Transistors Corp. 
Int. Magnetic Electronics Co. 
Isophon Speakers (East) 
Hiram Jones Electronics 
Kemode Mfg. Co. 
Kunkler Consensers Co. (East) 
McCurdy Radio Industries Co. 
Ltd. (East) 
McIntosh Lab., Inc. (East) 
Microtran Co., Inc. (East) 
P. P. Payne & Sons (Canada) 
Ltd. (East) 
Precise Development Corp. 
(East) 
Ram Electronics Corp. (East) 
San Fernando Electric Mfg. Co 
Slip Ring Co. of America 
Standard Telephones & Cables 
(Quebec) (East). 
Telequipment Mfg. Co. Ltd. 
(East) 
Workman TV, Inc. (East) 
H. Roy Gray Co. Lid., 46 Dan- 
— Rd., Toronto 13, Ont. OX 


353 St. 


Inc. (East 
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"Fairchild Recording Equipment 
McGraw- 


Stpegeecenaee Div., 
Edison Co, 
James Millen Mfg. Co. 





Canadian Representatives 


W. D. Gray & Co., Main & Sec- 
ond Ave., Vancouver, B.C. EX 
1545. 
Midget Louver Co. 
Great Lakes Electrical Spsecialties 
Ltd., Algie Ave., Toronto 14, Ont. 
CL 1-6581. 
Bussmann Mfg. Div., McGraw- 
Edison Co. 
The B. Greening Wire Co. Ltd., 
N., Hamilton, Ont. 
and Toronto Zenith 
77500; also 180 St. Paul St. W., 
Montreal, Que. VI 9-2407. 
Driver-Harris Co. 


H 


Hackbusch Electronics Ltd., 23 
Primrose Ave., Toronto 4, Ont. 
LE 1-2453. 
Caledonia Electronic & Trans- 
former Corp. 
Clough-Brengle Co. 
Lorain Prods. 
National Carbon Co. 
Stromberg Carlson Co. 
Sylvania Electric Prods. 
Electronic Div. 
Technical Appliance Corp. 
Fred H. Height Co., 3212 Eastlake 
Ave., Seattle 2, Wash. EA 1818. 
Pomona Electronics Co., Inc. 
(B.C.) 
Norman L. 
975 Wall = 
SP 2-121 
Electronic , ee Ltd. 
Hart Battery Co. Ltd., Box 550, 
St. Johns, Que. 7-2325-6-7. 
Branches in principal cities across 
Canada. 
Chloride 
Ltd. 


Inc., 


Haney Agency Ltd., 
Meets 10, Man. 


Electrical Storage Co. 


Hawkesbury Wire Co. Ltd., 
507, Hawkesbury, Ont. Reps: 
Lake Engrg. Co. Ltd., 767 Warden 
Ave., Scarborough, Ont. PL 7- 
3253; Elcom Marketing Ltd., 
Warden Ave., Scarborough, Ont. 
OX 8-3691. 
Bridgeport Insulated Wire Co. 
Ferro Enamels (Canada) Ltd. 
(Resistance Wire) (Ottawa 
Valley & Montreal). 
Hawthorne Electronics, 101 Ad- 
ministration Bldg., Boeing Field, 
Seattle, Wash. BE 4-1375. 
Southwestern Industrial 
tronics Co. 
Tektronix Inc. (Sask., 
B.C.) 
Heap & Partners (Nfid.) Ltd., 122- 
124 New Gower St., P.O. Box 905, 
St. John’s, Nfid. 
Automatic Telephone & Electric 
Co. Ltd. 
P. J. Heenan Ltd., 
sant Rd., Toronto 12, 
1-2291. 
Centralab (East) 
Electronic Devices (East) 
Heppner Mfg. Co. (East) 
Kolisman Instrument Corp. 
(East) 
Methode Mfg. (East) 
Sangamo Elec. Co. (East) 
Sido Ltd. (East) 
R. Henderson, 72 Princess St., 
Winnipeg, Man. WH 3-8707. 
Automatic Coil Mfg. Ltd. 
John Herring & Co. Litd., 
Dundas St. W., Toronto 9, 
RO 2-9824. 
Aemco, Inc. 
Allied Circuit Techniques Ltd. 
Audio Development Co. 
Barber-Colman Co. 
Fortiphone Ltd. 
Hardwick, Hindle, Inc. 
H-B Instrument Co. 
Hi-G, Inc. 
Landis & Gyr, Inc. 
Mucon Corp. 
George Rattray, Inc. 
Ripley Co., Inc. 
Shallcross Mfg. Co. 
Statham Labs., Inc. 
Stevens-Arnold, Inc. 
Uniform Tubes, Inc. 
F. S. B. Howard & Co. Ltd., 661 
Birks Bldg., 620 Cathcart St., 
Montreal 2, Que UN 6-6781; Rm. 
bo 1835 Bag St., Toronto 12, 
HU 5-8403; Rm. 619, 837 w. 
B.C. 


Diamond Power Specialty Corp. 


Elec- 
Alta., & 


804 Mt. 


Plea- 
Ont. HU 


3468 
Ont. 


Hastings St., Vancouver 1, 
MU 1-7044. 
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W. Hobson & Associates, 4195 Sir 
George Simpson, Lachine, Que. 
UN 1-0342, 
Decker Engrg. Corp. 
Electro Switch Corp. (East Ont. 
& Que.) 
Esterline-Angus Co., 
Ont. & Que.) 
Honeywell Controls Ltd., Vander- 
hoof Ave., Toronto 17, Ont. HU 
9-2151. Reps: Conway Electronic 
Enterprises Reg’d., 1514 Eglinton 
Ave. W., Toronto 10, Ont. RU 3- 
6576 & 6676 (Rubicon instruments 
& Brown recorders). 
Minneapolis-Honeywell Regulator 
Co. 
Samuel C. Hooker (Canada) Ltd., 
2425 Grand Blvd., Montreal, Que. 
HU 8-8321 and 4126 Bathurst St., 
Toronto, Ont. ME 5-1470. 
Ace Electronics Associates, Inc. 
Aero Instrument Co. 
Aerovox Corp., Cinema Engrg. 


Inc. (East 


iv. 

Barry Controls, Inc. 

Cambridge Thermonic of Canada 
L 


td. 
Edgerton, Germeshausen & 
Grier, Inc. 
Electra Mfg. Corp. 
Epsco, Inc. 
Hoffman Semiconductor Div., 
Hoffman Electronics Corp. 
Jeffers Electronics Div., Speer 
Carbon Co. 
King’s Electronics (Canada) Ltd 
New England Transformer Co. 
Roanwell Corp. 
Carl W. Shutter Mfg. Corp. 
Sigma Instruments, —. 
Speer Resistor Div., Speer 
Carbon Co. 
The Hoover Co. Ltd., 
& Barton St., Hamilton, 
5-1151. 
Eicor, Inc. 
aa Research Associates, 
nc. 
Hoover Electronics Co. 
Rotron Mfg. Co. 
M. J. Howard & Co., 1206 Bank 
St., Ottawa, Ont. CE 5-9931. 
Aerovox Canada Ltd. (E. wi 
Audio Vox Intercom., Inc. (E 
Ont.) 
Burnell & Co. Inc. (Ont. & Que.) 
Cannon Electric Ltd. (E. Ont.) 
Emerson & Cuming, Inc. (Ont. 


Gage Ave. 
Ont. LI 


& Que.) 
Induction Motors Corp. (Ont. & 


Que.) 
Sealectro Corp. (Ont. & Que.) 
Standard Wire & Cable Ltd. (E. 


Inc. (Ont. & Que.) 
123 Manville 


Ont.) 

Waters Mfg., 
Hudson Randall Int'l, 
Rd., Scarborough, Ont. PL 9-2291 
& OX 8-3081. Rep: Macintyre 
Associates, 7365 Mountain Sights, 
Montreal, Que. 

American Electric Mfg. Corp. 

Balco Research Labs. 

Bourns Labs., Inc. 

Diehl Mfg. Co. 

a Terminals & Connectors 

td 


The Gamewell Co. 
Litton Industries, Components 
Div. 
Microtran Co., Inc. 
Taurus Corp. 
Telectrosonic Corp. 
William M. Hummel, 
wood Trail, Port Credit, 
8-7666. 
Halliday-Armstrong Ltd. (East) 
Mark Simpson Mfg. Co., Inc. 
(East) 
Solar Mfg. Corp. (East) 


Hysol (Canada) Ltd., 184 Laird 
Dr., Toronto 17, Ont. HU 3-4009. 
Houghton Labs. 


I 


The Indiana Steel Prods. of Can- 
ada Ltd., 135 Hayward St., Kit- 
chener, Ont. SH 3-0244. 

The Indiana Steel Prods. Co. 
Industrial & Institutional Com- 
munications Ltd., 29 McNaughton 
Ave., Wallaceburg, Ont. MA 7- 
2131. Rep: E. Woolley & 
Aesocianen, 232, Jane St., Toronto, 
Ont. RO 9-687 

Canadian veins Co. (Sound, 

signalling & intercom. equpt.) 

Lustraphone 

Majestic Winding Co. 

Talk-A-Phone Co. 


150 Pine 
Ont. CR 


Industron Corp., 297 Carlton St., 
Toronto, Ont. WA 1-2032. 
Beckman Instruments, 
struments Div. 
— Development Labs., 
nc 
Inman Industries Ltd., 5405 West 
Blvd., Vancouver 13, 
Branson Instruments, Inc. (Alta. 


Inc., In- 


Instantaneous Recording Service (A 
Div. of E. J. Piggott Enterprises 
Ltd.), 42 pane St., Toronto 1, 
Ont. EM 3-5767 

Granco Prods., Inc. 

Magnetronics, ‘Inc. 

Mohawk Business Machines 

Corp. 

Morrison Recording Labs. 

Presto Recording Corp. 

Thomas J. Valentino, Inc. 
Instronics Ltd., P.O. Box 51, 
Stittsville, Ont. Hazeldean 56 and 
21 Benleigh Dr., Scarborough, Ont. 
AX 3-7806. 

Adler Electronics, Inc., Military 

Instrumentation Div. 
Allegany Instrument Co., Inc. 
BJ Electronics, Borg-Warner 

Corp. 

Donner Scientific Co. 

Empire Devices Prods. Corp. 

Gruen Industries, Inc., Elec- 

tronic Prods. Div. 

Lavoie Labs., Inc. 

Millivac Instruments, Div. of 

Cohu Electronics. 

Potter Instrument Co. 

Racal Engrg. Ltd. 

Radio Frequency Labs., Inc. 

Schomandl K.G. 

Texas Instruments Incorporated 

Telerad Mfg. Corp. 
International Resistance Co. Ltd., 
349 Carlaw Ave., Toronto 8, Ont. 
HO 1-3511. Reps: J. R. Longstaffe 
Co. Ltd., 5890 Monkland Ave., 
Montreal, Que. HU 8-0806 and 
492 Somerset St., Ottawa, Ont. CE 
6-2113; Radio Vision Sales Ltd., 
325 Tenth Ave. W., Calgary, Alta. 
8466]. 

International Resistance Co. 

Circuit Instruments, Inc. 


J 


Eric Jeanes, 333 Home St., 
peg 10, Man. SU 3-5442. 
Rohn Mfg. Co. — 
West, except B.C. 
Jerrold Electronics Conan Ltd., 
50 Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Jerrold Electronics 
Scala Radio Co. 
Times Wire & Cable Co., Inc. 
Jervis Agency, 380 Edgewood St., 
Norwood, Man. CH _ 7-8389. 
Y.W. Small Parts Ltd. 
Johnson Matthey & Mallory Ltd., 
110 Industry St., Toronto 15, Ont. 
Ont. RO 2-7201 and 606 Cathcart 
St., Montreal, Que. UN 6-6901. 
P. R. Mallory & Co., Inc. 
(Metallurgical prods. only) 
Johnson Matthey & Co. 
Sealtron Corp. 

Ray Johnston Co., 11009 Evanston 
Ave., Seattle 33, Wash. EM 2-0956. 
Aero Electronics Corp. (B.C.) 

Burnell & Co., Inc. (B.C.) 

Electronic Fabricators, Inc. 
(B.C.) 

Emerson & Cuming, Inc. (B.C.) 

Hardwick, Hindle, Inc. (B.C.) 

Mepco, Inc. (B.C.) 

Rec) Secener 2 abs., Inc. 


H tie Scott, Inc. (B.C 

Technical Devices Co. iB. C.) 

Trimm, Inc. (B.C. 

Vitramon, Inc. (B.C.) 

Narda Ultrasonics Corp. (B.C.) 
Lloyd B. Jones, 77 Humbercrest 
Blvd., Toronto 9, Ont. RO 9-4445 

Metals & Controls Corp. 


K 


R. C. Kahnert Sales Co. Ltd., 73 
Crockford Bivd., Scarborough, Ont. 
PL 7-5171. — D. Eldon Mc- 
Lennan Ltd., 1624 W. 3rd Ave., 
Vancouver, B.C. A. ..9M 
Box 885, Montreal, Que. PL 418 
Alprodco, Inc. (East) 
American Television & Radio 
(East) 
Barker & Williamson, Inc. 
ast 


Winni- 


Arthur 


Corp. 
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Centralab Div., Globe-Union, 
Inc. (East) 

Electro Voice, Inc. (East) 

EMC Recordings 

J.B.T. Instruments (East) 

Petersen Radio Co., Inc. 

Resistor Wholesalers Corp. 

Rhein Sound Systems (East) 

Richards Electrocraft, Inc. 

(East) 

Sangamo Electric Co. (East) 

Shurite Meters (East) 

Soundolier, Inc. (East) 

Union Steel Chest 
Kelvin & A og (Canada) Ltd., 
401 McGill St., Montreal, Que. VI 
5-1243; 21 Upper Water ’St., Hali- 
fax, N.S. 3-6130; 72 Germain St., 
Saint John, N.B. OX 3-2377; 529 
Sussex St., Ottawa, Ont. CE 3- 
3515. 

Kelvin & Hughes (Aviation) Ltd. 

Kelvin & Hughes (Industrial) 


Ltd. 

Kelvin & Hughes (Marine) Ltd. 
Kent Engrg. Co., 1434 St. Cath- 
erine St. W., Montreal, Que. UN 
6-4952. 

Electro-Air Cleaner Co. (East) 
King’s Electronics (Canada) Ltd., 
2425 Grand Blvd., Montreal, Que. 
HU 8-8321 & 8744. 

Kings Electronics Co. 


L 


Co. Ltd., 767 Warden 
‘Ont. PL 7- 


Lake Engrg. 
Ave., Scarborough, 
3253. 
The Ahearn & Soper Co. Ltd. 
Aladdin Electronics 
Ajax Condenser Corp. 
Churchill Lighting Corp. 
Custom Components, Inc. 
Dialight Corp. 
Dialtron, Corp. 
Elna Ferrite Lab. 
Fuze-On Prods. 
Grayhill, Inc. 
Grigsby-Allison Co., Inc. 
Gulton Industries, Inc. 
Hawkesbury Wire Co. Ltd. 
James Knights Co. 
Kemtron Electron Prods., Inc. 
Leecraft Mfg. Co. Inc. 
Litton Industries, Inc. 
New York Coil Co., Inc. 
Paterson Moos Research Div. 
Plas-Kem Electronics Corp. 
Plastic Capacitors, Inc. 
Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd. 
Stanwyck Coil Prods. Ltd. 
Stegg Electric Ltd. 
Titania Electric Corp. of Can. 
Ad. 
Wirt Co. 
Dave M. Lee Co., 2517 Second 
Ave., Seattle 1, Wash. MA 5512. 
1.D.E.A., Inc. (B.C.) 
Leonard Electric Ltd., 346 Bering 
Ave., Toronto 18, Ont. BE 1-2731. 
Airpax Products Co. 
Couch Ordnance, Inc. 
Globe Industries, Inc. 
G-V Controls, Inc. 
Hetherington, Inc. 
. S. Dynamics Inc. 
“Jas. C unningham & Son, Inc. 


Lisle Instrument Systems, 577 Eg- 
linton Ave. W., Toronto, Ont. HU 
8-2782 and 100 Ballantyne Ave. S., 
Montreal, Que. 
The Adams & 
(Ont. & East) 
E. G. Lomas, “i Laurier Ave. 
W., Ottawa, Oni. CE 2-8504. 
Allied Industries, Inc. 
Circon Component Co. 
Eastern Precision Resistor Corp. 
Film Capacitors, Inc. 
B. F. Goodrich 
Lel Inc. 
Microwave Associates, Inc. 
Non-Linear Systems, Inc. 
(Canada except B. C.) 
Nugent Electronics Co. (Canada 
except B.C.) 
Power Sources, Inc. 
J. R. Longstaffe Co. Ltd., 300 
Campbell Ave., Toronto 9, Ont. 
LE 7-1251; 5890 Monkland Ave., 
Montreal, Que. HU 8-0806; 492 
Somerset St. W., Ottawa, Ont. CE 
6-2113. Rep: Radiovision Sales 
Ltd., 325 Tenth Ave. W., Calgary, 
Alta. 2-3294. 
Amphenol Canada Ltd. 
Electro-Snap Switch Div., 
Electro-Snap Corp. 


Westlake Co. 
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Gordos Corp. 
International Resistance Co. Ltd. 


Kurz-Kash, Inc 

Precision 13 Co., Inc. 

Renfrew Electric Lid. 

Struthers- 

Teleradio Engrg. Corp. 

Lyman Tube & Bearings Ltd., 920 
Ste. Sophie Lane, Montreal 3, 
Que. UN 6-2871. 

Fischer Bearings Co. Ltd. 
Allan Lyone Ltd., Ellice & Centre 
Sts., Winnipeg i0. Man. SP 29- 
§71 and 114 McVicar St., Fort 
William, Ont. 2-0529. Rep: Mr. S. 
Maradyne, 815 Bedford Rd., 
Saskatoon, Sask. 2-5384. 

RCA Victor Co. Ltd. 

Eleetrical Prods. Mfg. Co. 


M 


Electronics Litd., 248 


Maclvor 
Winnipeg 9, Man. WH 


Main St., 
2-3026. 
Ericsson Telephone Sales of 
Canada Ltd, (Man.) 
Cdn. Marconi Co. (Mobile Com- 
munications) (Man.) 

Barvic Engrg. Ltd. (Man.) 
Photo Switch Div., Electronics 
Corp. of ‘America (Man.) 

Muzak Corp. (Tech. Rep.) 


(Man.) 

RCA Co. Ltd. (ITV) 
R. Mack & Co. Ltd., 7966 Gran- 
ville St., Vancouver 14, B.C. KE 
6894 and 144 Parkmount Rd., 
Toronto, Ont. HO 1-1239. 

Jackson Bros. (London) Ltd. 

Primo Sound Research Ltd. 

Sanwa Electric Instrument 

Works Ltd. 

Siemens Edison Swan Ltd. 
J. J. MacQuarrie, 46 St. Gosree 
St., Toronto, Ont. WA 3-2455 

Bradley Labs., Inc. 

Hartley Prods. Co. (East) 

Jan Hardware Mfg. Co., Inc. 

Keil Engrg. Prods. 

Kupfrian Mfg. Corp. 

Ortho Fiiter Corp. 

Sequoia Wire Corp. 

U M & F Mfg. Co. 

U.S. Components, Inc. 
Magnecord Canada Litd., 3745 

Toronto 18, Ont. 


Magnecord Div., 
Instruments. 
Ben Manis Associates Reg’d., 5317 
Prince of Wales Ave., Montreal 

29, Que. EL 1475. 

Ames Mfg. Corp. 

Mechanical Steel Tubing, Inc. 

Radio Merchandising Sales, Inc. 

Y.W. Small Parts Ltd. 

Tech-Master Corp. 

Waltham Horological Corp. 

W. Gary Wright Electronics of 

Canada Ltd. 

(All rep’d. in Ottawa & Que.) 
Marsland Engrg. Ltd., i54 Vic- 
toria St. S., Kitchener, Ont. SH 
5-9486. 

G. H. Leland, Inc. 

Martin Industrial Sales Ltd., ‘“* 
Box 463, Hamilton, Ont. JA 
1716. 

International Research & Devel- 

opment rp. 

Manheim Mfg. & Belting Co. 
J. C. Matheson, 830 Montgomery 
Ave.. Riverview, N.B. Moncton 
EV 6-3816. 

Electronic Components Ltd. 
Mawer Sales Ltd., 144A Kerr St. 
N., Oakville, Ont. VI 5-2265. 

Induction Heating Corp. 

Mr. D. McCormick, 875 - 54th 
Ave., Lachine, Que. ME 717-2306. 

Automatic Coil Mfg. Ltd. 
McCurdy Radio Industries Ltd., 
22 Front St. W., Toronto, Ont. 
EM 6-6531. Reps: L. A. Varah 
Ltd, 1451 Hornby St., Vancouver, 
B.C. MU 1-0104 (Broadcast 
Prods.); Geerz & Holm Canada 
Ltd.. 629 Denman St., Vancouver, 
B.C. MU 3-5233 (High Fidelity 
Prods.); E. S. Gould Sales Co., 
353 St. Nicholas St., Montreal, 
Que. AV 8-5716 (High Fidelity 
Prods.). 

Ampex American Corp. 

EV of Canada Ltd. 

Gray Mfg. Co. 

McIntosh high fidelity products 
manufactured under license. 
Mr. W. J. Mcintyre, 7365 Moun- 

tain Sights, Montreal, Que. 

Canadian Astatic Ltd. (East) 


Mid-Western 


CANADIAN ELECTRONICS ENGINEERING 


G. McLean Lid., 45 Albion 
o. Box 231, Brantford, Ont. 
1. 


4 
H. P. Preis Engraving Machine 
Co. 


D. Eldon McLennan, 1624 W. 3rd 
Ave., Vancouver 9, B.C. BA 2898. 
Centralab Div, Globe-Union, 


Inc 
GC “Biectronics Mfg. Co. 
General Cement Mfg. Co. 
JI.R.G. McVity & Co., 51 Dale- 
wood Rd., Toronto 12, Ont. HU 
8-9457. . 
Fansteel 1 pee Corp. 
(Ont. & Que. 
Radio Materials Co. (Ont. & 


Que.) 
Slug Bit Supply Co. (Ont. & 
Que.) 


Mechron Engrg. Prods. Lid., 2437 
Kaladar Ave., Ottawa 1, Ont. RE 
3-3855. 

A.N.T.E.X. Ltd 

Dr.-Ing. Frank Fruengel GmbH. 

Sifam Electrical Instrument Co. 


Ltd. 

Winston Electronics Ltd. 

.» Armprior, Ont. 
1352, Postal Sta- 
treal, 


Box 


Acton Labs., Inc. (Ont. & Que.) 

Arnoux Corp. 

Calidyne Co. 

Communication Measurements 
Lab., Inc. 

Electro-Measurements Corp. 

El-Tronics, Inc. 

Endevco Corp 

Frequency Standards Ltd. 

Instrument Development Labs., 


Inc. 

International Radiant Corp. 

Kay Electric Co. 

Keithley Instrument, Inc. 

Krohn-Hite Export Corp. 

Measurement Engrg. Ltd. 

Narda Microwave Corp. 

Narda Ultrasonics Corp. 

Polarad Electronics Corp. 

Reflectone Corp. 

Sanders Associates, Inc. 

Sensitive Research Instrument 

Corp. 

Servo Corp. of America 

Technology Instrument Corp. 

Trad Electronics Corp. 

Keith Mercer Co. Ltd., 5165 Sher- 
brooke St. W., Montreal, Que. 
DE 8411 and P.O. Box Station K, 
876 Eglinton E., Toronto, Ont. HU 
-5831. 
Rotameter Co. (Ont. & 
t 
Hasting Raydist Inc. (Ont. & 
East) 
Robertshaw-Fulton Controls Co., 
Instrument Div. (Ont. & East) 
Cc. C. Meredith & Co. Ltd., 80 
Thomas St., Streetsville, Ont. TA 
6-1141. 

Chicago Telephone Supply Corp 
Ron Merritt Co., 229 Rogers Bldg., 
470 Granville St., Vancouver 2, 
B.C. MU 1-3367 

American Geloso (West) 

Celestial Tapes (West) 

.-—~ 3% Labs. (B.C., Alta., 

Sask. 
Electronic Instruments, Inc 
(West) 

Kraeuter & Co., Inc. (West) 

Magnecord, Inc. (B.C.) 

Mosley Electronics, Inc. (West) 

Reeves Soundcraft Corp. (West) 

Standard Coil Prods. (West) 

Thordarson Meissner (West) 

Tru-Ohm Prods. (West) 
Metal & Wood Fastening Devices 
Co., 60 Lakeshore Rd., Valois, 
Montreal 33, Que. OX 5-4582. 
Rep: David Hamilton Sales Reg’d.. 
P.O. Box 84, Toronto 15, Ont. CH 
1-8083. 

Groov-Pin Corp. 

South Chester Corp., Southco 

Div. (East) 

Mica Co. of Canada, 
Hull, Que. PR 7-4361. 

Varflex Corp. 

Micarta Fabricators Ltd., 
ronto St., Toronto, Ont. 
4251. 

Sprague International Ltd 
Microwave Systems, 42 Crockford 
Bivd., Scarborough, Ont. PL 5- 


0763. 
Cascade Research, Div. of 
oom Precision Industries, 
ne, 
Roger M. Minthorne Co., 7521 
N.E. Glisan St., Portland, Ore. AL 
3-0010. 
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Akro Mills, Inc. (B.C.) 
Consolidated Wie & Cable Co. 


) 
Continental Carbon, Inc. (B.C.) 

Eby Sales Co. (B.C.) 

Vokar Corp. (B.C.) 

Waldom Electronics (B.C.) 
William Montgomery, 6555 Sunset 
Bivd., Hollywood 28, Calif. 

Motorola, Inc. Semiconductor 

Prods. Div. (West) 

Moore Bros. Machinery Co. Liéd., 
953 St. James St. W., Montreal, 

e. 

H. P. Preis Engraving Machine 
Co. (East Ont. = Que.) 
Muirhead Instrume Ltd., 677 
Erie St., Stratford, "Oat. 3717 & 

3718. 

Muirhead & Co. Ltd. 

Peter Munk Associates Ltd., 26 
; Toronto 15, Ont. CH 


Musimart of Canada, 901 Bileury 
Montreal, Que. UN 1-2856. 
Birmingham Sound Reproducers 

Comar Mfg. Co. 

Fred Goat Co. Ltd. 

Goldring Mfg. Co. 

Permanoid Wire Corp. 

Premier Metal Prods. Co. 

N 
National Sales Co., 72 Princess 
St., Winnipeg, Man. WH 3-8707. 

Electronic Enterprises Ltd. 
National Sound Services Liéd., 
1785 Bois Franc Rd., Montreal 9, 
Que. RI 7-6515. 

Audio Equipment Co., Inc. 

R. W. Neill Co., Inc. 
Navigatien 
3716 West 
B.C. 

S. G. Brown Ltd. (West) 

H. A. Ness & Co., 25 Ripley Ave., 
Toronto 3, RO 2-2892. 

C.E.M. Co. 

Industrial Retaining Ring Co. 
R. H. Nichols Ltd., 4544 Dufferin 
St... P.O. Box 500, Downsview, 
Ont. ME 3-8190 

Avo Ltd. 

Cambridge Instrument Co. Ltd. 

Control Corp. 

Electric Regulator Corp. 

Evershed & Vignoles Ltd. 

Ernest Turner Electric Instru- 

ments Ltd 

Westinghouse Brake & Signal 

Co. Ltd. 
Nortel Engrg. Service Co., 
Nicholas St., Montreal 1, 

Penta Labs., Inc. 
Northern Columbia Process Equip- 
ment Ltd., 1234 Marine Dr., N. 
Vancouver, B.C. 

Thermo Electric (Canada) Ltd. 
Northern Electric &. Ltd., 1600 
Notre Dame St. .» Montreal, 
Que. WE 3-7511. 

W. H. Brady Co. 

Lynch Carrier Systems, Inc 
Northern Industrial Prods. Lid., 
41 Crockford Blvd., Toronto 16, 
Ont. PL 9-1179. 

Westline Prods. Div., 

Lithograph Co. 
Northern Radio Mfg. Co. Léd., 
1950 Bank St., Ottawa, Ont. RE 
35-4440. 

McLean Engrg. Labs. 

Northern Radio Co., Inc. 
Northwestern Agencies, Inc., 4130 
First Ave., S., Seattle 4, Wash 

Carter Motor Co, (B.C.) 


O 


Oki & Willadsen Lid., 47 Crock- 
ford Bivd., Toronto 16, Ont. PL 
7-4195 


Services, 


Equipment 
Vancouver, 


Sth Ave., 


353 St. 
Que. 


Western 


Alcon Metal Prods., Inc. 
Sido Ltd 


Weckesser Co 


P 


Communications 
Ltd., 1181 Marine Dr., 
couver, B.C. YU 7-3914. 

Canadian Motorola Electronics 


Service 
N. Van- 


Pacific 


td. 

Electronic Associates Ltd. 
Paisley Prods. of Canada Lid., 
P.O. Box 159. Stn. H., Toronto 
13, Ont. PL 5-2216-7-8. 

Advanced Vacuum Prods. 

American Molded Prods. 


Canadian Ribbon Tape Ltd. 

Case Bros. 

Chicago Molded Prods. 

The Cleveland Container Co. 

Columbia Tape Mills 

Cosmo Plastics 

Thomas De La Rue & Co. Ltd. 

Dixon Corp. 

East London Mica Works 

Electro Technical Prods. 

Electro-Tek 

Empire Aluminum Ltd. 

Fabronfabriken Bayer A.G. 

Fiberglas Canada Ltd 

Fibre Mfg. 

Figeholms A. B. 

Formica Ltd. 

General Ceramics Corp. 

Gries Reproducer Corp. 

Johnson & Johnson (Ont.) 

Johns Manville Co. (Ont. & 

Jest) 

London Chemical 

Molded Fiberglass Sheet Co 

Murex Ltd. 

Papetries Bolore 

Pennsylvania Fluorocarbon 

Plymouth Rubber 

Resin Industries Div., 
Chemicals 

Schenectady Varnish 

H. D. Symons & Co. Ltd. 

Veb Vulcanfibre 

P; A cles, P.O. 

835, Spokane 10, Wash. TE 8-2287 
Malco Tool & Mfg. Co. (Alta. 
& B.C.) 

L. Parker Agencies, 113 Selby St., 

Montreal 6, Que. WE 3-5549. 
Antrex Corp. 

S. H. Parker Co., 1044 Bathurst 

St., Toronto, Ont. ‘LE 4-1802. Rep: 

William Cohen Lid., 7000 Park 

Ave.. Rm. 402, Montreal, Que. 

CR 2-5719. 

Japan Piezo Litd., Tokyo (Fre- 
quency controlling crystals, 
crystal microphones, crystal 
earphones) 

Matsushita Electric Industrial 
Co., Tokyo, Japan. (Panasonic 
speakers) 

Payette Radio Ltd., 730 St. James 

St. W., Montreal, Que. UN 6-6681 

Distributor of a wide range of 

electronic and allied components 

and equipment. 

All Power Transformers Ltd. 

(Metal chassis only) 

Peckover’s Ltd., 115 McCormack 

St.. Toronto 9, Ont. RO 2-8272 

and 2052 St. Catherine St. W., 

Montreal, Que. WE 3-6717. 

The Beryllium Corp. (Ont. & 

Que.) 

Peffer 

Maurice St., 

3-2628 Distributor of a 

range of electronic and 

components and equipment. 

Autophone Ltd. (Ont.) 

Wendell Plastics Fabrics Corp. 
(Ont) 

Petro-Automation Industries Léd., 

P.O. Box 72, Edmonton, Alta. 
Control Panel Corp. 


Pfeiffer Electronic Labs., Box 316, 
Irenton, Ont. EX 2-3498 
—— an Electrical Heater Co. 


Borden 





Sound Systems Ltd., 40 
Kitchener, Ont. SH 
wide 
allied 


A. i Bulgin & Co. Ltd. 

Insulators Ltd. 

McMurdo Instruments Ltd. 

Oxley Developments Co. Ltd. 

Painton & Co. Ltd. 

Vitality Bulbs Ltd. 

Waterbury Pressed Metal Co. 
(Ont.) 


Philco Corp. 
Mills Rd., 
4-2541. 
Philco Corp., 
Philco Corp., 
Div 
Sarkes 


Philips Electronics Industries Ltd., 
116 Vanderhoof Ave., Toronto 17, 
Ont. HU 5-8621. Reps: Scientific 
Supplies Co., 2625 Skeena St., 
Vancouver, B.C. HE 3-0521; Cana- 
dian Electronics Ltd., 109 St. at 
Ave., Edmonton, Alta. AM 

6-3228. 

Analogue Controls, Inc. 

Ebert Electronics Corp. 

The A. W. Haydon Co. 

Haydon Switch, Inc. 

Julie Research Labs., Inc. 

Mullard Overseas Ltd. 

Servonics, Inc. 


Phillips Electrical Co. Led., 
Brockville, Ont. DI 2-566. 
British Insulated Callender's 
Cables Ltd. 


of Canada Ltd., Don 
Don Mills, Ont. HI 


Gov. & Ind. Div. 
Lansdale Tube 


Tarzian, Inc. 





Canadian Representatives 


Controls Ltd., llth & 
P.O. 


91451. 


Pioneer 
Richmond Ave., 
Brandon, Man. 
Supreme Power Supplies 
Toronto, Ont.; M. Robinson 
Co., Winnipeg, Edmonton, Calgary, 
Vancouver; . L. Brews & Son 
Ltd., Calgary and Edmonton; 
Pioneer Electric (Sask.) Ltd., 
Regina, Sask. 

Electro-Devices, Inc. 
Pitt Distributing Co. Ltd., 80 
George St., Toronto 2, Ont. EM 
4-8268. Reps: William Cohen Ltd., 
Montreal, Que.; F. G. Prest, 261 
Fort St., Winnipeg 1, Man.; O’- 
Connor Parts & 2g rd ‘Serv- 
ices Ltd., Vancouver 5, 

D & M Prods. 

— Industries of Canada 


Littelfuse, Inc. 
Schauer Mfg. Corp. 


E. W. Playford Co., 5851 Western 
Ave., P.O. Box E, Montreal, Que. 
HU 9-5383. 

Natvar Corp. 

United Electric <ouanee Co. 
(East Ont., Que. & ) 
John S. Plewes Co., Ay Humber- 
crest Blvd., Toronto 9, Ont. RO 

9-2051. 
Mayfair Molded Prods. Corp. 
Douglas Microwave Co., Inc. 
National Moldite Co. 
Roller-Smith Instruments, Inc 
Stever-Locke Specialties, Inc 
Syntron (Canada) Ltd. (East) 
Daniel Woodhead Co. 


Chas. W. Pointon Ltd., 6 Alcina 
Ave., Toronto 10, Ont. LE 4-7984 
Astron Corp. 
H. H. Buggie, Inc. 
Cardwell Condenser Corp 
Carter Motor Co. (Canada 
except B.C.) 
Dale Prods., Inc. 
Duotone Co., Inc. 
G-C Electronics Mfg. Co., Inc 
(East) 
Garrard Engrg. & Mfg. Co. Ltd 
General Cement Mfg. Co. (East) 
General Industries Co 
Multicore Solders Ltd 
Pickering & Co., Inc. 
R-J Audio Prods., Inc 
Radiart Corp. 
Radio Receptor Co., Inc 
John F. Rider Publisher, In 
Rola-Celestion Ltd. 
Thordarson Meissner 
Trimm, Inc. 
W & N Electronics Ltd 
Xcelite, Inc. 


Burt C. Porter Co., 1209 Poplar 
Pl., Seattle 44, Wash. EA 3-8330. 
Aero Research Instrument Co., 
Inc. (B.C.) 
Audio Devices, Inc. (B.C.) 
Dialight Corp. (B.C.) 
Grayhill, Inc. (B.C.) 
Non-Linear Systems (B.C.) 
Phaostron Instrument & Elec- 
tronic Co. (B.C.) 
Transitron Electronic Corp. 
(B.C.) 


Power & Mine Supply Co. Ltd., 
123 Princess St., Winnipeg, Man. 
Etelco Ltd. (Man. & Sask.) 
Thermo Electric (Canada) Ltd 


Powerlite Devices Ltd., 54 Atomic 
e., Toronto 14, Ont. CL 9-8201; 
233 Dunbar Ave., Montreal 16, 
Que. RE 3-5331; 961 Denman St., 
Vancouver 5, B.C. MU 3-5344. 
—— & Guilleaume Carlswerk 


The Takk Corp. 
Prairie Agencies, 222 Portage Ave., 
Winnipeg, Man. WH 2-5940. 
Humble Mfg. Co. Ltd. 


Electronic Components 
To- 


Precision 

(1956) Ltd., 50 Wingold Ave., 

ronto 19, Ont. RU 1-6174. 
Reon Resistor Corp. 


Prince & Roberts, 61 Charles St. 
W., Toronto, Ont. WA 1-5871. 
—aee Electric Corp. 
t 


Auth Electric Co., Inc. 
bas Sanders (Electronics) 


5. B. Pritchard, 35 Irvington Cres., 
Willowdale, Ont. BA 1-4774. 
Pont Co. of Canada (1956) 


Ltd. 
Keleket X-Ray Corp. (Ont.) 
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Process Instrument Systems Ltd., 
1918 Avenue Rd., Toronto 12, Ont. 
RU 7-4218. 

United Electric Controls Co. 
Pye (Canada) Ltd., 82 Northline 
Rd., Toronto 16, Ont. PL 9-2231. 

Aeronautical Communications 

Equipment, Inc. 

American Microwave Corp. 

Labgear Ltd. 

W. G. Pye Co. Ltd. 

Stanton Instruments Ltd. 

Wickes Engrg. & Construction 


Co. 
Unicam Ltd. 


Q 


Hermetics 
Toronto 16, 


Ltd., 45 Hol- 


Quality 
Ont. PL 


linger Rd., 
7-2869. 
Hermetic Seal Corp 


R 


RCA Victor Co. Ltd., 1001 Lenoir 
St., Montreal 30, Que. WE 3-7551. 
Radio Corp. of America 
Radio Specialty Mfg. Co. 
R-O-R Associates Ltd., 1470 Don 
Mills Rd., Don Mills, Ont. HI 
4-4429 and 6201 Cote St. Luc Rd., 
Montreal, Que. DE 0845. 
Ballantine Labs., Inc. 
Beckman Instruments, Inc., 
Berkeley Div. (East) 
Bomac Labs., Inc. 
British Physical Labs 
A/S Bruel & Kjaer 
Helipot Corp. 
Hughes Prods., Hughes Aircraft 
Co. (Instruments, East). 
Industrial Electronic Engineers 
International Electronic Re- 
search Corp. 
George Kelk Ltd. 
Mepco, Inc. 
Microdot, Inc. 
>. L. Moseley Co. (East 
Sanborn Co. (East) 
Wandel & Goltermann 


Radelin Ltd., 1168 a St., To- 
ronto, Ont. W A 3-84 
United States Radium Corp. 


Radio C ications 
& Engrg. Litd., 850 
Lachine, Montreal 32, 
7-3743. 
Airmec Ltd. 
British Communication Corp. 
Hasler, S. A. 
Radio Components Ltd., 50 Win- 
gold Ave., Toronto 19, Ont. OX 
9-7747. 
Automatic Coil Mfg. Co. 
Oak Mfg. Co. 
Radio Condenser Co. Ltd., 6 Ber- 
mondsey Rd., Toronto, Ont. PL 
5-2235. 
Price Electric Corp. 
Radio Valve Co. Ltd., 189 Dufferin 
St., Toronto 3, Ont. LE 4-6311. 
Cascade Research, Div. of Mono- 
gram Precision Ind., Inc. (Tube 
prods. except BWO). 
Radionics Ltd., 8230 Mayrand St., 
Montreal 9, Que. RE 3-3937. 
Airborne Instruments Lab., “Inc. 
Baird-Atomic, Inc. (East) 
Eldorado Electronics Co. 
F-R Machine Works, Inc. 
Huggins Labs. Inc. 
Mandrel Ind. Instruments (East) 
NJE Corp. 
New England Nuclear Corp 
Northam Electronics, Inc. 
(East) 
Radiation, Inc. 
Veeco Vacuum Corp. 
Victoreen Instrument Co. 
WacLine, Inc. (East) 
Westronics, Inc. (East) 
Radiovision Sales Ltd., 325 Tenth 
Ave. W., Calgary, Alta. 2-3294, 
Amphenol Canada Ltd. (West) 
International Resistance Co. Ltd. 
Railway & Power Engrg. Corp. 
Ltd., 3745 St. James St. W., 
Montreal 30, Que. WE 3-6741; 169 
Eastern Ave., Toronto, Ont. EM 
2-4771. 
Crucible Steel Co. of America 
Dzus Fastener Co., Inc. 
Lord Mfg. Co. 
Redifon Canada, 6301 Park Ave., 
Montreal 8, Que. CR 1-6163. 
Redifon (England) Ltd. 


P. L. Robertson Mfg. Co., Milton, 
a 
The Palnut Co. 


Finn — 
Que. ME 








(East) 


C. M. Robinson Co., 1550 Erin 
St., Winnipeg 3, Man. SP 4-1855-6 
325 - 10th Ave. S.W., Calgary, 
Alta. AM 6-5482; 10301 - 109 St. 
Edmonton, Alta. 26171; 550 Beatty 
St., Vancouver, B.C. MU 1-9311. 

Bliley Electric Co. 

J-B-T Instruments Inc. 

Kester Solder Co. of Canada 

Ltd. 

Merit Coil & Transformer Corp. 

Ohmite Mfg. Co 

Shrue Bros., Inc. 

“es & Stone Ltd. (Except 


me Int'l. Ltd. 

Triplett Electrical Instrument Co. 
Above all represented in terri- 
tory Lakehead & West, ex- 
cept as noted. 

Charles T. Rodgers, 
Rd., Toronto 12, Ont. 

Popper & Sons, Inc. 

Rogers Electronic Tubes & Com- 
ponents, 11-19 Brentcliffe Rd., Lea- 
side, Toronto 17, Ont. HU 5-8621. 

Amperex Electronic Corp. 

A. F. Rothon, 360 Sloane Ave., 
Town of Mt. Royal, Que. RE 
7-1530. 
Croname, Inc. 
Rutherford Agencies, 8355 Labarre 
St., Montreal 9, Que. RE 9-0686. 
Rep: B tg Radio Ltd., 41 West 
Ave. Hamilton, Ont. JA 2-1716. 

p re Prods. Co., Inc. 

Cornell-Dubilier Elec. Corp. 

Darling Technical Labs. 


1134 Avenue 
HU 1-1725. 


S 


S & T Sales Ltd., 120 E. Cordova 
St., Vancouver 4, B.C. MU 4-4131; 
620 Golden Ave., Ottawa, Ont. 
PA 2-9486; 6303 ‘Capilano Cres., 
Edmonton, Alta. 660945. 

Raytheon Mfg. Co. 

Spilsbury & Tindall Ltd. 
Scientific Supplies Co., 2625 
Skeena St., Vancouver’ 12, B.C. 
HE 3-0521; K. W. Soles, Krozelle 
Bidg., Edmonton, Alta. 42888. 

Barnstead Still Co. 

Beckman Instruments, Inc. 

Coleman Instruments, Inc. 

Industrial Instruments, Inc. 

Philips Electronics Industries 


Ltd. 

Schlumberger Well Surveying 
Corp., Ridgefield Instrumenta 
tion Div. 

(All rep’d. in B.C. & Alta.) 

Sears Ltd., 253 Spadina Rd., To- 

ronto 4, Ont. WA 4-0701. 
Dr. Ing. Rudolf Hell 

Servomechaaisms (Canada) 

Rexdale Bivd. & Kipling 

Toronto 15, Ont. CH 4-5376. 
Servomechanisms, Inc., Mecha- 

trol Div. 
Servomechanisms, In 

Prods. Div. 
Servomechanisms, Inc., Sub- 

systems Div. 

Shakeproof/Fastex 

Illinois Tools Ltd., 67 Scarsdale 

Rd., Don Mills, Ont. HI 4-8427. 
Fastex Div., Illinois Tool Works 
Shakeproof Div., Illinois Tool 

Works 

D. T. Shaw, 2340 Lucerne Rd., 

Montreal 16, Que. RI 8-7010. 
Heinemann Electric Co. (East) 
Lapp Insulator Co., Inc. 

R. D. B. Sheppard, 2036 Prince 

Soy Rd., Ottawa 3, Ont. PA 

152. 

Eitel-McCullough, Inc. 

Fairchild Controls Corp., 
ponents Div. 

Sidam Ltd., 4195 Dundas St. 

Toronto 18, Ont. BE 3-5081. 
Drello, Ing. Paul Drewell. 


A. C. Simmonds & Sons Ltd., 100 
Merton St., Toronto, Ont. HU 
$-9111. 
Collaro Ltd. 
Curtis Development & Mfg. Co. 
Goodmans Industries Ltd. 
Guardian Electric Mfg. Co 
Holub Industries, Inc. 
Industrial Timer Corp. 
E. F, Johnson Co. 
Johnson, Matthey & Mallory 


Ltd. 
P. R. Mallory & Co., Inc. 
Smee Battery Co. of Canada 


Ltd., 
Ave., 


c., Special 


Div., Canada 


Com- 


W., 
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Pio/ X-Ray 


Ohmite Mfg. Co. 

Howard W. Sams & Co., Inc. 

Shure Bros., Inc. 

Sterling Mfg. Co. 

Weller Mfg. Co. 
Simmonds Aerocessories of Canada 
Ltd., 637 Parkdale Ave. N., Ham- 
ilton, Ont. 

Dage Electric Co., Inc. 

Simmonds Aerocessories Inc. 
G. G. Simms, Suite 564, Sth Floor, 
189 Bay St., Toronto 2, Ont. EM 
8-7772. 

Acheson Colloids Co. 


Don Smith Sales Co., 2204 N. 

45th St., Seattle 3, Wash. EV 3160. 
Int. Electronic Research Corp. 
(B.C.) 


Irving Smith Ltd., 2095 Madison 
Ave., Montreal 28, Que. DE 1153. 
Canadian Cinch Anchoring 
Systems Ltd. 
Ideal Industri¢s Ltd. 
The States Co. (Ont. & Que.) 


J. B. Smyth Electronic Compon- 
ents, 380 Craig St. W., Montreal, 
Que. AV 8-6281. 
Acoustical Manufacturing Co. 
Ltd 


Advance C omponents Ltd. 

S. G. Brown 

Electro Sonic Laboratories, Inc. 
Luxor Radio A/B 

Nucleonic Prods. 

Phalo Plastics Corp. 

Reslo Sound Ltd. 

Scanwire 

Stability Radio Components Ltd 
Suflex Ltd. 

Suzuki Denki 

Verdik Sales Ltd. 

Wharfedale Wireless Works Ltd. 
Zeva Elektrizitats A.G. 


N. Soden & Co. Ltd., 2143 St. 
Patrick St., Montreal 22, Que. WE 
5-4602. 

C. K. Williams & Co. 


Sola Electric (Canada) 
Canmotor Ave., Toronto 20, 
CL 1-1147. 

Sola Electric Co. 
Southwestern Industrial Electronics, 
434 7th Ave. E., Calgary, Alta. 
AM 9-6931. 

Southwestern Industrial E!ec- 

tronics Co. 


Spaulding Fibre of Canada Ltd., 
70 Coronet Rd., Toronto 18, Ont. 
Rep: M. P. Komar, 
Ave., Montreal, 


Ltd., 24 
Ont. 


BE 3-2151. 
5020 McDonald 
Que. HU 8-2945. 
Spaulding Fibre Co. 

Willard Spenser Co., 3238 Curry 
Ave., Windsor, Ont. YO 9-1332. 
Accurate Threaded Fasteners, 

Inc. (Ont. & Que.) 
Electralab, Inc. (Ont. & Que.) 
Grand Ly pee Inc. (Ont. 
& Que 
Haveg Industries, Int. (Ont. & 


Que 
Industrial Devices, Inc. (Ont. & 
Que.) 
Jenny Industries (Ont. & Que.) 
Metallics, Inc. (Ont. & Que.) 
Miller Harris Instrument Co. 
(Ont. & Que.) 


Sperry Gyroscope Co. of Canada 
Ltd., P.O. Box 710, Montreal, 
Que. RI 7-5561; 3 Hamilton Ave., 
Ottawa, Ont. PA 8-4681; 1505 W. 
Pender St., Vancouver 5, B.C. TA 
5167. 

Dobbie McInnis Ltd. 

Hose McCann Telephone Co., 


nc. 
Kollsman Instrument Corp. 
M. H. Rhodes, Inc. 


Standard Electric Time Co. of 
Canada Ltd., 726 St. Felix St., 
Que. UN 6-2811 and 58 
E., Toronto, Ont. 
WA 1-9423. Reps: Eric Ackland & 
Associates Ltd., Edmonton, Alta., 
& Vancouver, B.C.; Norman L. 
Haney Agency Ltd., Winnipeg, 
Man.; The Marlite Co. Ltd., Hali- 


Montreal, 
St. Clair Ave. 


ax, N.S. 
Standard Electric Time Co. 


Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd., 9600 St. 
Lawrence Blvd., Montreal 12, Que. 
DU 8-5785. 
Laboratoire Central de Tele- 
communications. 
Le Materiel Telephonique S.A. 


1958 





R. W. Stark, P.O. Box 185, 32 
Plaunt St., Renfrew, Ont. HE 
2-4358. 

Marsco Mfg. Co. 

Proctor Electric Co. 

Stevens Mfg. Co. (Ont. & Que.) 
Stark Electronic Sales Co., Ajax, 
Ont. 125. Rep: Ben Manis Asso- 
ciates, 5317 Prince ¢. Wales Ave., 
Montreal 29, Que. 1475. 

Anton eects” 

Educational Electronics 

Hickok Electrica! Instrument Co. 

New London Instrument Co., 


Inc. 
North Hills Electric Co., Inc. 
Nutron Mfg. Co., Inc. 
Peschel Electronics 
Science Electronic 
Shielding, Inc. 
Stark Electronic Instruments 


td. 

Tenna Mfg. Corp. 

Thorens Co. 

Waltham Horological Corp. 
Syntron (Canada) Ltd., Box 910, 
Stoney Creek, Ont. NO 2-8314. 
Reps: Wilson eed » Sop 
Co., Box 121, Station in- 
nipeg, Man. 424808; Praisie Power 
& Electronic Supplies Co., 2810 
Dewdney Ave., Regina, Sask. JO 
9-9488; Instrument Service Labs. 
Ltd., 29 West Broadway, Vancou- 
ver, "B.C. EM 3361; John S. Plewes 
Co., 52 Humbercrest Blvd., To- 
ronto 9, Ont. RO 9-2051 (East). 
Syntron Co. 


T 


TMC (Canada) Ltd., P.O. Box 
1006, Billings Bridge, Ottawa, Ont. 
CE 6-3674. 

Great Northern Telegraph Co. 

The Technical Material Corp. 

Tru-Connector Corp. 
Emille Tasso Agencies, 2050 Stan- 
ley St., Montreal, Que. BE-5849. 

Nash and Thompson Ltd. 
Taylor Instrument Cos. of Canada 
Ltd., 75 Tycos Dr., Toronto 19, 
Ont. RU 7-1651; 190 Rockland Rd., 
Montreal, Que. RE 3-8246-7; 11 
Kensington Dr., Moncton, N.B. 
EV 2-6109; 2300 Portage Ave., 
Winnipeg, Man. WH 3-1980; 742 
Boulevard N.W., Calgary, Alita. 
89-3477. Rep: T. W. MacKay & 
Son Ltd., 1807 Fir St., Vancouver, 
B.C. BA 3628. 

Taylor Controls Ltd. 

Taylor-Emmett Controls, Inc. 


Teeneek Associates, 1405 Bishop 
St., P.O. Box 966, Station “B”, 
Montreai 25, Que. RE 7-1331. 

Advance Electronics Lab., Inc. 

Barnes Development Co. 

R. & J. Beck Ltd. 

Diamond Antenna & Microwave 

Corp. 

Dyna- Tiupive, Inc. 

Gorrell & Gorrell 

Hanovia Lamps 

Hitachi Ltd. 

Industrial Control Co 

Megatron Ltd. 

Milman Engrg. Co. 

Moore Associates, Inc 

Photovolt Corp. 

PIC Design Corp 

E. H. Sargent & Co 

H. H. Scott, Inc. 

Trio Labs., Inc. 

Whitey’s Tool & Die Shop 
Tektronix, Inc., 3 Finch Ave. E., 
Willowdale, Ont. BA 5-1138. 

Tektronix Inc. (Ont. & East) 
Tele-Radio Systems Ltd., 3534 
Dundas St. W., Toronto 9, Ont. 
RO 2-8224. 

Aircraft Armaments, Inc. 

Allen B. Du Mont Labs., Inc. 

(Ont. & East) 

A R & T Electronics Inc. 

Budelman Electronics Corp. 

Canada Wire & Cable Co. Ltd. 

(Que. & East) (telephone wire 
& cable only) 

Communications Prods Co., Inc. 

Electrical Communications, Inc. 

Electronic Research & velop- 

ment Co. Ltd. (Ont. & East 

- we Development Co., 

nc. 
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Industrial Radio Corp. 
Kaar Engrg. Corp. (Ont. & 
ast 


~~ Radio Mfg. Co. 
Murphy Radio Ltd. 
Pylon Electronic Development 


Railway Communications, Inc. 

Sinclair Radio Labs. Ltd 

Standard Wire & Cable Co. Ltd. 

Trepac Corp. of America 

Vibration Research Labs., Inc. 
Telecom Ltd., 16342 Church St., 
Toronto 2, Ont. EM 4-9794. Reps: 
Canadian Communication Systems, 
Barry Bidg., 223 - 10th St. N.W., 
Calgary, Alta. AT 43-2548; Ed- 
wards Sudbury Ltd., 69 Elm St. 
W., Sudbury, Ont. OS 3-9521; 
Pembina Recording & Sound Ser- 
vice Ltd., 214 Kennedy St., Win- 
nipeg 1, Man. WH 2-6262; Radio 
Service Engineers Ltd., 1181 
Richards St., Vancouver 2, B.C. 
PA 3 


Autophone Ltd. 
Alta. and B.C 

Transelectric Mfg. Co. 

Telegraph Condenser Co. (Canada) 
Ltd., 50 Bertal Rd., Toronto 15, 
Oat. RO 6-6123. 

Telegraph Condenser Co. Ltd. 
Telephone Mfg. Co. Litd., 26 
Duncan St., Toronto 2B, Ont. EM 
6-5314. 

Telephone Mfg. Co. Ltd. 

(England) 
Telephone Supply Co., 10235 - 
103rd St., Edmonton, Alta. 47116. 

Etelco Ltd. (Alta. & B.C.) 
Telequipment Mfg. Co. Ltd., P.O. 
Box 844 London, Ont. HU 3-5264. 

Acro Prods. Co. (Canada except 

Cc.) 

Beaver Labs., Inc. 

Blonder-Tongue Labs., In 

James Vibrapower Co. 

Telequipment Ltd 
Tenatronics Ltd., Newmarket, Ont 

The Finney Co. 

Bud Radio, Inc. 

Texas Instruments Incorporated, 
Semiconductor - Components Div., 
53 Queen St., Ottawa 4, Ont. CE 
6-3430 

Texas Instruments Incorporated, 

Semiconductor-Components 

Div. 
Thermovolt 
Chauncey Ave., 
BE 1-7134. 

Ewald Instrument Co 

Haenni and Co. A.G. 

Technique Associates, Inc. 
Trimount Instrument Co. (Ont.) 
K. M. Thomas Co., 410 Bloor St 
E., Toronto 5, Ont. WA 4-4000. 

Grant Pulley & Hardware Corp. 
Charles L. Thompson Lid., 3093 
Woodbine Dr., N. Vancouver, B.C 

YU 8-2597. 

Canadian Astatic Ltd. 

B.C 


(Canada except 
) 


Instruments Ltd., 19 
Toronto 18, Ont. 


(Alta. & 


Potter & Brumfield, Inc. 
University Loudspeakers, Inc 
(Man. & West) 
Thompson Prods. Ltd., 
Div., 97 Scarsdale Rd., 
Ont. HI 4-8443. 
Thompson Prods., Inc., Elec- 
tronics Div. 
J. M. Thorne, 
Brook, Nfld. 
Canadian Armature Works, Inc. 
(Nfid.) 


Thurman Supply Co., 
St., Regina, Sask. 
Canadian Armature Works, Inc. 
(West) 


John R. Tilton Ltd., 51 McCor- 
mack St., Toronto 9, Ont. RO 
9-1129 and 5004 Dornal Ave., 
Montreal, Que. RE 1-0725. 
Automatic Metal Prods. Corp. 
(East) 
David Bogen Co., Inc. (East) 
The Capitol Machine Co. 
Carling Electric, Inc. (Ont.) 
Carter Parts Co. (East) 
Electronic Instrument Co., Inc, 
(East) 
Geerz Gebr. (East) 


Electronics 
Don Mills, 


Corner 


Main St., 


1845 Broad 
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J F D Electronics, Inc. (East) 
Johnson Electronics, Inc. (East) 
Mid Eastern Electronics 

Mosley Electronics, Inc. (East) 

Phaostron Instrument & Elec- 

tronic Co. (East) 

Raytheon Canada Ltd. 

Sprague International Ltd. 

Standard Television Prods. Ltd. 

(East) 
University Loudspeakers, Inc. 
(East) 

York Woodcraft Ltd. (East) 
Tinsley Instruments, P.O. Box 99, 
Se Cres., Smiths Falls, Ont. 
Colvern Ltd. 
Titania Electric Corp. of Canada 
Ltd., Gananoque, Ont. 81. Rep: 
Lake Engrg. Co., 767 Warden 
Ave., Scarborough, Ont. PL 7- 
3253. 
Gulton Industries, Inc. 
Toronto Type Foundry Co. Ltd., 
120 Wellington St. W., Toronto 
1, Ont. EM 6-7991. 

Photocon Research Prods. 

U 

U.S. Supply Co., 54 Princess, 
Winnipeg, Man. WH 3-3403. 

W. H. Brady Co. 
United Aircraft Prods. 
Queen Mary Rd., Montreal, Que. 
EL 4131. 

United Aircraft Prods., Inc. 
United Aviation Electronics Ltd., 
169 Yonge St., Toronto, Ont. EM 
4-9886. 

Continental Electric Co. 

Sonotron Corp. 

Taylor Tubes, Inc. 

United-Carr Fastener Co. of Can- 
ada Ltd., 231 Gage Ave. N., Ham- 
ilton, Ont. LI 4-5791; 93 York- 
ville, Toronto, Ont. WA 4-2157; 
Room 1034, Shell Tower Bidg., 
Montreal, Que. UN 6-7465. 

Cinch Mfg. Corp. 

Ucinite Co. 

United-Carr Fastener Corp. 
Upton Bradeen & James Ltd., 890 
Yonge St., Toronto 5, Ont. WA 
4-5751; 8760 Verville St., Mont- 
real, Que. DU 9-8231; Suite 702, 
Commonwealth Bidg., 77 Metcalfe 
St., Ottawa, Ont. CE 2-3775-6; 
624 Chilver Rd., Windsor, Ont. 
CL 4-8623; 612 Broadway Ave., 
Winnipeg, Man. SP 5-2579; 215 
W. 2nd Ave., Vancouver 10, B.C. 

M 4191. 

Atlas Engrg. Corp. 

rhe British Thomson-Houston 

Co. (Canada) Ltd. 

Chadwick-Helmuth Co. 

M B Mfg. Co. 

Optron Corp. 

Pacific Scientific Co. 

Precision Welder & Flexopress 

(Canada) Ltd. 
Tinius Olsen Testing Machine 
Co. 

West Instrument Corp. 
Wilson Mechanical Instrument 
Div., American Chain & 

Cable Co. 


Ltd., 5257 


(Canada) Ltd., 1835 St 
Montreal 25, 


Vactric 
Catherine St. W., 
Que. WE 5-850! 
Vactric (Control 
Ltd. 
L. A. Varah Litd., 1451 Hornby 
St., Vancouver 1, B.C. MU 1-0104. 
Electrons, Inc. (West) 
Veeder-Root of Canada Lid., 955 
St. James St. West, Montreal, 
Que. UN 6-9546. 
Veeder-Root, Inc. 
Verd-A-Ray Electric Prods. Ltd., 
1285 Hodge St., Ville St. Laurent, 
Montreal 9, Que. RI 7-4797. 
Holub Industries, Inc. (All prod- 
ucts except plastic clamps) 
Viditon Corp. Ltd., eed Bank St., 
Ottawa, Ont. CE 6-944 
Elektromesstechnik W ithetm 
Franz K.G. 
Siemens & Halske A.G. 
Zeiss Aerotopograph GmbH. 


Equipment) 


Wainbee Tools Lid., 64 Racine 
Rd., Rexdale, Ont. CH 1-330! 
Durant Mfg. Co. 
Walcan Ltd., 140 Wellington § 
Ottawa, Ont. CE 6-2042 
Stainless, Inc. 
Ward Leonard of Canada Lid., 
1070 Birchmount Rd., Box 70 
O'Connor P.O., 
PL 7-4131. 
American Crucible Prods. Co 
Kenco Pump Div 
win Electric Mfg. Co 
S.A.F.T. Accumulateurs 
Welwyn Canada Lid., 1255 Brydzes 
St., London, Ont. GL 1-9490 
Welwyn Electrical Labs 


Western Sound Services Lid., 61! 
Portage Ave., Winnipeg, Man. SP 
4-5547. 

Electronic Service Supply Co 
Westronic Emerg. Sales, 1451 
Hornby, Vancouver, B.C. 

Electrical Communications, Inc 

(B.C.) 

White Radio Lid., P.O. Box 465 
Hamilton, Ont. JA 2-1716. Reps 
Chas. L. Thompson Ltd., 3093 
Woodbine Dr., N. Vancouver 
B.C. (Fort William & West 
Rutherford Agencies, 8355 La 
barre St., Montreal, Que. (East 

Belden Mfg. Co. 

Hugh H. Eby Co., Inc 

The Hammarlund Mfg. Co., In 

Teletest Instrument Corp 
A. L. Whitehead, P.O. Box 2345, 
Vancouver, B.C 

Electronic E nterprises Ltd 
E. E. Whittaker, P.O. Box 
Arnprior, Ont. PH 1318 

Consolidated Resistance Co. of 

America, Inc 

Dressen-Barnes Corp 

Dynamic Gear Co., Inc 

Gudebrod Bros. Silk Co., Inc 

International Instruments, Inc 

Spectrol Electronics Corp 

Trop-Arctic, Inc. (West) 

Winchester Electronics, Inc 
A. C. Wickman Ltd., 1425 Queens 
way, Toronto 14, Ont. CL 9-2311 
1462 Bishop St., Montreal 25 
Que. PL 6839; 605 James St. N 
Hamilton, Ont. JA_ 8-6213; Rm 
604, Canada Blidg., Windsor, Ont 
CL 3-1841; Ford Bldg., Vancou- 
ver, B.C. MA 5641. Reps: Foulis 
Engrg. Sales Ltd., Halifax, N.S 
T. S. Taylor Machinery, 
Portage Ave., Winnipeg, 
Stevenart Tool & Supply, 
Third Ave. W., Calgary, Alta 

Brush Instruments, Div. of 

Clevite Corp. 

Daytronic Corp. 

Dynamic Instrument Co., Inc 

Edin Co., Inc 

Losenhausenwerk 

Riehle Testing Machines, Div 

American Machine & Metals 

Sheffield Corp. 

Silvercel of Canada Ltd 
Wilkinson Co. Litd., 190 West 
Soares time Vancouver 10, B.C 
EM 2 

ine Harris Co 
Winnett Boyd, Ltd., 745 Mr 
a asant Rd., Toronto 7, Ont. Ht 


Toronto 16, Ont 


2246 


NRC Equipment Corp 


xX 
X-Ray & Radium Industries Ltd., 
261 Davenport Rd., Toronto, Ont 
WA 3-0908. Branches in principa 
cities across Canada 
Acoustica Associates 
Disa Electronik 
M. Falk 
Liebe! Flarsheim Co 
Machlett Labs. 
Medical Electronics Develor 
ment Co 
Multitone Electric Co. Ltd 
(Ont. & Que). 
Nuclear Corp. of America, 
Instrument Div 
Offner Electronics 
Sanborn Co. 
Westinghouse Electric Interna- 
tional Corp. 
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FROM SEA TO SEA 


No other nation in history has depended 
for its very existence on strong lines of 
communications as has Canada. No nation 
has been better served by them. 


Two railways, an air line, a pipe line, a 
highway, two telegraph systems and a water- 
way reaching from the Lakehead to the sea 
knit Canada together as a single unit. Com- 
munications are the basis on which Cana- 
dians have built their great commercial and 
industrial development. 


But the communication of ideas is as vital 
to national growth as is the movement of 
goods and provision of services. That is the 
job being done by Canadian magazines and 
business papers. They serve all groups and 
areas in the country. The Massey Commis- 
sion called them “our closest approximation 
to a national literature.” In a young and 
widespread country like Canada you could 
not develop commerce or culture without 


national periodicals. They, too, are essential 
threads in the fabric of our national life. 


As a publisher of consumer magazines 
and business periodicals, Maclean-Hunter 
Publishing Company is intimately concerned 
with ideas touching every facet of our 
national life. 


Through their news columns, Maclean- 
Hunter editors give national significance to 
many events that would otherwise receive 
only regional attention. They put national 
events in perspective that gives them new 
meaning to people of all regions. They 
comment vigorously on national issues, from 
a Canadian point of view. 


All Maclean-Hunter editors are dedicated 
to the principles of accuracy, honesty and 
fairness. Together they provide unbiased 
news and sound opinion to more than 
3,000,000 readers. We’re glad that you are 
one of them. 


MACLEAN-HUNTER PUBLISHING COMPANY LIMITED 


481 UNIVERSITY AVENUE, TORONTO, ONTARIO 
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Originally designed for use in telephone equipment, electrical 

control apparatus manufactured by Automatic Electric 

continues to find high preference for varied industrial 

applications. The reason—these relays, stepping switches, 

key switches, reed signals and other control devices are 
e 


made of the highest quality materials to the highest 
standards of workmanship. They’re reliable and long-lived 
. .. and once installed they require a minimum of service 
and attention. 

With more than 60 years of manufacturing experience, 
Automatic Electric is a leader in the development of ‘‘telephone 
type’”’ electrical controls. 


Automatic Electric Sales (Canada) Limited, 
185 Bartley Drive, Toronto 16, Ontario. 
Branches across Canada. 


PIONEERS IN AUTOMATIC CONTROL 


AN ORGANIZATION SERVING CANADIAN INDUSTRIES WITH COMMUNICATION, TIME AND CONTROL SYSTEMS 
Circle No. 108 on Reader Service Card 
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GASEAL® 


Pressurized metal 


Tne 
Hermetic 

: Snciglion ampenere” 
Seal { y without sential teake 


Withstand more than 
850 degrees F., high 
pressures and altitudes. 
For any sealing 
configuration. 





Best Insurance 
for Component 
and Systems 
Reliability! 


Corrosion...dust...fungus...altitude... 
humidity... pressures. True hermetic 
sealing completely eliminates their 
usually disastrous effects on electronic 
and mechanical apparatus. 

GHS offers matgeny qualified tech- 
niques and specially developed facilities 
in the field of hermetic sealing. They 
are guaranteed to add a permanent 
plus to your product reliability. 

For inert gas filling, 100% mass spec- 
trometer leak testing of any assembly, 
and every phase of true hermetic seal- 
ing to meet military or industrial specs, 
GHS in-plant services are unequalled. 


The GHS Megpot® 


Quickly, efficiently tests your components, insu- 
lation. Features 10 million megohms, 100, 200 
or 500V DC, automatic “charge” and safety con- 
trols, non-destructive (as high as 5000V AC) 
high-potential test set with current limiting and 
automatic shut-off circuit. Portable. 

Write for Specific Information... and 
use the GHS Advisory Services without 
obligation. 


r. GENERAL 
SGHS HERMETIC 
ELECTRONICS FOR .) E ) L | N G 


Valley Stream, N.Y. ® VAlley Stream 5-6363 


Circle No. 41 on Reader Service Card 
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Reports from the industry 





Hon. Leslie Frost opened the new magnet wire plant of Canada Wire & Cable 
at Simcoe, Ont. With him were (L-R) pres. O. W. Titus, v-p L. G. Lumbers, 
mayor Emmett of Simcoe and A. V. Armstrong, manager, magnet wire division. 


Canada Wire opens magnet wire 


plant at Simcoe, 


Canada Wire & Cable Co. Ltd. 
opened its sixth plant at Simcoe, Ont. 
last month. Covering an area of 113,- 
000 sq. ft. it will house complete 
facilities for the Magnet Wire Divi- 
sion. 

At the opening ceremonies Presi- 
dent O. W. Titus stated that the com- 
pany believes in de-centralization and 
operating wherever possible in units 
not exceeding 200. 

“We feel that in the smaller units 
each man or woman is in closer con- 
tact with management. Further, we 
feel that the interests of Canada are 
best served by strengthening the 
smaller and progressive communities 
where thé industrial employee can be 
closer to nature rather than be crowd- 
ed in larger and larger cities.” 

Canada now faces a new set of 
world competitive conditions, said Mr. 
Titus, which will require a change 
in government attitude toward secon- 
dary industry. 

“We no longer have unsaturated 
export markets as was the case since 
the Second World War and until 1956. 
We must now compete on a price 
basis with a retooled European area. 
Our wage rates are approximately 
three times those of that area. 

“I have as yet been unsuccessful 
in finding any financial experts or 
high-minded international trade ideal- 
ists who can tell me how to get Cana- 
dians to produce in a given time, 
three times as much wire and cables 
as a German or English worker using 
the same or equivalent machines. 

“J suggest that our governments 
and labor leaders face these hard 
realities when planning their policies.” 


CANADIAN 


Ontario 


In line with their policy of “buy 
Canadian,” Canada Wire last year 
spent some $34 million for raw ma- 
terials from Canadian sources. This 
includes a new source of diamond 
dies in Canada. Last year they pur- 
chased over 15,000 diamond dies 
costing between $35 and $150 each. 


More TV stations 
for Canada? 

In the speech from the throne in 
the recent opening of the Canadian 
Parliament the Diefenbaker Govern- 
ment has announced its intention to 
establish a separate regulatory body 
for broadcasting in Canada, This 
would remove the important and con- 
troversial function from the CBC. 

This could result in additional li- 
censes for TV stations in major centres 
in Canada, Recent actions of the CBC 
Board of Governors indicate that they 
would welcome such a move provided 
that reasonable standards of radio 
broadcasting could be assured, 


CGE sells mobile restricted 
common carrier equipment 

[wo mobile orders, together worth 
nearly $20,000, have been received by 
Canadian General Electric Co, Ltd. 
for restricted common carrier equip- 
ment. The customers are Maritime 
Telephone & Telegraph, and New 
Brunswick Telephone & Telegraph. 

Said mobile equipment specialist 
Fred Ward, “we expect further busi- 
ness from these two customers will 
amount to about $100,000 over the 
next few years.” 


(Continued on page 101) 
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Reports — continued 
Trans-Canada Microwave U | R H E A LINEAR VARI OM ETER Ss 


will carry TV July 1 7 ae 
The first all-Canada microwave TV 


network will be put into operation by 
the CBC and Trans-Canada Telephone 
System July 1. This will link nine | 
of the ten Canadian provinces. The 
tenth province, Newfoundland, will 


join the system next winter when | 
Canadian National and Canadian Pa- 
cific facilities go into operation. 


This event will be celebrated by a 
special Dominion Day program in 
which pick-up broadcasts will origin- | j tf I6Al 
ate from several centres across 
Canada. 

Previ a ast TV viewing 60 40 20 ¢) 20 40 60 

revious coast-to-coast viewing ROTOR ANGLE (degrees 
made use of U. S. relays. 





VOLTAGE 


OUTPUT 


Polyethylene plant at Patents in various countries. 
Montreal East 
Work is now under way on a multi- 
million-dollar addition to the Mont- This small size, low weight Linvar 
real East plant of Carbide Chemicals housed in a standard BuOrd size 11 
Co., Division of Union Carbide Can- sync hro frame has a voltage output 
oie ES Pstigen proportional to the rotor angle. The 
ada Ltd. This will increase polyethy- | jinear relationship extends for +85 
lene capacity by 12 million pounds from the zero output position and is 
per year. Scheduled for completion in achieved by a special patented design 


April 1959. the project will increase of the rotor and stator laminations 
which gives a smooth variation of 





> plant’s tot i »f poly- 
the pl ant s te tal production . d - ly output voltage devoid of any fluctua- 
ethy lene resins by approximately 30% tions due to tooth ripple. If the rotor 


} 


per year. output is biased by a suitable voltage 


Among its many applications, poly- of the same frequency and phase it is possible to obtain zero output in one extreme 
position and a linear relationship over a range of 170 from this point The Linvar can 


ethylene is used in insulation for wire 

and cable be applied to satisfy the requirements of analogue computation, remote control or 

. ™ . indication, and may be operated by mechanical measuring devices, e.g. strain and deflection 
gauges, weighing machines, et« where an A.C. output voltage varying linearly with 


Erie Resistor runs defiection is required. 


two shifts 
After one year of operation in | TECHNICAL DATA 
Trenton, Ont., Erie Resistor of Can- POWER SUPPLY 11SV 
ada Ltd. has increased sales to the SUPPLY FREQUENCY 400c!s 

point where they are now operating 
POWER CONSUMPTION 0-40W 


two shifts. With this has come an im- 
mediate increase in staff from 66 up MAXIMUM OUTPUT VOLTAGE 42-5V 


to 78, said plant manager George VOLTAGE GRADIENT 0-SV per degree 
nomgt. TIME PHASE OF OUTPUT VOLTAGE 
(relating to input voltage) 3 degrees lead 
Two Quebec TV stations 
use TV to sell TV RANGE OF LINEARITY - 85 degrees 
In its presentation to the Retail craeeetagid Ae 6 enaaennen wormage 
Merchants Association of Quebec at WEIGHT 4:5 o7. 
their recent annual convention, sta- 
tions CFCM-TV and CKMI-TY, 
Quebec City’s French and English 
language outlets, used TV to sell their 


medium to the merchants. 

Utilizing a GPL television projec- MUIRHEAD 
tor, a specially prepared 20-minute 
closed circuit program was sent direct- 
ly to the Chateau Frontenac, scene of 
the convention, The special program 
consisted of a sampling of typical live MUIRHEAD INSTRUMENTS LIMITED 
studio, slide and film commercials 


-reated show the full sales -ntial 
SS . | BURATOERD - ORTARIC - CANADA rescsnece: 8717 2 8T40 


of the medium. 


Delivery, prices and a data sheet giving full information on the Size |! Linvar are available 
on request. 
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Now! Westinghouse WL-6198A 
Vidicon Tube ends flicker effect! 


IMPROVED DESIGN OFFERS TELEVISION 
CAMERA DESIGNERS OPTIMUM VIDEO CHARACTERISTICS 


Four big new advantages are now yours with the Westinghouse WL-6198A Vidicon . . . 


For military and industrial television cameras, 
you'll find the Westinghouse WL-6198A the 


most advanced Vidicon you can use. Here’s why. 


you CAN BE SURE...1F ITS 


Westinghouse 


Electronic Tube Division 


It eliminates flicker effect due to beam instability. 


It can be operated at optimum video strength, 


thanks to good uniformity of dark current. 


It’s ideal for automatic video control because of 


narrow spread of signal electrode voltage. 


It’s the first Vidicon Tube with electropolished 
gun, thus eliminating picture blemishes caused by 


contaminating particles from gun. 


. Hamilton, Ontario 
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Reports — continued 





Computer donated to University 
of Manitoba 


The installation of a Bendix G15D 
general purpose digital computer at 
the University of Manitoba was re- 
cently made possible by a grant from 
Pioneer Electric Limited of Winni- 
peg. 

The computer has been installed in 
the Engineering building on the Fort 
Garry campus where it will be used 
for training and research in the fields 
of mathematics, science and engineer- 
ing. 

Pioneer Electric Limited, a Cana- 
dian manufacturer of transformers 
and switchgear, is using the computer 
io solve complex problems associated 
with the design of large power trans- 
formers and other company products. 


DDP electronic contracts show 
sharp increase 


During the period of March 16- 
April 15 unclassified defense con- 
tracts exceeded $1,815,000. The fig- 
ure for the previous month was just 
under $497,000. 
ing contracts were: Amalgamated 
Electric Corporation Ltd., Ottawa, 
telephone cable, $56,526; Amphenol 
Canada _ Ltd., Toronto, electronic 
cable assemblies, $23,800; Bayly En- 
gineering Ltd., Ottawa, electronic 
tubes, $20,625; Bell Telephone Co. of 
Canada, Ottawa, rental of telephone 
and teletype facilities, $230,300; Bris- 
tol Co. of Canada Ltd., Toronto, pres- 
surizing spares for radar installations, 
$21,622; B.C. Telephone Co. Van- 
couver, rental of telephone and tele- 
type facilities, $22,700; Canadian 
Arsenals Ltd., Ottawa, testing of tele- 
communications equipment, $20,000; 
Canadian General Electric Co. Ltd., 
Toronto, radar modification _ kits, 
$36,699; Canadian National Tele- 
graphs, Ottawa, rental of telephone 
and teletype facilities, $78,900 and 
$26,118; Measurement Engineering 
Ltd., Arnprior, electronic equipment, 
$50,961; Rogers Majestic Electronics 
Ltd., Leaside, technical services, $34,- 
980; Sparton of Canada Ltd., London, 
sonobuoy transmitters, $1,003,591; W. 
Gary Wright Electronics of Canada 
Ltd., Whitby, quartz crystals, $10,580; 
Bogue Electric of Canada Ltd., Ot- 
tawa, electronic equipment, $28,725; 
Muirhead Instruments Ltd., Stratford, 
electronic equipment, $24,829; Na- 
tional Carbon Co., Toronto, batteries, 
$107,628; Philco Corp. of Canada 
Ltd., Toronto, electronic training 
equipment, $16,854. 


(Continued on page 104) 
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SAUCER 


280 CFM FREE DELIVERY 
60 C/s Dimensions 7” x 2" 





wce we 








C PRESSURE - 























svar 





N 
50 6200 250 
AIR VOLUME—CFrM 


RO 


PRECISION 
ADVANCED 


, delivery 
Highest wolaht 


Minimum size 


e-hele) 


Prototypes available in September. 


COMPONENTS for 
2) Tiel 


Meets military specifications 


Airflow reversible 
Data sheets on request 


Represented in Canada by 


™€ HOOVER COMPANY LIMITED 


PROPIMAX-2 


120 CFM FREE DELIVERY 
400 C/s Dimensions 3”x 1/2” 


» 4 


-INCH Ww 


3 


ae 


nN 


STATIC PRESSU 


25 50 75 100 i25 


AIR VOLUME r™ 


°o 


AXIMAX-3 


135 CFM AT 2” 
400 C/s Dimensions 3'%4"x 2%" 


NCH we 


(/ 


SYS) 
MW / / 


STATIC PRESSURE - 


so 100 1580 200 
aim VOLUME—Cre 


HAMILTON 
ONTARIO 


Prototypes available in August. 


Available in July. 
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How to 
house & 


cool a 
MOnNSsSTER* 


AMCO B-350 BLOWER 
DELIVERS 350 CFM~ TAKES UP 
ONLY 32” OF PANEL SPACE! 


Another one of the outstanding com- 
ponents of Amco’s complete modular 
system for instrument enclosure. The 
B-350 blower, as tested and certified 
by Inland Testing Laboratories, de- 
livers 350 cubic feet of filtered air per 
minute. Yet this compact blower takes 
up only 344” of panel space when 
mounted in the base of an Amco en- 
closure. 

This and other integrated acces- 
sories of the Amco system greatly 
simplify cooling and mounting prob- 
lems in housing equipment. Blowers, 
chassis roller slides & guides, small 
instrument cabinets, everything down 
to the smallest hardware is an in- 
cluded, integral part of the Amco 
system. 19”, 38” and 57” wide stand- 
ard, stock cowlings, panels, and 
writing surfaces provide custom ap- 
pearance in Amco modular console 
assemblies. 

Write for complete catalog 
and Canadian Prices. 


ENGINEERING CO. 
In Canada Stocked and Sold by 
ELDER ELECTRONICS 
3220 ROBERT ST. * NE. 4-0511 
BURLINGTON, ONTARIO 
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Stereo discs are being 
pressed in Canada 


Six stereo albums mark the entry of 
Spartan of Canada Ltd. into the stereo 
field. These utilize the Westrex 45-45 
single-groove system which has been 
accepted as the industry standard by 
international agreement. It is compat- 
ible with monaural systems so that 
the standard LP records can be played 
on the stereo equipment (but stereo 
records cannot be played on mon- 
aural systems). 

Cost is expected to run about one 
dollar higher for stereo than for mon- 
aural records, but this could be re- 
duced with higher volume in the 
future, Sparton has installed new 
pressing equipment at London, Ont. 


Capital expenditures for International 
Nickel Co, set record 

Estimated capital expenditures for 
International Nickel Co, of Canada 
Ltd. will be between $60 and $70 
million. This compares with $43,- 
900,000 in 1947 and $23 million in 
1956. 

“The larger part of our 1958 capi- 
tal expenditures will be made in Can- 
ada, with resulting benefit to the Cana- 
dian economy,” said Dr, John F. 
Thompson, chairman of the board. 


Canadian companies acquire 
new principals 

Canadian Applied Research Lid. 
has completed an agreement with 
Robot Berning & Co. of Dusseldorf, 
West Germany, whereby the Canadian 
company will handle the camera 
products of this firm for the industrial 
and scientific field in Canada, 

The Glendon Co. Ltd. of Toronto 
has been appointed sales representa- 
tive for Clevite Transistor Products 
in the area of Ontario and Quebec. 
The Clevite line includes p-n-p ger- 
manium alloy junction power transis- 
tors, and high frequency power trans- 
istors, and gold bonded subminiature 
germanium glass diodes. 


Northern Radio Manufacturing Co. 
Ltd. has been appointed Canadian 
agents for McLean Engineering La- 
boratories, designers and manufactur- 
ers of fans and blowers for electronic 
applications. 

W. F. Souch & Associates, 
Winnipeg, have been appointed 
Western representatives of Caldwell 
Equipment Co. Ltd., Toronto, They 
will handle cameras, projectors, film 
handling equipment, educational and 

(Continued on page 105) 
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More 
features 


in new 


STROMBERG 
-CARLSON 


voice frequency 


repeaters 


NEGATIVE IMPEDANCE 
REPEATER 
Compact 19” shelf holds 8 
of these 100% TRANSIS- 
TORIZED voice repeaters, 


which takes only 3%” of 
vertical rack space. 


LOW POWER DRAIN — 
less than one watt per re- 
peater from existing 48 V 
battery. 


Use of Semiconductors and 
printed wiring assures 
years of trouble free serv- 
ice. 

TYPE 551 — 2 WIRE 
HYBRID REPEATER 


@ for terminal use. 


e for intermediate use. 


Ask for complete data 


ACKBUSCH 
LECTROMCS 


LIMITED 


23 PRIMROSE AVENUE 
TORONTO 4, ONTARIO 
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industrial television equipment, and Looking for a "pOT’? 
tape recording equipment. Their terri- 
tory includes Manitoba, Saskatchewan 
and Alberta. 
R. D. B. Sheppard, Ottawa, now 
represents the Components Division 
of Fairchild Controls Corp., Hicks- 
ville, N.Y. (accelerometers, gyroscopes, 
pressure transducers, precision poten- 
tiometers). 


Toronto sales office 
relocated 


Minnesota Mining & Manufacturing 
of Canada Ltd. has moved its Toronto 
branch sales office to Keele & Law- 
rence Plaza, P.O. Box 1201, Postal 
Station T, Toronto 19, Ont. Telephone 
numbers are CHerry 4-5607 and RO 
6-6166. The sales office for Thermo- 
fax Copying Products will remain at 
its present location, 227 Eglinton Ave- 
nue West. 


New sales company formed PANEL MOUNT SHOWN, 
SERVO MOUNT OPTIONAL 


in Toronto 
ACTUAL SIZE 


Elcom Marketing Ltd, has been SERIES 341 TEN=-TURWN PRECISION 


formed in Toronto to provide service 
to manufacturers of electronic com- 
ponents designed for industrial appli- POTENTIOMETER 
cations, Marketing manager is E. E. 
Thompson who has previously held 
positions with Automatic Radio Co. 
of Canada Ltd., Hallicrafters Canada 
Ltd. and Philips Industries Ltd. Offices 
are located at 67 Warden Avenue, 
Scarborough, Ont. rz Check some of the standard specifications of this precision- 
An agreement has been signed be- built, wire-wound, ten-turn potentiometer: 

tween Lake Engineering Co. Ltd. and 
Elcom Marketing Ltd, merging the SIZE: 0.55"x 1.02” 
application engineering background WEIGHT: 10 gms. max. 

BACKLASH: Essentially zero 


of Lake and the marketing experience 

of Elcom. Included in the products PHASE SHIFT: Less than 0.1° at 400 cps 
concerned are those of Dialight Corp., VIBRATION:  20gs to 2000 cps (3 attitudes) 
Federal Telephone, Gray-Hill Inc., POWER: 2.5 watts at 40°C, 0 watts at 140°C 


Smaller in diameter than a fountain pen — no longer than 
a shriveled up Gryllidae Gryllus*, this tiny “pot” offers 
ultimate precision in the smallest package on the market. 


Kemtron Electron Products Inc., Stan- 
wyck Coil Products Ltd., Hawkesbury * also known as a cricket 
Wire Co. Ltd., Stegg Electric Ltd., 
Wirt Co., James Knights Co., Siemens 

alske < Telefunken. STANDARD MODELS AVAILABLE IN PRODUCTION QUANTITIES 
Halske and Telefunken NOW .. . SPECIAL REQUIREMENTS CAN USUALLY BE MET. WRITE 


TODAY FOR COMPLETE INFORMATION CONCERNING THIS AND 
OTHER MINIATURE WIRE-WOUND, PRECISION POTENTIOMETERS. 


Ain’t it the truth! 
Getting engineers to communicate 


properly is one of the chief problems WRITE TODAY POR DETANS 
of industry today, claims Sir Arthur | 


Openings exist for highly qualified engineers 


Whittaker, president of the Institution 
of Civil Engineers of Great Britain. 
“If he can’t write a good report 
he is not an engineer. He must be DAYSTROM LIMITED 
able. to express himself clearly.” 040 Celedente Od. Tereate 19, Ont 
This problem was discussed by Sir 2 
Arthur during his recent visit in To- 
ronto. He is on a three-month tour 
of Australia, New Zealand and Can- ee tmeeieen 
ada. 


, -turn, Wire-wound, 
or 5430 Ferrier St., Montreal, Quebec One — 


A subsidiary of Daystrom Inc Potentiometer. 
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... another great 


Above left—The only magnet wire 
plant in Canada with facilities for 
storing 30,000 gallons of wire coating 
enamels. Eliminates the variations 
found from batch to batch in using 
drum type shipments. 


Below left—New inspection and 
laboratory test equipment to 
thoroughly evaluate all raw materials 
and finished products. Forward- 
thinking research to pace the stag- 
gering rate of progress in electronics, 
flight and other fields. 


Above right—Production is com- 
pletely automatic. Air-conditioning 
system removes all dust from the air 
to protect enamel insulation during 
production, 


Below right—Magnet wire cus- 
tomers may now have their require- 
ments shipped in new “ Barrel-Paks”’ 
of 80 up to 600 pounds of Magnet 
Wire. More economical to handle. 
Sealed against dust— protected 
against damage. 











Canada Wire plant 


MAGNET WIRE DIVISION, SIMCOE, 
ONTARIO—engineered from the ground 
up to produce the finest quality magnet 
wires modern technology can create. 


20th Century progress demands magnet wires of 
superbly high quality in an almost endless range of 
sizes and insulations. Now, at this new, 113,000 
square foot Simcoe Magnet Wire Division plant, 
Canada Wire is equipped with the finest drawing 
and annealing equipment, and enamel ovens, capa- 
ble of meeting industries’ needs for magnet wires, 
no matter how demanding. Thicknesses from No. 9 
to No. 50. Fifty-four kinds of insulations to meet 
the most exacting operating requirements. And the 
unique standards of quality and service by which 
these magnet wires are produced will benefit every 
user; some are described here. Your local Canada 
Wire Sales Office will be pleased to provide full 
details on the magnet wire products now available 
from Simcoe. 





TRADE MAG #€GISTERED 


Pacing progress with forward-thinking cable research 


Canada Wire and Cable Company Limite 


A Canadian Company Manufacturing and Selling Coast to Coast 
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For specialized test equipment 


05% Accuracy! 
DC VOLTMETER VHF 
Type 801 BRIDGES 


A four range true potentio- 

meter of .05% accuracy. Type 

EMF is measured by com- B801, 901 
parison to a portion of a 

stable 500 volt source, using 

a standard cell reference. 

Ranges: 0 to 500, 0 to 50, 

0 to 5, and 0 to .50 volts. 


Accuracy: .1 to 500 volts 





Below .1 volt—.1% or 
50 uv. 
Input Impedance: Frequency Range: 1-100 mcs, 50-250 mcs 
Mini 10 h Susceptance equivalent to: 230 mmf 
At null—infinite. — Accuracy: +2% +0.5 mmf 
Conductance: 0-100 mmho 
Measuring Facility: Balanced and unbalanced 





0 to 530 Volt 
HIGH RESOLUTION 


DC Power Supply 
Model 406 4 UNIVERSAL 


Output Voltage: i BRIDGE 


0-530 volts DC *% . Type 8221 
Output Current: 

ma. 
Regulation: 

01% or 50 mv. 
Resolution: 2 millivolts > . : 
Sate: 1 sev. oF ites An accurate transformer ratio arm bridge for measuring 
simple or complex impedance. 

Capacitance: 0.0002 uwuf to 11 ufi—+0.25% +0.0002 wuf 
Conductance: 10-' to 10-" mhos (100 to 100 MO)— 
+0.25% +0.00002 umho 
Inductance: | mH to infinity —+2% +1 mH 
Extended range using the low Impedance Adaptor 
1 wf to 100,000 uwi—50 uo to 100(>—SmuH to 10 mH 
Measuring Frequency: 10,000 rads/sec. 


THE WAYNE KERR LABORATORIES LTD. 





TWENTY MILLION 
MEGOHMMETER 
Model 29A 





An accurate, 
direct reading 
Megohmmeter 
for resistance, 
insulation, and 
naan dielectric measurement 
VIBRON ELECTROMETER Mode! 33¢ ’ co Range: .3 to 20,000,000 
megohms in 6 steps 
An exceptionally stable vibrating condenser DC amplifier for Toot voltages 
measuring low voltage and low current at high impedance. < * Internal — 85 & 500 volts 
Ranges: 10, 30, 100, 300, 1000 my. External —— 1 to 1,080 vette 


Input Resistance: 10° ohms. 
Stability: 100 microvolts in 12 hours 


Electronic Instruments Limited 


DISTRIBUTED IN CANADA BY 


The Glendon Co. Ltd. 


44 Wellington St. East, 
Toronto 1, EM. 6-5673 
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BUTTON siver-mica 
CAPACITORS BY 


NOW MADE IN CANADA 


The ERIE BUTTON SILVER-MICA* capacitor has been and 
still is known to be the world’s finest high-frequency capacitor. 
Since 1941, when Erie originally developed the Button capaci- 
tor, this compact, efficient unit has been the backbone capacitor 
of most military and communications equipments. 


The ERIE BUTTON SILVER-MICA capacitor is com- 
posed of a stack of silvered mica sheets encased in a silver 
plated brass housing with the high potential terminal connected 
through the center of the stack. This compact design permits 
current to fan out in a 360° pattern from the center terminal. 
ERIE uses short-heavy terminals resulting in minimum circuit 
inductance. These design features make ERIE BUTTON 
SILVER-MICA capacitors the best for VHF and UHF appli- 
cations. They are available in a wide capacity range, a variety 
of styles and sizes, and have many mounting arrangements. 


ERIE BUTTON-MICAS are available which comply with 
or exceed all requirements of Mil C-10950-A. 


Also available at ERIE are the BUTTON 
CERAMICONS which have the same 
mounting and terminal arrangements as the 
Silver-Mica capacitor. These units have a 
ceramic dielectric rather than the stacked 
sheets of silvered mica and may be used 
in applications where extreme temperature 
stability is not essential. 


Write for complete description and specification. 


ERIE RESISTOR 
Wize” OF CANADA LTD. 


Head Office: Trenton, Ont. 
Sales Office: 4972 Dundas St. W., Toronto 18, Ont. 
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U. S. recession missed 
Varian Associates 


Varian Associates, California, re- 
ported second quarter sales of $4,- 
978,000, increased 24% over first 
quarter sales, while earnings of $239,- 
000 represented a 50% increase over 
first quarter results. Sales for the first 
six months were up 19% to $8,993,- 
000 compared with $7,589,000 a year 
ago. 

“Prospects for increased sales and 
earnings during the balance of the 
year are excellent,” said H. Myrl 
Stearns, president of Varian Associ- 
ates. 

In the instrument field, a new 60 
mc N-M-R spectrometer has been de- 
veloped which will be exhibited at the 
Brussels World Fair, Varian Associ- 
ates is one of the few companies which 
has been requested by the National 
Science Foundation to exhibit at this 
Fair. 


Two vacuum equipment producers 
combine talents 

A long-term licensing agreement 
has been negotiated between NRC 
Equipment Corp. of Cambridge, 
Mass., and Leybold - Hochvakuum- 
Analgen, G.m.b.H. of Cologne, Ger- 
many. 

Combined German and American 
advancements to be made available 
through NRC Equipment Corporation 
include new methods of high vacuum 
drying, degasing, impregnating and 
filling of transforming, power trans- 
mission cables, switch gear, capacitors 
and other electrical equipment. 


mT 9 


Chalk River gets 
big van de graaff 


Preliminary tests are nearing 
completion on the World’s first 
tandem van de graaff particle 
accelerator. In the July issue 
Dr. H. E. Gove of AECL tells 
how the machine will be used 
in research studies at Chalk 
River. J. L. Danforth, vice- 
president of High Voltage Engi- 
neering Corp. describes how the 
machine operates. 

D. A. Anderson of Marconi 
writes on the theory of Photis- 
tors, and J. A. Grant of North- 
ern Electric describes tropo- 
spheric foreward scatter equip- 
ment used by Bell Telephone 
on the link to Newfoundland. 








Circle No. 39 on Reader Service Card 


CANADIAN 








ELECTRONICS ENGINEERING JUNE 1958 





———  & 


LABORATORY RF | BINDING POST KIT ines 
GENERATOR KIT ‘Q” METER KIT 


Model TC-2P ; 3 f 
(Shpg. Wt. 15 Ibs.) ‘| 
| WY 


ee | Mode! 362 
s \ (Shpg. Wt. 1 Ib.) 


‘ | 
3 a Model QM-1 


$46.95 Medel 16-1 $57.95 | $5.95 (Shoe. Wt. 14 tbs.) © 593.95 


(Shpg. Wt. 16 Ibs.) 


ELECTRONIC IGNITION SCOPE PROBES ] VTVM PROBES HARMONIC DISTORTION 
ANALYZER KIT Scope Demodulator Probe Kit 30,000 Velt DC HV METER KIT 


MODEL IA-1 Model 337-C FO Probe Kit No. 336 


(Shpg. Wt. 20 Ibs.) O— (Shpg. Wt. 1 Ib.) Shpg. Wt. 2 Ibs. $5.95 
—— e 
$3.95 Etched Circuit RF 
Z Probe Kit No. 309-C 
Shpg. Wt. 1 Ib. 
Low Capacity Probe Kit ” $5.95 
Model 342 P Peak-to-peak Voltage 

$81.95 (Shp. Wt. 1 Ib.) - Probe Kit No. 338-C 

as Shpg. Wt. 2 Ibs. $6.50 


$3.95 


IMPEDANCE BRIDGE KIT “LOW RIPPLE” BATTERY ELECTRONIC ANALOG 
ELIMINATOR KIT COMPUTER KIT 


PETE 6 BRS LR EI EL Es, EILEEN eR A RL RT ST 
. — Fult Computer Group C | pom | 
, $1129.95 gm . Catalogue "| 
='Ia— | 
4 : Send for this = & &) = 
. informea- | a : 


tive booklet 


Model 1B-2A $69.95 Model BE-5S $54 95 describing these and many other , 


(Shpg. Wt. 12 Ibs.) (Shpg. Wt. 21 Ibs.) Write for free folder. do-it-yourself kits. 


ORDER DIRECT BY MAIL .. . from the 
WORLD’S LARGEST MANUFACTURER 


OF ELECTRONIC INSTRUMENTS IN KIT FORM 
Save ¥% or more over equivalent ready-made products by 
buying direct and assembling them yourself. You gain price- 
less knowledge through complete and informative construc- 
tion manuals. 


Heath Department 


DAYSTROM LIMITED 


2 Raitherm Road, Toronto 19, Ont. 


SHIP VIA 


ORDER Rem 7 
DC Parcel Post 
a a : . a ; ; ; oe 
BLANK rants 


NOTE: All prices and speci- City & Zone__ 
fications subject to change y (PLEASE PRINT) C) Best Way 
without notice. 


Enclosed find ( ) check ( ) QUANTITY ITEM 
— SS) =e 
Please ship C.0.D. ( ) postage 
enclosed for___..._____pounds. 
On Express orders do not include 

i —they will 
be collected by the express agency 
at time of delivery. 





MODEL NO. PRICE 














On Parcel Post Orders include 
postage for weight shown. All 
prices are NET F.O.B. our oe 


jant, T i ‘ : 
=, — and apply to O) SEND FREE Heathkit Catalogue TOTAL 
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COMING EVENTS 


June 


19-20 RETMA of Canada 29th An- 
Z Lake-of-Bays, Ont. 


22-27 AIEE Summer General Meet- 
ing. Buffalo, N.Y. 


August 
MAY LOOK ALIKE AND AIEE-IRE Nonlinear Magnet- 
ics and Magnetic Amplifiers 
— Conference. Los Angeles, 
INITIALLY Calif. 
22 International conference on 

semiconductors. University of 
TEST ALIKE Rochester, Rochester, N.Y. 

: 2 Western Electronic Show and 
Convention. Los Angeles, 
Calif. 


Pie = AIEE Pacific General Meet- 
ing. Hotel Senator, Sacramen- 


JAOUDTINS ~ 


8 
' 
‘ 
: 
i 
: 
y 





to, Calif. 
September 
1-14 Second International Exhibi- 
THAT’S WHERE SIMILARITY ENDS tion of the Peaceful Uses of 
Atomic Energy. Geneva, 
Switzerland. 
World Power Conference. The 
Queen Elizabeth Hotel, Mont- 
real. 
product in which the important components Power Industry Computer Ap- 
plication Conference. King 
Edward Hotel, Toronto. 
International Nuclear Elec- 
The only tangible guarantee of quality and tronics Conference. UNESCO 
4 . House, Paris, France. 
performance is the reputation of the crystal -25 IRE-AIEE Industrial Elec- 
tronics Conference. Detroit, 
Mich. 
October 
Reputation rather than high pressure selling 8-10 IRE Canadian Convention. 


’ : Exhibition Park, Toronto. 
has made SNELGROVE a purchasor's guide 006 Siaiedel Gieeeeten Goaten 


when ordering crystals and crystal ovens. ence. Chicago. 

, ' : 22-24 Fifth National Vacuum Sym- 

Business at Snelgrove'’s has successfully in- posium. San Francisco. 

26-31 AIEE Fall General Meeting. 
Pittsburgh, Pa. 








Unfortunately, the purchasor buys a finished 


are hermetically sealed from view. 


manufacturer. 


creased because that ‘‘extra care”’ is given to 


details to assure that the hidden quality is 29- 
led i _ ' wer: f 1958 Montreal High Fidelity 
a S, (en Soe Pore Exposition. Windsor Hotel, 


mance. This combined with excellent facilities Montreal. 

‘ November 

and know-how, makes Snelgrove your logical 17-19 Society of Technical Writers 

choice when you need crystals or crystal ovens. and Editors 1958 Convention. 

Washington, D.C. 

28- 

Dec. 4 Electronic Computer Exhibi- 

*Canada's largest crystal users make it perfectly clear — crystals from SNELGROVE. tion and Business Symposium. 

Olympia, London. 

—— December 

3-5 Second National Symposium 
on Global Communications. 
St. Petersburg, Fla. 


Snelgrove — Canada's Frequency Control Specialist. Licensed under Bell System Patents. 


co February 1959 


Cc. R. 
SNELGROVE salesan |< SSS ee cet oe 


March 

DON MILLS (TORONTO), ONT. HI. 4-1107-8 23-26 Radio Engineering Show and 
IRE National Convention, 
New York. 
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Big Advantages 
TVieg: 
SMARCOM O° 


Picture (ubes 


5%” shorter than the conventional 90° tube, 
opening new scope for cabinet design. 

Available with 90° faceplate allowing for 
conversion to 110° without retooling the mask. 

No ion trap required—you save on the cost of 

an ion trap and the labour for adjusting it. 

integral glass button base eliminates any 

possibility of loose base-pin connection. 

Small neck allows 110° deflection with only 

slightly more power than is required for a 90° tube. 


90° Tub 
te Approximately one pound lighter. 


18"-20” overall 


110 Tube 
14%" overall 


REESE SF 





As always Marconi is ready to supply the 
industry's latest needs. Marconi 110° tubes 
are now available from Canadian production 
to customer's specifications. 


ELECTRONIC TUBE AND COMPONENTS DIVISION 


CANADIAN Marconi COMPANY 


830 BAYVIEW AVENUE, TORONTO, ONTARIO 
BRANCHES: Vancouver * Winnipeg * Montreal + Halifax + St. John's, Nfld. 
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People in the industry 





Sales drive evident from 
industry appointments 


John D. Houlding, vice-president, 
Technical Products, RCA Victor Co. 
Ltd., has been elected a director of 
the company. 

Mr. Houlding was born in London, 
Ont., and educated at the University 
of Western Ontario. He served as a 
radar officer on loan to the Royal 


Navy from 1943 to 1945. He was 
also on loan to the Department of 
Defence’ Production in 1952. 

As vice-president, Mr, Houlding has 
under his direction research, tube 
manufacturing, commercial and _ in- 
dustrial electronics and defence activi- 
ties of the company. 





TINSLEY INSTRUMENTS 
MINIATURE POTENTIOMETERS 








og 


bo 








4”"+0.010 











1%, "+1/64 — 





as required. 


P.O. BOX 99 





re 
1] ()3/16"+1/64 
i 


O 0.250” O.D. 


Oo 210” OD. 


© 0.160” 0.0. 


© 0.115” O.D. 


or bare for spaced windings. 


Effective 

length 3.000” 
10)002+ 10% 
1,000 T.P.1. 








Effective length 1.000” +0.005 
20,0002 +5% 


Resolution 800 T.P.I. 


Effective length 0.526” 
20,0002 +5% 
Resolution 1,000 T.P.I. 


Effective length 0.400” 
7,5002 +2% 
Resolution 1,300 T.P.| 


Effective length 0.350” 
7,5002 +2% 
Resolution 1,000 T.P.I. 


Effective length 0.250” 
7,5002 +2% 
Resolution 1,300 T.P.I. 


Only precious metals are used in these windings 


Precision high resolution miniature wirewound potentiometers 
manufactured in our Canadian plant to customer's specifica- 
tion. Precious metal alloy wire, enamelled for closed windings 
100% inspected and guaran- 
teed free from defects. Physical size, resistance and resolution 


SMITHS FALLS, Ontario 
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Houlding 


Dr. G. Sinclair awarded 
Guggenheim Fellowship 

Dr. George Sinclair, professor of 
electrical engineering, University of 
Toronto, has been awarded a Gug- 
genheim Fellowship to continue his 
research on slot antennas. He is one 
of six Canadians named by the Simon 
Guggenheim Memorial Foundation of 
New York to receive 1958 Fellow- 
ships totaling more than $21,000. 

Dr. Sinclair will use the research 
facilities of the University of Illinois’ 
Antennas Laboratory for his studies. 
He leaves July 1, but will commute 
to Toronto once a month for the regu- 
lar meeting of the IRE Canadian Con- 
vention Executive Committee. Dr. 
Sinclair is the chairman for 1958. 

For his previous contributions to 
antenna theory, Dr. Sinclair was 
awarded the grade of Fellow by the 
IRE in 1954. 


From wood products 
to electronics 

Few positions in the Federal Cab- 
inet have greater significance to the 
electronics industry than the Minister 
of Defence Production, 

Prime Minister John Diefenbaker 
brought a new member into his Cab- 
inet to fill this position, He is Ray- 
mond Joseph Michael O’Hurley, 
member from Lotbiniere. 

Mr. O’Hurley, an Irish-Canadian 
Catholic was first elected in 1957. 
A wood scaler and lumber grader by 
trade he was born Oct, 1, 1909 at St. 
Gilles, Que. Thirty years later he 
was elected mayor of the town, a 
position which he held for many years. 


Lieutenant Governor of B.C, joins 
board of Canada Wire 

At the annual general meeting of 
Canada Wire and Cable Company 
Limited held yesterday, The Hon, 
Frank MacKenzie Ross, Lieutenant 
Governor of British Columbia, was 
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elected to the board of directors of 
the company. 

The Hon, Frank M. Ross is: chair- 
man of the board: Canadian Dredge 
and Dock Co. Ltd., International 
Paints (Canada) Ltd., Western Bridge 
and Steel Fabricators Ltd., Vancouver 
Iron Works Ltd., Vancouver Machin- 
ery Depot Ltd. He is president of 
McCord Street Sites Ltd., Red Barge 
Lines Ltd., Columbia Paper Co., Ltd., 
Lafarge Cement of North America 
Ltd., West Coast Shipbuilders Ltd., 
Pioneer Gold Mines of B.C, Ltd, and 
a director of a number of companies. 


Automatic Electric adds to sales 
force in Western Canada 

Mr. Robert W. Robb, District Man- 
ager at Winnipeg, is moving to Ed- 
monton, continuing in his present 
position in charge of all sales opera- 
tions in the Western District, covering 
Alberta, Saskatchewan, Manitoba and 
Head of the Lakes. 

Mr. Gordon S, Ballantyne, B.Sc., 
Sales Engineer at Edmonton, is ap- 
pointed Carrier and Radio Sales En- 
gineer for the Western District, re- 
maining at Edmonton. 

Mr. Malcolm M. Goodwin, Staff 
Assistant to the Telephone Sales Man- 
ager at Toronto, is transferred to Win- 
nipeg as Sales Representative in charge 
of that office. 

Mr. Robert B. Irwin, B.Sc., is trans- 
ferred from the Engineering Depart- 
ment at Brockville to become Staff 
Assistant to the Telephone Sales Man- 
ager at Toronto. 


Goodwin 


Irwin 


New assistant manager 
for George Kelk Ltd. 

Fred M. Hanna has joined George 
Kelk Ltd. as the assistant manager. 
He will assist in management and 
engineering aspects of the company’s 
activities in industrial and airborne 
instrumentation. 

(Continued on page 116) 
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McLEAN FANS 


& BLOWERS’ 


*Patented 


FOR ELECTRONIC APPLICATIONS 


RACK MOUNTED FOR EASY ASSEMBLY @ 


FIT STANDARD 19” RACKS 


STANDARD MODELS FOR OTHER RACK WIDTHS AND ANY ANGLE OF AIR DISCHARGE 


Save sensitive components in computers, 


contro! units, etc. McLean's 


ready-to-use packaged units pressurize cabinet with cool, filtered air keep- 
ing dust out. All rack fans feature smart, heavy gauge, stainless steel 
grilles, easily removable filters, and standard RETMA notching to eliminate 


cutting or fitting. 


STANDARD RACK 
MOUNTED FANS & BLOWERS 


Over 15 models available in panel heights of 
3/2" to 12%" in increments of 134”. Range, 80 
to 1200 cfm. All units feature quiet operation 
no electrical noise and maximum air delivery. 
Blower units provide better air delivery against 
pressure and higher velocity for faster cooling 
Highly reliable, rubber mounted, 115 volts, 60 
cycle motors. Also Mil. Spec. and DC motors 
available. Permanent filters. 





RECESSED MODELS 


Provide higher performance with minimum panel height. 
Filter and blower are recessed into the unused portion 
of the open base commercial type rack. Fit 3/2", 54%", 
7”, 8%” and 10." panel heights and deliver 150 cfm to 
800 cfm. Highly reliable, rubber mounted, 1/5 volts, 
60 cycle motors. Mil. Spec. and DC motors available. 
Permanent filters. 














FILTER GRILLE ASSEMBLIES 


Developed as air outlets for racks without louvres. 
Prevent back flushing of dust when blower is not on. 
Use also as inlet for filtered air with exhaust fan. 
Permanent filter acts as R-F shield. Mount on upper 
part of cabinet . . . top, front or rear, Fit standard 
19” racks (or other widths), in 3/2", 544", 7°, 8%" 
and 10%," heights. Filter may be removed without 
removing assembly from rack. Disposable filters 
available 





HALF PANEL WIDTHS 


For narrow racks or where space is a problem. 
Fit half the width of standard !9" racks leav- 
ing balance of space for other components. 
Blower model (5'4” high) delivers 100 cfm. 
Fan model (7” high) delivers 225 cfm. Powered 
by highly reliable, rubber mounted, 11/5 volts, 
60 cycle motors. Mil. Spec. and DC motors 
available. Permanent type filter. 





MIL. SPEC. BLOWERS 


Meet most rigid specifi- 

cations. Mount in any 

osition. Deliver 10 cfm. 

it 3%” cube. Continuous 

duty, totally enclosed mo- 
| tor, 1/300 hp. 115 volts, 
| 60 cvcle, 3400 rpm. 


RING TYPE FANS 


175 to 395 cfm. Fan diam- 
eters, 6'//." and 8". Motors 
totally enclosed, highly 
reliable, {115 volts, 60 
cycle, 3000 rpm. Mil. 
Spec. and DC motors 
available. Other sizes 
available. 





Princeton, New Jersey e 





Ss Se 


16 Page Catalog * Individual Spec. Sheets 


McLean Engineering Laboratories 
Walnut 4-4440 
—TWX Princeton, N.J. 636 


For Rapid Delivery 
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ter this it adjusts its speed to match 
the pupil’s ability, On average, it can 
train a pupil to become a full speed 
touch operator in 18 hours, 


News briefs 





Errare est humanum.. .* 


The Steel Co. of Canada has in- 

* Computers are human ; stalled a $100,000 electronically con- 

trolled analyzer in the spectro-chemi- 

cal section of its new laboratory at 

Hamilton. Within 7 minutes from the 

sampling time, the operator receives 

a complete record of the concentration 
of the elements in the batch. 


Language translation provides many Now they are using machines to 
trying moments for the new comput- teach humans how to operate ma- 
ers designed to do this work. Sample chines, In this case Saki, a computer, 
boners “out-of-sight, out-of-mind” was teaches card-punch operators. The 
interpreted as “invisible idiot.” “The machine produced by Solortron Elec- 
spirit is willing but the flesh is weak” tronic Group of Surrey, England, leads 
became “the drink is tolerable but the trainee through a series of pre- Atomic Energy of Canada Ltd., 
the meat is uncooked.” liminary familiarization exercises. Af- Commercial Division, is now in a 

position to work with any private in- 
— <> terests wishing to set up radiation units 
4 for preservation of food products. The 
cost of processing potatoes is com- 


Measurements UP TO 1000 Mc/s 2,2 "ease 
per Ib. Treatment of other foods is 


poss ble but the price is not competi- 
tive yet. 


Alberta Government Telephones is 
preparing for direct distance dialing. 
New exchanges being installed in 
many communities are so designed 
that they can be converted over to 
the new service when economic con- 
ditions justify this move. 


Two-tone hearing aids will soon 


remove the last excuse for “cat-nap- 
Marconi me P 


ping” in the House of Commons, The 


new hearing aids being installed on 
Vacuum Tube g g 


every desk will be equipped with a 


Voltmeter selector switch so that members of 


parliament will be able to follow the 
TF 1041A , debates in the spoken language 
(French or English) or the interpretors’ 
version. No longer will English-speak- 
ing Members be able to “sit out” a 
2% of full scale + 0,01 volt debate. in French or vice versa. 
3% of full scale for inputs greater 
than 100 volts 


Accuracy 


Electronics has come to the rescue 

Marconi’s new vacuum tube voltmeter gives you of ye — from the ben dis- 

per rr eet Sal ease glaucoma, A new machine in- 

these added advantages: stalled at the University of Toronto, 

frequency response flat from 20 c/s to 1000 Mc/s the Electronic tonometer, measures 

pressure by being applied to the eye 

ball for four minutes. Glaucoma at- 

tacks the eye drainage system causing 

a pressure build-up which gradually 

damages the optic nerve. Previous 

methods of detecting the disease re- 

semble something from an 18th Cen- 
tury torture chamber. 


6 ranges for a.c. voltages — 0 to 300 volts 
7 ranges for d.c. voltages 0 — 1000 volts 


7 ranges for resistance between 0.2 ohm 
and 500 megohms 


Marconi Voltmeter TF 1041A has a large mirror scale meter for 
fast and precise reading. A specially designed probe makes point 
contact with the a.c. circuit under test. For d.c. potentials there 
are a movement-reversing switch and a three-lead rubber moulding 
fitted with either prods or alligator clips. Antenna manufacturer D, S, Ken- 
nedy & Co. of Cohasset, Mass. has 

* established a California Research af- 

Marconi J : Canada’s filiate company, Satellite-Kennedy Inc. 
Largest The new corporation wil! conduct 

Electronic electronic, electrical and mechanical 

CANADIAN MARCONI / COMPANY Specialists design, research and development in 
technical fields that augment and com- 








MONTREAL 16, QUE. 
“3 (Continued on page 115) 
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News briefs — cont. 





pliment the parent company’s capa- 
bilities. Fred W. Morris, Jr., vice- 
president will direct the new firm’s 
research and development work. 


The Research Institute of Experi- 
mental Surgical Instruments, USSR, 
has designed a radio instrument for 
giving electronarcosis, This enables 
surgeons to amputate limbs and per- 
form operations on internal organs 
without any sensation of pain in the 
tissues, What is more, secondary phen- 
omenon such as cramps and respira- 
tory spasms, which formerly prevented 
use of electronarcosis were avoided. 
After an operation was performed 
under electronarcosis and the instru- 
ment was switched off, the animals 
did not feel any pain for a period of 
8 to 15 minutes, The instrument will 
be shown at the Brussels Fair accord- 
ing to the report from the USSR. 


The Dominion Bureau of Statistics 
review of Canadian education, census 
1951 shows that between 1/5 and 
1/6 of Canada’s total population were 
in attendance at school for some time 
during the 1950-51 school year. Just 
under 3% of the members of the 
labor force were engaged as instruc- 
tors in the schools, A rapid increase 
in elementary school enrolment began 
in the early 1940's, reached the high 
school in the 1950’s and higher educa- 
tion three or four years later. 


Some interesting facts from the 
1957 Annual Report of American 
Telephone & Telegraph Co.: In 1957 
the Bell System added some 2,815,000 
telephones, bringing the total operated 
by the System to 52,250,000, Long 
distance conversations rose more than 
7% over 1956. Long distance service 
was the fastest ever, the average speed 
of connection being 72 seconds. Some 
5 million customers can use direct 
distance dialing to reach as many as 
30 million other telephones from coast 
to coast. 


Bell Telephone Laboratories has 
been working on Data phone equip- 
ment designed to send information to 
and from customers’ data-processing 
machines in various locations. At 
presert it can send information over 
telephone facilities at about 800 words 
a minute making use of special de- 
vices which can handle various types 
of business machine codes. They in- 
terpret and transmit data read from 
punched cards, magnetic and paper 
tapes and other media. It can be 
plugged into a standard electrical out- 
let to get power and connects to regu- 
lar telephone lines for transmission. 


(Continued on page 125) 








NEW CATALOG SUMMARY 


presenting . . . Jennings Vacuum Components, inherently qualified by their 
unique use of a vacuum dielectric, to help you solve many difficult 
design problems of high voltage in limited spaces. 


A few minutes inspection of the wide range of vacuum components in 
this new product bulletin will reveal many design possibilities that 
ordinary electronic components cannot achieve. The bulletin contains 
valuable data and specifications on the latest types of Jennings Fixed 
and Variable Capacitors, Power Switches, Coaxial Relays, Triggered 
Spark Gaps, Transfer Relays and High Voltage Measuring Equipment. 


Jennings vacuum capacitors, switches and relays are manufac- 
tured for operation at both high and low voltage levels; 

some are engineered for unusually high resistance to shock 
and vibration. Their use in either commercial or military 
equipment has proved exceptionally reliable under 

difficult operating conditions. 


Mailing the coupon entails no sales follow-up unless 
you outline « specific application. 


JENNINGS RADIO MAIL THIS COUPON TODAY. 
MANUFACTURING PLEASE SEND ME YOUR 8 PAGE BROCHURE 
CORPORATION 

970 McLAUGHLIN AVE. 

P. 0. BOX 1278 

SAN JOSE 8, CALIFORNIA 


NAME_ 
FIRM 
ADDRESS 


«| — 
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Janet System 
Antenna 


ANTENNAS and 
DUPLEXERS for 


radio telephone 


tropospheric 
meteor scatter 


aircraft radio 


People — continued 





| Mr. Hanna, a graduate of Engineer- 
| ing Physics, University of Toronto, 

has held engineering and executive 
| positions with PSC Applied Research 
| and Photographic Survey Corp. 


Pritchard Wainwright 


CDC strengthens its 
sales force 


| Computing Devices of Canada has 
added three new names to its sales 


staff. Norman C. Wilson has been 


| appointed sales manager with Roger 


K. Wainwright and R. C. Pritchard 


| added to the staff. 


Wilson was formerly sales manager 
of the Technical Products Division of 


| Dominion Electrohome Industries Ltd. | 


A graduate of Queen’s University in 
electrical engineering, he is a member 
of the Association of Professional En- 
gineers of Ontario. He will be respon- 


| sible for the sale of a wide range of 
CDC and agency products in the fields 


of aircraft navigation instruments, 
digital and analog computers, elec- 
tronic and nuclear test equipment, 
data reduction and data transmission 


equipment, and photographic and | 


photogrammetric instrumentation. 


Wainwright is a sales engineer, and | 


TELEVISION TUNERS 
Switch Type 


Licencee of Sarkes-Tarzian Inc. 





SNe cnnmmanoil™ 


LOUDSPEAKERS 
Domestic and Military Types 


WIRE WOUND RESISTORS 


Cement and Vitreous Enamelled 
_ Coatings — MIL Approved 


VARIABLE TUNING 


CAPACITORS 
Radio Tuning Types - Special 
Units For Military Application 


TRIMMER CAPACITORS 


Conventional Air Dielectric 
Glass and Ceramic 
LEDEX ROTARY 
SOLENOIDS AND 
SELECTOR SWITCHES 


PERMEABILITY TUNERS 
PRECISION GEARS AND 
GEAR TRAIN ASSEMBLIES 
SERVO-LOOP SYSTEMS 

MICROWAVE 
COMPONENTS 
Filters, Antennas 





| will work on sales and applications in | aul systems 
| Eastern Canada, with headquarters in AN MANUFACTURED IN 
Ottawa. Before joining CDC, he was | COMPONENTS — OUR KITCHENER 
a technical officer at the Dominion | ®NG!NEERED or ww PLANT 
Bureau of Statistics. He attended 
| Royal Military College and Carleton 
University, majoring in mathematics. 
Pritchard is to be responsible for 
the sales of CDC-developed navigation | 
systems, including the Position and 
Homing Indicator and Antac. He is a 
former RCAF pilot with considerable 
jet experience. Before joining CDC he 
| was secretary-treasurer and chief pilot 
of Sarnia Airlines Ltd. 


TOOLED AND 
radar 


Our products are designed 
and made in Canada 


SINCLAIR RADIO 


LABORATORIES LTD. 


70 Sheffield St., 
Toronto 15, Canada 


peste Buds Fie & 4B 2) 


ENGINEERING 
LIMITED 


KITCHENER, ONT., CANADA 
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$G-153 


Vit ) TRANSITRON Bie 


UHF SIGNAL AND SWEEP 


SHF GENERATORS 
$-Band THE ULTIMATE IN PRECISION 


VHF-UHF SWEEP-SIGNAL GENERATOR 
MODEL SG-132 (15-400 MC) 


© FM deviation T to 40% at any cenfer 
frequency 

@ Internal crystal markers accurated to 
+ -01% 
Power output variation + .25 db 
Calibrated output + 1 db to 150,000 pV 
Integral DC coupled oscillograph 
Frequency drift: less than 0.005% over 
any 10 minute interval ' 7, oF2.%s a a 
Reset accuracy: better than + 0.05% bo 
over entire frequency range 





900-2100mc 
ca 


$G-109 
400-1000mc 


Sk ee 
by. At a ‘ 


WRITE FOR ILLUSTRATED CATALOG 


ELECTRONICS DIVISION 


VAN NORMAN INDUSTRIES, INC. 
186 GRANITE ST., MANCHESTER, N. H. FOR RACK MOUNTING 


ALL TRANSITRON SIGNAL 
GENERATORS ARE NOW AVAILABLE 
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HERMETIC SEALS 


A complete and diversified line 








Dy bs 


pee all 





i 


Crystal Transistor Condenser Multi-Terminal Individual Special 
Holders — Holders Seals Headers and Plugs Terminals Applications 


Made in Canada 
b y 


Canada’s only manufacturer of hermetic seals 


A 45 Hollinger Road, 
wualily HERMETICS, LTD. Toronto 16, Ont. PL. 7-2869. 


Glass Solder Eng., Pasadena, Calif. 





Associates: Hermetic Seal Corp, Newark, N.J. ° 
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s THE 
evenly 
euen 


The most positive anti-feedback 
cardioid microphone ever built 


A HIGH FIDELITY UNI-DIRECTIONAL 
DYNAMIC CARDIOID MICROPHONE 


EXCLUSIVE greatest degree of 
front to back cancellation—18 db. 
EXCLUSIVE highest output over 
similar competitive cardioid micro- 
phones—52 db. 

EXCLUSIVE incorporates on - off 


switch with lock-on feature. 


NOW AVAILABLE THROUGH OUR JOBBERS 


XN 


LIMITED 


2273 Danforth Ave., Toronto 13, Ont. OX. 9-1127 
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WELWYN 


Hermetically Sealed 
Deposited Carbon Resistors 


& & 


—t Wyn. | 


High stability resistors sealed into glazed and vitrified ceramic 
shells for complete protection against ambient humidity changes. 
Silicone oil filled. Acts as efficient convective medium for im- 
proved heat dissipation. Also serves as infallible quality control 
for detecting seal leakage defecis. 

Each resistor is subjected to sustained pre-load test at 1! times 
rated wattage. Insures against catastrophic failures under normal 
operating conditions. 

Designed to meet military specifications. 

MIL-R-10509 (current issue) 


for complete data, write to: 


WELWYN CANADA LTD. 
1255 BRYDGES ST. LONDON, ONT. 


‘\ 
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People — continued 





Richmond Heads Canadian Council 
of Professional Engineers 

Professor W. O. Richmond, P.Eng., 
of Vancouver, has been elected Presi- 
dent of the 30,000-member Canadian 
Council of Professional Engineers, 
during the Council’s three-day annual 
meeting in Vancouver, He succeeds 


Richmond 


C. N. Murray, P.Eng., of Sydney, 
N.S. 

He is head of the department of 
mechanical engineering at the Uni- 
versity of British Columbia, : 

As president, he will head the na- 
tional advisory body for Canada’s 11 
provincial and territorial professional 
engineering organizations. 

A graduate in mechanical engineer- 
ing from U.B.C, in 1929, Prof. Rich- 
mond received his M.Sc. from Pitts- 
burgh University three years later. He 
has been associated with U.B.C, since 
1937, and is also active as a consulting 
engineer. 

He is a past president of the B.C. 
Association of Professional Engineers. 


Canadian Admiral has 
new treasurer 

The election of Gerald J, Clarke 
to the office of Treasurer at the annual 
meeting held on April 14th, has been 
announced by Stuart D. Brownlee, 
executive vice-president, Canadian 
Admiral Corporation, Limited. Mr. 
Clarke was appointed Comptroller in 
August, 1957. 


Marketing manager in Canadian 
General Electric 

Roy A. Phillips, P.Eng. recently 
took over the position of manager, 
Marketing in the Appliance & Tele- 
vision Receiver Department of CGE. 
As such, he is responsible for the 
marketing activities of the department 
in Canada. Products involved include 
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TORONTO 


4126 Bathurst St. 
Downsview, Ont. 
MElrose 5-1470 


ACE ELECTRONICS ASSOCIATES, INC 
Precision Potentiometers, Trimmers. 


SAMUEL C. HOOKER 


Electronic Components 


CANADA 


MONTREAL 
2425 Grand Bivd. 
HUnter 8-8321 
HUnter 8-8744 


Manufacturer's Representative 





HOFFMAN SEMICONDUCTOR DIVISION 
HOFFMAN ELECTRONICS CORP. 


LTD. 


Silicon Junction Diodes, Solar Cells 


JEFF PERL EE BCTRONECS DAVISEON 
SPEER CARBON COMPANY 
Chokes, Molded C apacitors 


KINGS ELECTRONICS (CANADA) LIMITED 
Coaxial connectors, Jacks and plugs. 


NEW ENGLAND TRANSFORMER COMPANY 
Transformers — Audio, Power and Transistor 


AERO INSTRUMENT COMPANY 
Frequency Meters & Electrical Timing Equipment. 


BARRY CONTROLS, INC. 
Shock and vibration control specialists. 


CAMBRIDGE THERMIONIC OF CANADA LTD. 
Lugs, coil forms, special coils, printed circuit com- 
ponents, hardware. 


CINEMA ENGINEERING DIVISION 
AEROVOX CORPORATION 
Precision wire wound resistors, Switches, 
Audio Equipments. 


EDGERTON GERMESHAUSEN & GRIER INC. 
TW Oscilloscopes, Stroboscopes, Light Sources, 
tronic Cameras & Xenon Flash Tubes. 
ELECTRA MANUFACTURING COMPANY 
Deposited carbon resistors, special switches, 
disc capacitors. 
EPSCO INCORPORATED 
Delay lines, Pulse transformers, Shift Registers 


iain) ae ROANWELL CORPORATION 
Communication accessories 

CARL W. SCHUTTER CORP. 
Rapa- Waveguide, flanges and associated Radar components 
SIGMA INSTRUMENTS, INC. 

Sensitive relays and magnetic amplifiers 
ceramic 
SPEER RESISTOR DIVISION 
SPEER CARBON COMPANY 

Carbon resistors and coil forms 
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Now — ‘WELD EVEN DIFFICULT METALS 
INSTANTLY with weldmatic stored-energy welders 


P| i |=] 


er tensile 














Weld stainless steel, copper, silver, tungsten, molybdenum an of bet mechanical performanc strengtt 
other ‘‘problem" metals easily and in millisecond time. Weld- resistance. Dissin 
matic resistance welders speed precision metal- vesses are joined w 
ations in electronic, instrument, aviation and general industria ditioning eids are strong and unitorm—no discoloration or 
work, displacing slower, costlier methods such as soldering metallurgical change, Weldmatic 
silver brazing, riveting and staking. W welders are easy to set 


Weldmatic-welded joints 


there's a weldmatic for every precision assembly task 

A. weldmatic model 1012—Portable. Tweezer type handpiece 
Extra-long leads. 

B. weldmatic model 1015—Bench mounted. Accommodate 
special-purpose electrodes and handpieces. 

C. weldmatic model 1016—Portable. Has two interchangeable 
handpieces, extra-long leads. 1016 

D. weldmatic model 1020—Console type for heavier precision ‘ 
welding 1020 


oIning oper- 


no excessive formation 


up and simple to operate 
. APPROXIMATE WORK CAPACITY OF WELDOMATIC WELDERS 


MODEL HIGH CONDUCTIVITY MATERIALS 


NUMBER LOW CONDUCTIVITY MATERIALS 


Sheet Thickness Wire Diameter Sheet Thickness Wire Diameter 


1012 0005 to .010 00015 to .030 0003 to .005 0001 to .015 


1015 0005 to .020 0002 to .060 0003 to .010 0002 to 


0005 to .015 0001 to .045 0003 to .008 0001 to 


0003 to .020 001 to 


TT aot 


0005 to .035 001 to .095 


PSSST. Ra — 


Write for descriptive literature and details of samp 


WELDBMATIC / a division of unitek corporation 


AVENUE -« PASAODENA CAL IP ORS IR 
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-_ SEG TRY ENS ST ATL PEE EI People — continued 
MINIATURE PRECISION POTENTIOMETERS 


3 Diameters: 14", 14", 11%", 114", 154" major appliances, radio and television 
Resistance Ranges: From 1 ohm to 500 kilohms (wire wound) receivers, air conditioning equipment. 


Temperature Ranges: —55° to 125°C Standard A native of Vancouver, Mr. Phil- 
150°C Special — also 300°C ‘‘Hot Pot'’ lips joined Canadian General Electric 


PANEL METERS ' | in 1939 following graduation in elec- 
Sizes: 216” square, 214" and 314" round, 314" square, 414" square, trical engineering from the University 
414" square (front illuminated). © | of British Columbia, After managerial 

Ranges: D.C. Types — microamperes, milliamperes, amperes, milli. | | assignments in engineering capacities, 
volts, volts Mr. Phillips entered the marketing and 

A.C. Rectifier Types — microamperes, milliamperes, volts product planning field. Prior to his 

Types: Zero Left, Zero Right, Zero Center, Suppressed Zero present appointment he was manager, 


EPOXY ENCAPSULATED CHOKES AND IMPEDANCE TESTED R.F. CHOKES Marketing, Research and Product 


Ranges: 0.1 wh to 200 MH — small physical size — high temperature Planning in the appliance and tele- 
125°C — MIL-C-15305A, Grade 1, Class B. vision receiver department, 
Mr. Phillips is a member of the 


CERAMIC SLUG TUNED COIL FORMS AND PHENOLIC COIL FORMS Engineering Institute of Canada and 
Complete lines, starting with diameter of .205 — 14", 34", 44" — various of the Corporation of Professional 
tongens Engineers of Quebec. 

TORQUE WATCH® GAUGES 
Immediate delivery — 38 models for measuring starting (breakaway), 
moving and stall torques. Accurately hand-gauge all torques between 
0.005 and 40 ounce inches. 

POTENTIOMETER TEST STATIONS 


Test angles, linearity, conformity, resistance, and noise. 


OTHER WATERS PRODUCTS 


Pot Hook® Panel Mounts, Instruments, Precision Toroids 


Represented by re i Weedon 
M. J. HOWARD & COMPANY oe Hl 
1206 BANK STREET 
OTTAWA, ONT. MANUFACTURING, INC. 
WAYLAND, MASSACHUSETTS 
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Purdy 


a 
i 
i 
j | Canadian Motorola Electronics 
i has new department 
r John E,. Raftis has been appointed 
1 manager of the new Microwave and 
Industrial Products Department of 
| Canadian Motorola Electronics Ltd. 
8 | This will handle microwave radio, 
f | carrier and control products. 
i Garth F. C. Weedon has been 
named sales engineer and Thomas W. 

able frequencies . Purdy named Systems Engineer. 
SINE WAVE distortion never MODEL 161-D-1 : ‘ Canadian Motorola has a long term 
greater than 2%, with .57% or Power Output: 160 VA_ single § | sales and manufacturing agreement 

t 

i 

i 

' 

i 

i 

I 

i 

i 

' 

i 

: 


the eHiLiiAl INVERTRON 


The Silent, Dependable 
INVERTRON Features: 


POWER OUTPUT RATINGS 
from milliwatts to kilowatts 


OUTPUT FREQUENCIES — 
fixed or variable — from sub- 
sonic to supersonic 


ACCURACY to .001% for fixed 
frequencies — to .1% for vari- 





1 ilabl hase, FREQUENCY: 350 to 450 cps : é . 
eee ae ; : with Motorola Inc., Chicago and is 


variable, FREQUENCY ACCURACY: 
REGULATION from no load 0.5% (0.2% and 0.1% available), exclusive Canadian representative for 
radio carrier products available from 


to full load. ..standard 1% — INPUT: 115v 60 c : 
4 - : ps single phase, 
pragyoheyn de es cadena OVERALL Size: 22” wide x 10” high Philips Telecommunication Division 
The Netherlands. 


Negligible Interaction between x 15” deep. 
output frequency, voltage and REPRESENTED IN CANADA BY 


af tense ELECTROMECHANICAL 
pe Ay 8 he PRODUCTS 
MARKHAM. ROAD, AGINCOURT, ONTARIO 


B é H l M a N ELECTRONICS * MECHANICS * OPTICS 


: PMENT * TOTYP 
RANDY DESIGN * DEVELOPME! PROTOTYPE 


ENGINEERING COMPANY ' 2911 WINONA AVENUE 
BURBANK, CALIFORNIA — 


1 POWER AMPLIFIERS OSCILLATORS FREQUENCY STANDARDS CUSTOM INSTRUMENTATION 


Se enmoeaeaeaaseaanananaanaeaoananaoaoaunad (Continued on page 122) 
Circle No. 17 on Reader Service Card 
120 CANADIAN ELECTRONICS ENGINEERING JUNE 1958 


load. 
Ferranti Ltd. appoints 


new director 

Mr. Sebastian Z, de Ferranti has 
been appointed Managing Director of 
the heavy electrical engineering firm 
of Ferranti Ltd., Manchester. Sir Vin- 
cent de Ferranti remains Chairman of 
the Company. 





. 








PLASTIC MOLDED KNOBS, 


FOR INSTRUMENTS, CONTROL PANELS, ETC. 
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From Stock Molds ¢ No Tool Charge ¢ Fast Delivery | 


Huge selection of shapes, sizes and colors available from 
Rogan's stock molds. No tool charge, fast delivery. Markings 
can be branded to your specifications. Save time, save money, 
use Rogan's stock molded plastic knobs. Send for free catalog. 


ROGAN BROTHERS 


8021 N. Monticello Ave., Skokie, Illinois 
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POLYPENCO KTTTELV suares 


An unusual plastic completely 
resistant to industrial chemicals 


Small components 
machined from illus- 
trated standard 
shapes for chemical 
processing and elec- 
tronic equipment. 
Parts are easily fab- 
ricated on lathes and 
punch presses. 


POLYPENCO TEFLON 


properties— inert to chemicals « service temp. range: —110°F. to 
+500°F. * water absorption—nil * power factor —0.0005 « 
dielectric constant—2.0 « dissipation factor—0.0002 + sur- 
face resistivity (100% R.H.)—10!3 ohm 
applications—insulators and bushings * terminal connectors * 
stand-off insulators * valve-seats « gaskets and packings 
available in—rod « tubular bar « tape « sheet « spaghetti tubing 
POLYPENCO Teflon shapes are stocked in wide range of sizes 
for immediate shipment. For more 
information write to: 


* 
DU PONT TRADEMARK 


Distributors and Sales Engineers: . ' 
Peckover's Limited: 115 McCormack St., Toronto 4 


2052 St. Catherine ‘St. W., Montreal 
C. M. Lovsted & Co. (Canada) Ltd. : Vancouver - Edmonton - Calgary Sones 
POLYPENCO, INC., 2150 Fairmont Ave. Reading, Pa., U.S.A. pe 
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SUPERVISORY 
CONTROL 


TELEMETERING 


ANNUNCIATORS 


BATTERY CHARGERS 


SWITCHBOARDS 


Send your Specifications to— 
DEPT. EE6 


4544 DUFFERIN STREET « TORONTO 
Address mail to Box 500, Downsview, Ont. 


UNDER LICENSE FROM 


CONTROL CORPORATION, MINNEAPOLIS, MINN. 
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CE. t FIED LATEST 
MIL-R-‘:, SPECS 
€ 


Top = ge 


Style RV4 Style RA20 Type 25 \* 


Style RAI sets 


Newly Developed CTS Military Variable Resistors 


Complete line composition and wirewound military variable resis- 
tors now in production. Dependable, exceptionally good delivery 
cycle. Tested and certified to meet latest specs of MIL-R-94B . 
characteristics X and Y, and MIL-R-19A. 


Composition controls Styles RV2 (1 watt), RV4 (2 watts) and RV5 
(1/2 watt miniaturized) meet latest MIL-R-94B specs. Wirewound 
controls Styles RA20 (2 watts) and RA30 (4 watts) meet latest 
MIL-R-19A specs. All are available in a variety of shafts, bushings 
and resistances. All except Type 65 are available in 2 or 3 section 
concentric shaft and straight shaft tandem constructions. 


Founded 
CHICAGO TELEPHONE SUPPLY 
Co proration 


Cc. C. MEREDITH & CO., LTD.: Streetsville, Ontario 
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SLIDING DRAWERS 
Series RD 


HEAVY DUTY 
RACKS 


DESK CABINET rr Naat 
RACKS ; SS 
Series DCR ip ; SS 
| Series FD 


Just a few of the many... 


TPL BATU LS 


PRECISION-BUILLT STANDARD 
METAL HOUSINGS 


MODIFICATIONS OF OUR STANDARD UNITS 


are available upon request; such as colors, handles, holes 





and cut-outs, ventilation and hardware. 


TPs BALI Bis METAL PRODUCTS CO. 


DEPT.C 337 MANIDA ST., NEW YORK 59, N. Y. 


Series FD-300 Exclusive Canadian Representative 


MUSIMART OF CANADA LIMITED 
901 BLEURY STREET, MONTREAL 
UNIVERSITY 1-2856 


SEND FOR COMPLETE CATALOG 


PANELS 
Series GRP, 

















ULTIPL 


Series PR 
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Ferranti Ltd. are now involved in 
the development and manufacture of 
electronic equipment for the “Blood- 
hound” guided missile, radar and fire 
control systems, electronic computers 
and aircraft equipment, as well as 
heavy electrical equipment, transform- 
ers and meters. 

Engineer joins Philips’ 
instrument group 

In his new position of sales en- 
gineer in the Aviation and Electronic 
Components Group of Philips Elec- 
tronics Industries Ltd., Harvey L. 
Pollock, P.Eng. will be responsible 
for marketing of electronic compon- 
ents and systems for government and 
industry across Canada, 

Mr. Pollock is a graduate of the 
University of Manitoba in engineer- 
ing physics and holds the M.Sc, de- 
gree from that university. He was 
previously with Canadian Aviation 
Electronics Ltd., Winnipeg, in charge 
of Systems Engineering for mainten- 
ance of the Pine Tree radar line. 
Recently, he has been associated with 
Avro Aircraft Ltd. and was respon- 
sible for coordination of the Technical 
Design Department interest in the 
Arrow electronics system. 


Pollock 


Snelgrove Co, steps up 
sales campaign 

The C, R. Snelgrove Co, Ltd, has 
expanded its marketing group to keep 
pace with increased sales, D, M. Zand 
has joined the company as advertising 
and sales promotion manager. He has 
had extensive experience of this type 
in the electronics industry. 


Canadian-born scientist heads 
U, S, satellite program 

Dr. John Peter Hagen, 49-year-old 
astronomer in charge of the U, S. 
Navy Vanguard project was born at 
Amherst, Nova Scotia, After short 
stays at Saint John and Moncton, N.B., 
his family moved to Halifax in 1917. 
It was there that Dr, Hagen received 
much of his early schooling. 

When the Hagen family moved to 
Boston in 1928 John accompanied 
them and became a U, S, citizen by 
virtue of his parents having taken 
out citizenship papers when he was 


(Continued on page 124) 
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BOSTON INSULATED WIRE 
and CABLE COMPANY 


MANUFACTURING AT HAMILTON — ONTARIO SINCE 1911 





High Temperature Wire to 1000°F Silicone Rubber Single and Multi- 


conductors 
High Temperature Coaxial Cable 


T.V. Camera and Audio Cable 
Elevator Cable 


Special Application Cable 
Rubber, Plastic and Teflon Multi- 


conductors Custom Designed Cable 





SEND FOR COMPLETE LITERATURE ON BIW PRODUCTS 
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TESTING EQUIPMENT dy) NTA, 
FOR RESEARCH AND INDUSTRY ‘ 


ee Reloys 


“ |i [eye 


CANADA Keying 


Reloys 


Telephone CRYSTAL CAN 


Retary 
CSA Approved Relays 
Dielectric Sealed 
Strength Sctays 


| ; Ds ; Test Set Sensitive 


Relays 
Mercury 


Over 1000 different instruments available Wetted 


latching 


from Toronto Stock atin 
e Electrical and Electronic rg 


e Chemical = 


° Timer 
e Industrial ie 


Contactors 


e Geophysical Mater ering 


e Electromedical Differential 
Relays 
Write for our new illustrated catalogue of electronic Polarized 


. . ees Relays 
test instruments and scientific apparatus, 
AN Approved 


All types of special testing equipment made to order. Relays 


CANADIAN RESEARCH INSTITUTE RAL RELAY SALES, Inc. 


46 ST. GEORGE STREET e TORONTO 5, CANADA 








BOX 186-CAN, WEST CHICAGO, ILLINOIS 
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*EXPERIENCE: “Knowledge, 
Skill, Or Technique Resulting From Experience.” 


Since 1894 we have been designing, manufac- 
turing and constantly improving our electric 
soldering irons! Today, no matter what the 
requirements, there’s an American Beauty in 
the right model, correct tip size and proper 
watt input to do any soldering job quickly, 
properly, efficiently. 


TEMPERATURE REGULATING STAND 


An automatic device for controlling tip temper- 
ature while iron is at rest. Prevents overheating 
of iron and eliminates frequent.-retinning of tip, 
while at same time maintaining it at any temper- 


People—continued 





a minor. He continued his studies 
in the U.S.A., taking up law, then 
switching to science, In 1955 he was 
picked to head the Vanguard project. 


Kirkman Hirtle 


Kirkman becomes president 
of Burgess Battery 

Fred J. Kirkman, executive vice- 
president and general manager of 
Burgess Battery Company, has been 
elected president, succeeding Dan W. 
Hirtle, who was elected to the newly 
created post of vice chairman of the 
board, it was announced by Jackson 
Burgess, chairman. 


ature that may be desirable or necessary. Kirkesan a 24-vear veteran with the 
an, a 24-year veteré 4 


company, was also elected a director. 
Hirtle, who has served as president 
since 1938, will continue in an active 
capacity as vice chairman of the board 
of directors. 

Starting with Burgess in 1934 as 
an employee in the engineering de- 
partment’s test laboratory, Kirkman 
later was named assistant chief en- 
gineer. He then was transferred to the 
Burgess plant in Niagara Falls, Can- 
ada, where he advanced to general 
manager of the company’s Canadian 
operations. He subsequently was 
named vice president and general 
manager of U, S. and Cznadian plants, 
and in 1955 was elected executive 
vice president. 


ee ie os. 
Write for 16-page illustrated catalog containing full information on our 


complete line of electric soldering irons—including their use and care. 


AMERICAN ELECTRICAL HEATER COMPANY ieeicanteayy 
172-G DETROIT 2, MICHIGAN ee 
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HOLLAND, 








New division for office 
machine company 

Maag & Co. Ltd., Montreal, have 
established the Lathem Time Recorder 
Division under the management of 
John B. Kummer, P.Eng. Mr. Kum- 
mer is a graduate of the Technical 
College of Burgdorf, Switzerland and 
specializes in electronics and its ap- 
plication to office machines. 


ENVIRONMENTAL 
TEST 
CHAMBERS 


ALTITUDE AND 
TEMPERATURE CABINETS 


“F’ Series — Front Opening 


HUMIDITY AND 
TEMPERATURE CABINETS 


“F’ Series — Front Opening 


TEMPERATURE 
CABINETS 
Two Types 
“FP” Series — Front Opening 
“C” Series — Top Opening 


Aviation Electric, Overhaul Division, 
appoints new representative 

N. C. Sargent has been appointed 
sales and service representative for the 
Overhaul Division of Aviation Elec- 
tric Ltd. He has been in the aviation 
industry since 1951, starting at Can- 
adair Ltd. In 1954 he joined Aviation 
Electric Ltd. as a technical assistant 
in the Overhaul Division. He is a li- 
censed pilot and spends much of his 
spare time flying. 


Range: 

—150° F,— +500° F. 
Humidity: 

10% to 97% Altitude: 
Controlable above a 35° F. D.P. Up to 125,000 ft. 


Size: Size: Size: 
4 cu. ft. to 72 cv. ft. 4 cu. ft. to 64 cu. ft. 4 cu. tt. to 64 cu. ft. 
White for File Golder 


SUBSIDIARY OF CRAMPTON MFG. CO. 


Range: 

Temperature: 

—150° F.— +500° F, 
Range: 

—150° F. to +500° F. 














141 JEFFERSON ST., HOLLAND, MICH, 
Canadian Rep.: Donald F. Beechey, 290 Lawrence Ave. W., Toronto 12, Ont. 


A ETRE NE IT RESIN 
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Instrumentation . 


| 
| 


for Canadian 
INDUSTRY 
LABORATORIES 
HOSPITALS 





WICKMAN 


LIMITED 


* Complete 
Instrumentation 
Systems 





* Amplifiers 
* Oscillographs 
* Resistive Transducers 


* Inductive Transducers 


Send your problem to: 
Electronics Division 


ickman 


THE QUEENSWAY, TORONTO 14, 
ONTARIO 
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“But we are absolutely con- 
vinced that the United States will not 
catch up to us in this matter” (train- 
ing scientists and engineers). “We ex- 
plain this not by any special personal 
qualities of Soviet statesmen but by 
the entire system of public education 
in our country.”—N, S. Khrushchev. 


Since the end of World War IU, 
Canadians have bought 8,500,000 
radio sets—two and a half times as 
many as they bought in the previous 
twenty years. Since 1925 they have 
spent one billion dollars for home and 
car radios and are expected to put 
out another $57,750,000 in 1958. 


Minneapolis - Honeywell Regulator 
Co. is starting full scale production of 
its tetrode transistor. Market forecasts 
look promising for the use of this 
transistor in hi-fi and other audio 
equipment. 


The predicted gross sales of Cana- 
dian Curtiss-Wright in 1958 will be 
around $10-12 million, This compares 
with about $6 million in 1957, There 
are 3,834,000,730 common shares of 
Canadian Curtiss-Wright outstanding, 


| and the parent Curtiss-Wright Corpor- 


ation holds 3 million of them. Shares 
Toronto Stock Ex- 
change. 


An experimental version of a flat 
IV picture tube was scheduled to be 


| demonstrated at a London meeting of 


the Institution of Electrical Engineers 
last month, The invention, under de- 
velopment by Dr. D. Gabor of the 
Imperial College of Science and Tech- 
nology, has been sponsored by the 
British National Research Develop- 
ment Corporation, It is expected that 
production models with a diagonal 
measurement of 21 inches would have 
a front to back depth of five inches 
or less. 


Marconi’s Wireless Telegraph Co. 
Ltd. has installed a multi-channel 
tropospheric scatter system between 
Start point, Devon, and Galleywood, 
Essex, England. This is a distance of 
just over 200 miles. The equipment 
works on a frequency of 858 mc and 
has an initial capacity of 24 telephone 
channels, one way. The present equip- 
ment is designed for a maximum of 
60 simultaneous telephone channels, 
but has features which will 
quently permit experimental wide- 
band transmissions to carry a much 
greater number, Later, television pic- 
tures are also to be transmitted. 

(Continued on page 126) 
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NEW! 


An outstanding new type 
of Variable Composition 
Resistor—Type “L’’, which 
is a greatly improved ver- 
sion of the previous Type 
“VG" is 
This new control 


now available. 
exceeds 
by a large margin the MiL- 
R-94B requirements, char- 
acteristic “‘Y"’. It is a com- 
pletely enclosed, unit, and 
is guaranteed for 100,000 
rotational cycles with a 
3-watt load. 


Complete line of Variable Com- 
position Resistors for Industrial 
and Military applications. 





Type 


Diameter|| Rating 








3 wott 
3 watt 


L 134,” 
VG 1342” 
RA ¥,” 
sy *»” 
T %” 
U %” 


2 watt 
Y watt 














1/10 watt 
1/10 watt 











This type is still in production, 
and will be obsolete in 1959 
Bushing mount 

Less than .300” high. Printed 
circuit component for .100” 
layout. High rotational torque 
(4 oz./inches). 


All controls are completely enclosed. 


MADE ENTIRELY IN CANADA 


BY 


PRECISION 
ELECTRONIC 
COMPONENTS 


(1956) LIMITED 


15 Wingold Ave. 
Toronto 19, Ont. 
Tel.: RUssell 1-6174 
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| 
IS OF PRIME Philco Corporation and Leeds & 
CONCERN | Northrup Co. have launched a share- 
Sal | cost program to develop, design and 
| build a digital computer which will 
have applications in industrial process 
control and in scientific and engineer- 
}ing computation. The experience of 
|L & N in the process control field 
is being combined with Philco’s 
| knowledge of transistorized digital 
|computers to create a new control 
Electronic Generators designed for pro system, the core of which will be a 
duction testing of gyro spin motors and j | digital computer specifically designed 
simafler deviess. = to meet the rigid requirements of in- 
: | dustrial process control, Development 
work is: already underway. 





PRECISE FIXED FREQUENCY 
THREE PHASE 
POWER SUPPLY 


Operating from 115V, 60 cps power, the 
Model 1452C is one of a series of CML 


Catalog "M" describing this unit as well OUTPUT - 250 V.A. 
as other CML generators in the power DISTORTION - 2% 
range of from 50 VA to 80 KVA in single nmin ateone - 19 Ae ee : , ‘ 
and three phase units and frequency i The British Broadcasting Corp.'s 
range of 20 cps to 60 KC with all speci- FREQ. STABILITY - .001% Research Department has demonstrat- 
fications listed, is yours on request. — i eee el its Vision Electronic Recording 
Our design engineering department is at ALSO AVAILABLE Apparatus (Vera) for recording TV 
your service to design and custom-build AS A VARIABLE eneremee Ga tame. Usiike the Ameri- 
a power supply unit for your specific need. FREQUENCY _UNIT. a a y 

can system, the BBC method uses 2 

in. magnetic tape passing straight 


COMMUNICATION MEASUREMENTS LABORATORY, INC. through the head at 20 ft. per second. 
350 LELAND AVENUE, PLAINFIELD, NEW JERSEY This requires about 3 miles of tape 
for a 15 minute broadcast. Present 
costs run at about $14,000 per ma- 
|chine with. an operating cost of $230 

Circle No. 33 on Reader Service Card pa how: 

Spilsbury & Tindall of Vancouver 
are producing a small, low-priced 
radar set for use on small fishing 
| boats and yachts, Instead of giving 
| a full pattern of the horizon, it covers 

FOR COMMERCIAL oor arc “ 2 deg. sa is synchronized 
' ith the ship’s direction finding so 
COMMUNICATIONS that it can be aimed in any desired 


Masts to 200 ft.—single, twin-H, and 
quadruple — designed to CSA spec- 
ifications. Hot galvanized steel, re- 
sistance welded to Canadian Welding An experimental electron tube that 
Bureau standards, in + pra ‘iigs ; can detect and measure events that 
that insure easy and perfect erection. happen in less than one ten-millionth 
10-feet sections completely hot gal- f ; Soggy Be ae 
vanized after all fabrication. Galvan- | 0 a second as been developed by 
ized hinged steel base and complete ‘ RCA. li is expected to be a powerful 
line of attachment fittings. new tool in nuclear research, and is 


BEATTY BROS. LIMITED~- designed to help identify the mesons, 
Fereun; Chat Est. 1874 anti-protons and other elementary 

particles that result from bombard- 
|ment of atomic nuclei, 


direction, Maximum range is 16 miles. 
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[wo new radio relay systems, each 
containing nine stations, are being in- 
stalled by the Manitoba Telephone 
| System to link Flin Flon, Swan River, 


Department of 
Defence Production requires 


SEVEN DEFENCE PRODUCTION OFFICERS | spproximatcly 200 mites lone and 


— ELECTRONICS — provides up to 120 toll telephone cir- 
| cuits. Scheduled completion date is 


At Salaries Up to $9,420 September 1958. 


To monitor production requirements 


for electronic projects In the face of a sharp sales decline 


in the American-TV industry, Zenith 
e CHALLENGING WORK e EXCELLENT WORKING CONDITIONS Radio Corp., Chicago, has achieved 





Write to Civil Service Commission. 
Ottawa, for information and applica- 
tion forms, quoting competition 58- 


1151. 
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a new company record. Its April sales 
|of TV sets to dealers is the highest 
|in company history. 


(Continued on page 130) 








THE RECOGNIZED LEADER IN THE PRODUCTION 
OF MANUALS AND TECHNICAL LITERATURE TO 
MILITARY AND COMMERCIAL SPECIFICATIONS. 














ELECTRONIC ASSOCIATES LIMITED 
TECHNICAL PUBLICATIONS DIVISION 


105 WILLOWDALE AVE.,WILLOWDALE, ONT. BALDWIN 1-7961 
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ANTENNA TUNING SYSTEM 


Model ATS 


In a 35 ft. whip Consists of three units . 
produces VSWR of Remotely ” 
less than 25 for 1. R. F. TUNER Controlled 


2. CONTROL MONITOR 
3. STANDING WAVE 


reactances varying 
between 2 to 


650 ohms COUPLING UNIT 


} For SSB EQUIPMENT 
\ write for Bulletins 


\ 195A, 196 and 204A 


TECHNICAL MATERIEL P.O. BOX 1006 
CORPORAT' BILLINGS BRIDGE \ 


MAMARONECK, N.Y. OTTAWA, ONT. 








PRECISION #~ RESISTORS 


All resistors meet MIL R-10509B specs. 
Hermetically sealed resistors. 
Molded resistors. 

Deposited carbon resistors. 

Complete stocks on hand. 

Ye to 2 watt resistors. 


Electra resistors—exclusive with CESCO. 


Quantity prices and descriptive 


literature on request from 





INDUSTRIAL DIVISION OF 


CANADIAN ELECTRICAL 


SUPPLY COMPANY LIMITED 
MONTREAL 275 Craig Street West University 1-2411 
QUEBEC 110 Ouest, rue St. Vallier Lafontaine 4-3518 
OTTAWA 838 Somerset Street West Central 2-2696 
TORONTO 877 Yonge Street Walnut 1-5111 





MMMM MOO 
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PRECISION PLASTIC 


AND 
METAL DIALS AND SCALES 


Complete Laboratory 
Facilities to Design and Manufacture 
Edge-Lighted Instrument Panels to 
SPEC-MIL-P-7788 


PRINTED CIRCUITS 


FO 
CLOSE TOLERANCE DEFENCE APPLICATIONS 
SPECIALISTS IN 
PLATED THROUGH HOLES AND 
PRECIOUS METAL FINISHES 


OKI & WILLADSEN LTD. 


47 CROCKFORD BLVD. 


BOX 215, O'CONNOR DR. P.O. 


TORONTO 16, ONTARIO 
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TANDBERG *‘The Engineer’s Tape Recorder” 


Cross Talk 


on 
Stereo Head 
Better 
than 
60 DB 


Speeds Range Wow & Flutter Tape Tension 


1% 1.P.S. 30-6,500 cyc. 
3% 1.P.S. 30-10,000 cyc. 
7% 1.P.S. 30-17,000 cyc. 


below .25% 
below .2% 
below .18% 


Starting tension 40 gms. 


Running tension 10 gms. 
Stopping tension 120 gms. 
Record 2 track playback on 1% track, full track and stereo 

Precision Craftsmanship in Mechanical Detail 


Engineered Sound Systems Ltd.— 169 Kipling Ave., Toronto, Ontario 
CLIFCO — 245 West Osborne Rd., Vancouver, B.C. 
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Stark Model 8-77 
Portable — only 
16 Ibs. 


NEW — 


Stark 


c Dynamic Mutual Conductance A the time-prove 
of precise voltage calibration that assures you of pro 
x accuracy 
Snap-in Master Socket Panel 
easily exposing new type ll-pin soc 
out sockets. 
High Speed Short Test . 
Grid Current Test . 
microamps 
Filament Continuity Test immediately ‘determines 
Reserve Cathode Capacity Test weeds out tubes which could cause 
in the near future 
Filament Voltages: In 18 steps from 0 
Seale Reading: Read directly on the 3 


FEATURES: Welle for tab cantledions: 
STARK ELECTRONIC INSTRUMENTS LTD. 


Factories and Sales Office: Ajax, Ont 
Foreign Division: 276 West 43rd Street, New York 36, N.Y. 


| hi-epeod 
mutual conductance 
| tube tester 


n Stark-Hickok method 
fessional, tube testing 


socket panel slips 
in re placing worn 


. a unique feature, 
ket and saves time 


es more sensitive 
accurately measured in terms of 


12 tim 
gas content is 


if filament open or not 
trouble 


6 to 117 volts 
range micromho scale 








‘| COMPLETE STOCK 


ELECTRONIC 
COMPONENTS 


WRITE TODAY 
FOR OUR ILLUSTRATED CATALOGUE 


PAYETTE 
RADIO 


730 ST. JAMES ST. W. 


UN. 6-6681 


MONTREAL 
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F. V. TOPPING 


FEV 
DESIGN 


® COMMUNICATIONS ACCESSORIES 
® CAREFUL CUSTOM PRODUCTION 


PRODUCTION 


® RADIO FREQUENCY CONTROL EQUIPMENT 


Clutrowies Ml 


ELECTRONICS 


® TRANSISTORIZED EQUIPMENT 
® DC CONVERTERS 
® SILICON POWER SUPPLIES 


A CANADIAN COMPANY WITH NEW IDEAS 


94 LAIRD DRIVE 


HU. 9-4325 


TORONTO 17, ONTARIO 
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THERMAL CONVERTERS 


—call them what you will, these 
these tiny tubes are in fact thermo- 
couples in Vacuo obtaining their 
energy from a heater. A thermo-couple 
is a junction between two dissimilar 
metals which, when heated, cause a 
DC voltage to flow in the couple circuit. 
By connecting the thermal converter 
to a suitable DC moving-coil meter, 
measurements -can be taken in 
RMS values of current and 
voltage, either AC or DC 
or superimposed DC. 


We manufacture a wide range of Vacuo-jJunctions 
available as insulated or contact types and will 

be pleased to quote for your individual requirements. 
For our descriptive leaflet, write to:— 


DEPARTMENT VJI 

BEST PRODUCTS LIMITED 
FELIXSTOWE - SUFFOLK 
ENGLAND 
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FOR THE MOST CRITICAL APPLICATIONS 
MANUFACTURERS SPECIFY SIEMENS EDISWAN 


E DISWAN 


..FLUON (TEFLON) SOCKETS WITH BERYL- 
LIUM CONTACTS SILVER PLATED 

..NYLON TUBE SOCKETS WITH BERYLLIUM 
OR BRASS CONTACTS SILVER PLATED. 

...FLUON OR NYLON CRYSTAL HOLDERS. 

...-SILVER PLATED BLACK MATT TUBE 
SHIELDS. EDISWAN MASTER PLUGS & 
JACKS. 

.. IMMEDIATE DELIVERY FROM STOCKS. 


in Canada 
R. MACK & CO. LTD. 
7966 Granville St., Vancouver, B.C. 


SIEMENS EDISON SWAN LTD., LONDON, ENGLAND 
(An A.E.1. Company) 
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Plan to attend the 

1958 IRE CANADIAN 
CONVENTION & EXPOSITION 
October 8, 9, 10 


We'll be there . . . will you? 


SSCS RS ee eee eeeeeeeees 
| 











TYPE PF PHOTO FLASH 
CAPACITOR 


Seamless drawn aluminum cans 
with neoprene/bakelite end discs 
carrying robust hot-tin dipped 
soldering tags. Full range of ca- 
pacities and voltages. 

Canadian Sales Representative 


WM. T. BARRON 
939 Lakeshore Road — Toronto 14, Ont. 
Clifford 1-7621 


DALY-CAPACITORS LIMITED 


Manufacturers of Electrolytic Capacitors. 
140 KENDAL AVE. TORONTO 4, ONT. 





CABINETS 
CONSOLES 
TELESCOPIC SLIDES 


THE WIDNEY-DORLEC 
CABINET SYSTEM 


Sleigh & Cheston 
Ltd. 


Bagot St., Birmingham 4 
England 





Canadian Representative 


GENERAL COMMUNICATIONS LTD. 
980 O'CONNOR DR., TORONTO 
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NOW 
A NEW INDUSTRIAL 
DIVISION 
REPRESENTING . . . 


Automatic 
Metal Products 


Connectors 


Capital 
Machine Co. 


Telephone Type, Push Button 
and Lever Switches 


Carling 


Electric Inc. 
Toggle, Slide & Rotary Switches 


Carter Parts Co. 


Plugs, Jacks, etc. 


J. F. D. 
Electronics Inc. 


Piston Capacitors, L. C. Tuners 


Johnson 
Electronics Inc. 


Very High Quality Coils, Toroids, etc. . 


Mid-Eastern 
Electronics 


Quality Control Test Equipment 


Phaostron 
Instrument & 
Electronic Co. 


Meters and Relays 


Raytheon 
(Canada) Ltd. 


Tubes and Semiconductors 
Sprague 
International Ltd. 


Capacitors and Resistors 


JOHN R. TILTON 
LTD. 


51 McCormack Ave., Toronto 9, Ont. 


RO. 9-1129 
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| News briefs — cont. 


By the end of the year all Super 
Constellation aircraft owned by Trans- 
Canada Air Lines will be equipped 
with the RCA Model AVQIO weather 
radar, Rain, snow or ice can be de- 
tected in cloud formations at distances 
up to 150 miles enabling the pilot 
to avoid the turbulent area. The 
equipment operates at 5400 mc and 
scans a 240 deg. arc ahead of and 
beside the aircraft. 


Given the proper tools, some people 
have become quite adept at commit- 
ting manslaughter and suicide, Elec- 
tronics may change this in the near 
future, however. In the United States 
and USSR experiments are being con- 
ducted to provide automatic steering 
and control of cars on highways. One 
system is to bury an electric cable 
in the highway such that signals radi- 
ating from the cable are picked up by 
receivers in the car. Another system 
is to use photo electric cells to steer 
the car along a painted line on the 
surface of the road. Auxiliary radar 
equipment then is required to main- 
tain proper distance between cars on 
the same line. 


Collins Radio Co., lowa, has formed 
a separate airborne instrument manu- 
facturing department to facilitate the 
production of automatic pilot systems, 
integrated flight systems, magnetic 
compass systems and aircraft instru- 
ments. 


Free service 
for our readers 


Keep your reference shelf up 
to date this easy way. All ad- 
vertisements in this issue have 
a key number, which is listed 
in the advertiser’s index. 

For more information .. . 


@ Circle the key number on 
one of the cards opposite. 


@ Print your name, position, 
address and firm, then mail 
— postage is paid. 


ADDED SALES FOR YOU 


WE SUCCESSFULLY REPRESENT to the 
Government of Canada, manufacturers in 
United States and Canada, covering elec- 
tronics and allied industries. Department of 
Defence Production is our largest customer. 
We are an incorporated company with 
twenty-five years experience in the elec- 


| tronics industry in Canada. References will 


be made available. This added sales message 
is directed to the smaller manufacturer 
without a Branch Office in Ottawa. We have 
an important sales story to tell Canadian 
Manufacturers. Contact Box No. 17, Cana- 
dian Electronics Engineering, 481 University 
Ave., Toronto, Ont. 


MEASUREMENTS’ 


New vacuum TUBE 
VOLTMETER 


MODEL 162 


This versatile instrument has been specially 

designed for voltage and resistance measure- 

ments in laboratories, on production lines and 

in service shops. 

@ Push-buttons provide RANDOM ACCESS to all 
functions and ranges—reducing operator error 
and fatigue 


e Bal. dad 





tive amplifier provides stable 
zero and good overload protection 


. @ Single zero control for all ranges 


@ Compartment for lead and probe storage 





WRITE FOR 
BULLETIN 


MEASUREMENTS 


A McGraw-Edison Division 
BOONTON, NEW JERSEY 


Sales Representative: H. Roy Gray, Ltd. 
46 Danforth Road, Toronto, Ont. 
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y DOUBLE 
OBSTRUCTION LIGHT 


. Side Conduit 
" Entrance Type 


HIGH QUALITY - “LIGHT WEIGHT 
SIMPLE — POSITIVE LATCH 
FOR EASIER MAINTENANCE 


In accordance with 
DEPT. of TRANSPORT SPECS. 


MODEL 0B24 DOUBLE 

OBSTRUCTION LIGHT 

SIDE conduit entrance type to 

facilitate installation on hori- 
t zontal conduit runs. Available 

in %” or 1” conduit tap. 


MODEL O622 DOUBLE 
OBSTRUCTION LIGHT 

BOTTOM conduit entrance type 
to facilitate installation on 
vertical conduit runs. Available 
in 1” conduit tap. 


MODEL KG 114 

300MM BEACON 

Complete with two Aviation Red 
Color Filters. For two 500 (or 
620) watt lamps. Ventilated 
Dome to improve lamp life. 
Available in %” or 1” con- 
duit tap. 

Request Descriptive Literature 


’ HUGHEY & PHILLIPS, INC. 


Manufacturers of 
300MM Beacons, Obstruction Lights, Pho- 
to-Electric Controls, Beacon Flashers, 
Special Junction Boxes, Microwave Tower 
Light Control & Alarm Systems, Remote 
Lamp Failure Indicator Systems, and 
Complete Kits for: Tower Lighting, Sleet- 
melter Power & Control. : 
3200 — SAN reese BLVD. = 
URBANK, CALIF A 
In Canada — ENTERPRISES 
290 Lawrence Avenue West 
Toronto 12, Ontario, Canada 
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More Power to the Load 


Hughes medium power, silicon rectifiers 


The exceptionally high efficiency of these rectifiers, obtained by 
advanced development and construction techniques, makes pos 
sible power supply design which was previously impossible. Effi 
ciency like this means less power loss in the rectifier and, for a 
given size of rectifier, more power to the load. Cooler operation 
also results, thereby contributing increased life since there is less 
heat to dissipate. 


In most instances, the voltage drop across the rectifier is so small 
and it is constant throughout the life of the rectifier —that it may 
be neglected in power supply design. The low drop improves regu- 
lation of the power supply too. 


So specify the types listed at right and capitalize fully upon the 
advantage of high rectifier efficiency. In addition to the types 
shown, Hughes has two groups of 1N-numbered units, one with a 
lead-mount configuration and the other in the standard JETEC 
7/16” hex package. 

For literature or a visit from one of our sales engineers, 


please write: HUGHES PRODUCTS, Semiconductor Division, 
International Airport Station, Los Angeles 45, California 


HR10671 
HR10673 
HR10675 
HR10677 
HR10679 
HR10681 


HR10422 
HR10423 
HR10424 
HR10425 


Averaged over one cycle at full rated conditions of current, voltage, and temperature 


STUD MOUNT TYPES 


Average Rectified Current 
Peak inverse @ Specified Case Temperature Average Inverse 
Voltage (Volts Amps max.) (Degrees C) Current (mA, max 
100 ; 150 0.5 
200 3. 150 
300 3 150 
150 
135 
135 


LEAD-MOUNT TYPES 


Average Rectified Current 
Peak Inverse @ Specified Ambient Temperature Average Inverse 
Voltage (Volts) (mA max.) (Degrees C) Current (mA, max.)* 
100 1 
100 l 
100 l 
100 l 


with a resistive load : 


- 
' 


Creating a new world with ELECTRONICS 


HUGHES 


* 
SEMICONDUCTORS 


© 1958, HUGHES AIRCRAFT COMPANY 





Covering the Spectrum 
with Reliable Ceramic Tubes 


cr 


. 
From audio into super high frequencies, 
Eimac covers the RF spectrum with modern 
ceramic tubes. This incomparable ceramic 
electron tube family — more than one-third 
of the Eimac line — includes reflex and 
amplifier klystrons, negative grid tubes, 
rectifiers, pulse modulators, and receiving 
tubes. The tubes illustrated are typical of 
more than 40 Eimac ceramic tube types 
that are being selected by leading equip- 
ment manufacturers for use in all types of 
applications — from tropo-scatter to indus- 


trial heating, from single sideband to pulse. 


The advantages of reliable Eimac ceramic 
tubes include: resistance to damage by 
impact, vibration, and heat; smaller size; 


and better processing techniques. 


(Please refer to pages 32-33) 


er tO AN OO . 


PRODUCTS DESIGNED AND MANUFACTURED BY EIMAC 
Negative Grid Tubes Vacuum Tube Accessories 
Reflex and Amplifier Klystrons Vacuum Switches 
Ceramic Receiving Tubes Vacuum Pumps 

Includes the most extensive line of ceramic electron tubes 


re 


EITEL-McCULLOUGH, INC 


Ss A WN SRU ABA Be Bae tir @& eS SF 
Ecmac Fire with ceramic tubes that can take 


The World’s Largest Manufacturer of Transmitting Tubes 


Canadian Representative: 


R. D. B. SHEPPARD 


2036 Prince Charles Road, Ottawa 3, Canada 








